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WED IN OVER 2000 GOOD HOSPITALS 


THE SPRING-AIR 
SLEEP CUSHION 


Easy to handle, easy to keep clean 

. and superbly comfortable —the Sleep 
Cushion consists of separate spring and pad 
units. Pad (cushion) is of compartment design, 
filled with long fibre cotton felt. Complete mat- 
tress almost fluid in conformance to bed and body 
position changes! 


THE SPRING-AIR 
INNERSPRING 


For perfect patient comfort — mattress conforms to all body 
contours and position changes; for maximum manage- 

ment economy — mattress conforms perfectly to all 

SSS bed position changes with a minimum of wear. 
Hospital records, covering continuous use 

for periods of from 10 to 20 years, 

show the cost to be less than five 

cents per week per mattress. 


* 
Write for latest folder of hospital mattresses 


and nurse’s beds, and name of Spring-Air manufac- 


turer in your area. 


SPRING-AIR COMPANY 
Holland + Michigan 


PRODUCED BY 46 PLANTS THROUGHOUT THE UNITED STATES, CANADA AND MEXICO 





Bw we 
Does it matter 
if the surgeon is comfortable ? 


F COURSE the surgeons’ gloves you 
O buy for use in your hospital must 
be tissue-thin so that sensitive touch is 
not impeded. And they must be strong 
to be fully protective, strong to give 


long service. But what about comfort? 


B. F.Goodrich “Miller” brand sur- 
geons’ gloves are designed to give max- 
imum comfort 
Backs are full for free action. Fingers 
are long and tapered. Wrists are snug 


bare hand comfort 


fitting. These gloves fit because they re 
made on sculptured hand forms. They're 
sized accurately, they allow flexing 
without tension, they're really comfort- 


ible 
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Tissue-thin, strong, comfortable 
that’s the combination that makes 
B.F.Goodrich “Miller” brand surgeons’ 
gloves the preferred gloves. That's true 
no matter which of the three types you 
choose 

B. F. Goodrich “Miller” brand 
surgeons’ gloves — Regular wrist 
Sizes 6 to 10, including half sizes 
White or brown. “Smooth” or “Cutin 
ized” surface 

B.F. Goodrich “Miller” brand 
examination gloves — Short length 
cuff. Sizes 7 to 9, including half sizes. 
White only 

The new B.F. Goodrich "Special 


Purpose” glove —Created for those 
who develop an allergic dermatitis 
when using ordinary rubber gloves. 
Sizes 61 to 91, including half sizes. 
Look for the identifying green band 
on the cuff 


Order B.F.Goodrich “Miller” brand 
gloves from your hospital or surgical 
supply dealer. The B.F.Goodrich Com- 
pany, Sundries Division, Akron, Ohio. 


B.F Goodrich 
Surgeons Gloves. 
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he wide acceptance 

of ‘Duracillin’ preparations 

is evidence that the effort to make them 

consistently reliable is appreciated. 
This recognition rewards the unrelenting demands 

of precision manufacturing. 

This endorsement is incentive to maintain 
the quality of the products 


bearing the Red Lilly. 


DURACILL 


(CRYSTALLINE PROCAINE PENICILLIN—G, LILLY) 


P 


Y 


— lly 


ELI LILLY AND COMPANY 


INDIANAPOLIS 6, INDIANA, U.S.A. 
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AMONG THE AUTHOR 


Meyer J. Gill is associate director of New 
York’s Beth Israel Hospital, a position he as 
sumed a year ago after serving for eight years 
as executive director of the Beth Abraham 
Home for Incurables of the Bronx, N.Y. Atter 
graduation from Rutgers University in 192%, 
Mr. Gill entered the hospital held as a pharma 
cist at Beth Israel Hospital, Newark, N.). 
Meyer J. Gill 


hospital grew from 98 to 450 beds, and Mr. Gill's responsibilities 


During the 15 years he spent at Beth Israel the 


were broadened to include purchasing, receiving and issue of sup 
plies and general administrative functions. His article on hexa 


chlorophene soaps appears on page 67 of this magazine 


George E. Van Dyke, who tells hospital peo 
ple what steps to take to bring their employes 
under the newly amended Social Security Act 
(see page 51), is a member of the Federal Se 
curity Agency's ofhce af education staff. He 
has recently been appointed to the position ot 


consultant for college business management. \ 
% 3 
3 


Prior to this appointment, Mr. Van Dyke spent i 
several months in Japan as consultant in the G. E. Van Dyke 


civilian information and education division of the army of occupa 


tion. Before entering the government service in 1949, Mr. Van Dyke 
was treasurer of Syracuse University and, earlier, secretary-treasurer 


of Case Institute ot Technology 


Patricia Brockbank is clinic dietitian on the 
staff of the Veterans Administration Regional 
Office at Seattle. Betore going to Washington 
two years ago, Miss Brockbank was dietitian at 
the V.A. hospital at Dayton, Ohio. A graduate 
ot Miami University at Oxford, Ohio, she served 
her internship in dietetics at the Henry Ford 
Hospital, Detroit, then entered the army and 
was dietitian for the 118th General Hospital Patricia Brockbank 
in the Southwest Pacific area. After leaving the service in 1946, Miss 
Brockbank had an industrial position until she joined the Veterans 


\dministration hospital staff at Dayton 


Martha Dresslar, who is co-author with Miss Brockbank of the 
irticle on tood processing, packaging, freezing and preserving that 
begins on page 112 of this tissue, is associate protessor ol home 
economics at the University ot Washington, Seattle, where Miss 
Brockbank 1s currently doing graduate work in the field covered 


in their article 


Dr. Paul Gross, whose article on intern pro 
curement appears on page 100, ts pathologist on 
the staff of St. Joseph's Hospital, Pittsburgh 
ind also serves as pathologist for the Industrial 
Hygiene Foundation ot the Mellon Institute. 
\ native of Germany Gross took both his 


undergraduate and training at West 


ern Reserve | hiversitv im 4 leveland, where he 

was resident pathologist and, later, pathologist Dr. Paul Gross 

on the staffs of several hospitals. He served tor nine vears as pathol 
; 


ogist at Pittsburgh's West Penn Hospital betore taking his present 
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from 
one 
source = 


a complete 
parenteral 
therapy 
program 








for greater 
convenience 


a on or a re a ee 2 - 
MORTON GROVE, FLEINO!S in 


Cm | aa 


hospital use 


solutions available 
in 150 cc (Pediatric) size A number of TRAVENOL and TRAVAMIN (formerly Protein Hydro- 
lysate, Baxter) solutions are now available in 150 cc. (pediatric) 


Travenol 
Normal Saline 
5% Dextrose w/v in Saline , . le ne 
Distilled Water provide from one source the exact solution and specific equip 
5% Dextrose w/v in Water ment for any parenteral requirement. Uniform containers, stand- 
One-sixth Molar Sodium r-Lactate 
Lactate Ringer's 
Potassium Chloride, Sodium Chloride, cedures make the program easy to learn and efficient in opera- 
Sodium r-Lactate in Water (Darrow’s) 


size as part of the overall BAXTER program. Baxter Laboratories 


ard closures, easy-to-use PLEXITRON sets and standardized pro- 


tion. No other program is used by so many hospitals. 


Trinidex pi . — 


e Vitamins with 5% Dextrose w/v in Saline / 
y for further 


Travamin 
© 5% Plasma Hydrolysate w/v in Water od price \\st 


fite toda 


© 5% Plasma Hydrolysate w/v, 5% Dextrose w/v in Water & rm ation a 
TRANSFUSO VAC with ACD solution (for whole blood) and empiy nvO 
PLASMA-VAC containers (for plasma and serum) are also avail- 


able in the 150 cc. size. — 


all Baxter solutions are pure, sterile and nonpyrogenic 


Products of 
BAXTER LABORATORIES, Inc. 


Morton Grove, Illinois 


DISTRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE ROCKIES (except in the city of El Paso, Texas) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 
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Rovng Kypotler 


First White Christmas 


If your public relations budget will 


stretch as far as Christmas greetings 


and particularly if yours is a children’s 
hospital, you may want to purloin a 
plan that Children’s Hospital, Los An- 
with success 


geles, carried out great 


three years ago 


Inside the fold of the greeting card 
was a sketch of a large Christmas tree 
with balls; 
ornamental ball 
healthy child 


trimmed reflected in each 


was the face of a 


On 
story of 


the opposite page 


was told the these children’s 


first white Christmas It seems that 


the 26 patients whose alert faces ap- 


vjuct wn CONFIDENCE 


fon oven a thind 
of a centuny 


Uniformly pure “Puritan 
Maid” Medical Gases 
may be relied upon by 
both surgeon and anes- 
thetist to be of consistent 
purity —a vital factor in 
the success of surgery and 
post-operative response. 


Dealers in Most Principal Cities ® 


uritan Compresseo Gas Corporation 


BALTIMORE ATLANTA 
DETROIT NEW YORK 


BOSTON CHICAGO CINCINNATI 
ST. LOUIS ST. PAUL KANSAS CITY 


DALLAS 


Puritan Maid” Anesthetic, Resuscitating and Therapeutic Gases and 
Gas Therapy Equipment, including Hospital Oxygen Piping Systems 


peared as tree ornaments had been “blue 
babies” upon whom Blalock surgery had 
been performed that year at Children’s 
Hospital 

The greeting card copy explained that 
this was the first “pink and white’ 
Christmas for these youngsters who, a 
year ago, had been “blue and mulberry 
colored, weak and ill.” This Christmas, 
the card pointed out, would be truly 
merry for them as Santa would be de- 
livering roller skates, bicycles and ten 
nis rackets 

Below the block of printed copy about 
the first white Christmas was a fine red 
line above which the hospital adminis- 
trator, the trustee or whoever wished 
to send out cards could affix his signa 
rure 

Just a month or two before the cards 
were mailed, Children’s Hospital held 

reunion for former child patients re 
stored to health by this type of special 
surgery. The Los Angeles papers sent 
their photographers and reporters, and 
there were four-column displays of chil 
dren crowding around Bozo the clown, 
licking their ice cream bars, and reach 


ing tor c okies 


Champagne and Murderers 

It takes from six weeks to two months 
to get out a monthly publication the 
size of this one, and who wants to read 
about Christmas cards in the month 
Lincoln, 


That's 


mention ts being made of an in- 


Sac red to the memories of 


Washington and St. Valentine 
why 
teresting 1949 Christmas card now 

P. Godfrey Savage last year used the 
first page of Placeb: 
of Niagara Falls Memorial 
Niagara Falls, N.Y., 


Christmas wishes to friends of the hos 


, the house organ 
Hospital, 
to convey his best 
On it he related a personal ex 
perience under the title of “Hospitals 
Are Where You Find Them 

One Christmas found the Niagara 


pital 


Falls hospital administrator in French 
Guiana, where he developed a 
The next thing he 


severe 
attack of malaria 
knew he was in the Devil's Island hos- 
pital at St. Laurent, with banished mur 
derers from France as his companions 
and attendants 

Working in the hospital seemed to 
bring out the better instincts of these 
lifers” and they made good attendants, 
Mr. Savage relates. One of the attend- 
ants would get a couple of francs from 
him at roontime each day and rush out 
for ice to cool the champagne that was 
prescribed for Mr. Savage by the prison 
brought the back 


This attendant, like all 


ice 


physician He 


in a tea cup 
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CLINICAL PROOF: 


These photographs were 
taken during clinical tests 


1. At start of test—Application 
of two types of plaster to normal 
skin of forearm. I—Seamless Pro- 
Cap Adhesive Plaster. II —Ordinary 
Hospital Adhesive Plaster. 


2. After 48-hour application 
—Tape removed after 48-hour ap- 
plication on same patient. Practi- 
cally no reaction from Seamless 
Pro-Cap; severe reaction from ordi- 
nary hospital adhesive. 


LITTLE OR NO SKIN IRRITATION—HERE’S WHY! 


The dramatic, unretouched photographs 
above) prove why leading hospitals specify 
Seamless Pro-Cap Adhesive Plaster. 
Seamless Pro-Cap—a patented product—gives 
you 5 important advantages: 
I. Little or no skin irritation 
2. Little or no itching 
Less skin maceration 


Better adhesion—does not creep 
or curl at edges 


Little or no slimy deposit 
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There’s no mystery why Seamless Pro-Cap is 
superior to conventional adhesive plasters: it 
contains two medically-proved ingredients— zinc 
propionate and zinc caprylate—that tend to in- 
hibit the growth of bacteria and fungi which 
cause many cases of “skin irritation.”’ Clinical 
tests prove the superiority of Pro-Cap. (Write 
for medical reports.) 

For greater patient comfort . . . less interfer- 
ence with treatments . . . and better, firmer 
strapping—at no increase in price—specify 
Seamless Pro-Cap Adhesive Plaster. Order 
through your Hospital or Surgical Supply Dealer. 





the others, was saving up to make a 
prison break. Rarely was a break suc- 
cessful for, as is well known, there is 
jungle on the sides of the prison where 
there isn't ocean 

Mr. Savage even wrote a poem about 
St. Laurent and the penal colony, which 
is now only a legendary place since it 
has been discontinued by the French 
government 


They Know What to Do 


You must use sneakers on the tennis 


court. And you may wear shorts 


No student nurse at the Truesdale 
Hospital school, Fall River, Mass., en- 
tertains any doubts as to what is ex- 
pected of her in way of personal con- 
duct. It has all been set down in a 
printed handbook called “Timely Hints 
She knows what to do with coke bottles, 
where co get a flat iron, whether the 
Valentine dance is formal or informal, 
that she will get a day off on her birth- 
day, what to do in case of fire 

Rules change from time to time, of 
course. This student handbook goes 
no farther than television rules, but it 
is assembled with a clip and new printed 


Leave your instruments safely in this new 


UST @NHIBITING  — 


10 ml. Make 1 Liter 


No rust or film will form on your costly 


surgical instruments and appliances 


even after several months of immersion 
in R.LG.,* 


vermicide 


the new rust inhibiting cold 


Packaged in concentrated 10 ml. am 
pules R.L.G. is instantly ready for use 
when diluted with one liter of ordinary 


(Hard water may be used.) 


high 


many 


tap water 


R.LG. 


against 


eth 
patho 


has a vermicidal 


crency types o 
venice organisms. I Vaporation mcreases 


R.LG.’s efficiency, for it 
the 


concentrates 
solution 


R.LG. 


is not expedient or safe to steam-steri 


is recommended whenever it 


lize or boil medical instruments and ap 


pliances 


R.LG. is 


it ts 


economical to use. Because 


ntrate, you pay only for the 


a conce 





germ ide 


% 


Photomicrograph of scalpel im 
ordinary germicide 6 
months shows pitting (left), and in 

R.L.G. 6 months, 


Thome 


of three 10 ml. ampules 
3 liters of RAG. 
¢ 10 ml. ampules 


hag 
nough for $2.75 
of twelt 10.00 

an (economy hospital size 
akes 12% wallons of RIC.) 


12.00 


Features of R.1.G. 


Permanently rust inhibiting —odor 
less and stable 

Easy to carry, concentrated 
pules ae. ee 
High germicidal 
safety margin 
Non-toxic, non-irritating — contains 
no phenol, formalin or mercury 
Dilute with soft or hard water 
Safe to use on metal, rubber, plas 
tic or glass 
Economical to use 


in am 


efficiency — wide 


long lasting 








Order From 


ADAMS CC 


CONCENTRATE 


SSIONAL SPE 


TIE 


Your Local Surgical Supply Dealer 


Monufactured fo 


4) EAST 25TH STREET, NEW YORK 


Ss N« LMAN ST ST. LOUIS 


For he 


Phone 


added 


Wart "6 


pages can be and subtractions 
made. 

It's a departmentalized version of an 
employe’s handbook, and it would ap 
pear than nothing has been left to mis 
interpretation 

Haydn M. Deaner is administrator of 


Rose K. 


director of the school of nursing and 


the hospital, and Bernhard, 


of nursing service 


Bonus Vacations 
An unusual arrangement in regard to 
vacations helps to hold employes on 
Children’s Hos- 
pital, Chicago. It is a system of bonus 
vacations, and it like this 
Suppose Richard Roe by May 1 has 


the job at Memorial 


works 


served the hospital five years. He gets 
an extra week's vacation with pay for 
On the 10th year, Mr 
extra weeks pay; 
pay, 
five-year anniversa 


that year only 
Roe 


the 


gets two with 
15th, 


on 


three extra weeks with 


succeeding 


and 
ries, additional weeks. This permits the 
veteran employe enough time off for 
a trip to Europe or the long rest he 
may need 


If a Richard Roe 


would ordinarily not be on duty, falls 


holiday, on which 


within his vacation period, he gets an 


extra day at the end of his vacation or 
another day off-duty is arranged by his 
department head 

The length of normal vacations at 
Children’s Memorial varies with the dif 
ferent groups of employes. Workers who 
full 
are granted days off on 

If 


in March or April they receive a pro 


have been employed less than a 
year by May | 
started work 


pro-rata basis they 


rata vacation after they have been em 
ployed three months. Those employed 
after May 


the 


receive no vacation during 


current but accumulate Vaca 


C redits 


year 


tion for the next calendar year 
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...on new tables now in the 
process of manufacture-on 
the many tables now in use 


throughout the country. 


This hallmark of quality will in- 
stantly identify the unmatched 
performance-expectancy built into 
every model constituting the 
sgmplete tine of 


MAJOR OPERATING 
TABLES 





a the surgeon and other members 

of the surgical team, this emblem 

will flash a signal assurance of the 

posturing and time-saving facilities 

featured in American-built Oper- 

ating Tables. It will indicate Head 

End Control for physiological and 

anatomical changes of posture 

. ital as may be called for both prior to 

WRITE TODAY for detailed information or during the operation ... repos- 
AMERICAN STERILIZER COMPANY turing without disturbing or dis- 


: : tracting infl 
Erie, Pennsylvania 3 sane 


DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 
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The Easy Way 
The Low-Cost Way 


to 


Strip Paint 
from 


Metal Furniture 


HERE are two ways of 

doing most jobs .. . the 
hard way and the easy way. 
Take stripping old layers of 
paint from metal furniture, as 
an example. The hard way 
and, incidentally, the most ex- 
pensive, the most hazardous 
way is to brush on a volatile 
paint remover and then scrape. 
Then there is the easy, safe, 
economical way of immersing 
disassembled metal beds, 
tables, radiators, etc., in a 
tank containing a water- 
mixed solution of 


OAKiITE 
STRIPPER 


Allow submerged metal parts 
to soak awhile. Remove and 
hose rinse. Oakite Stripper 
will have done its job well. 
All paint will have loosened 
and fallen to the bottom of 
the tank. Metal surfaces will 
be in excellent condition to 
receive a fresh application 
of paint. 


To assure a really fine finish 
and to prevent peeling of 
paint caused by damage after 
painting, spray parts with a 
5% solution of Oakite Com- 
pound No. 36. This simple, 
inexpensive treatment paves 
the way for a smooth finish, 
perfect paint adhesion. And 
it helps localize corrosion if 
painted parts are scratched 
or damaged. For complete 
details send for Digest No. 
6713. No cost no obliga- 
tion. Oakite Products Inc. 
18A Thames St., New York 
6, N.Y 


4 INDUSTRIag ¢ 

ait ft 
ac! Ni 
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"Riais 


Technical Service Representatives Located in 


Principal Cities of United States and Canada 


Reader Opinion 


Charges for X-Rays 
Sirs 

I have read, with a great deal of inter- 
est, your article in the May issue of The 
MODERN HOsPITAL on page 86 (“How 
They Charge for X-Ray Examinations’ ). 
It was most interesting to me and com- 
pares very favorably to our charges. 

I wonder, however, if any considera- 
tion was given to whether or not the 
interpretation of the x-ray studies was 
done by a qualified roentgenologist, by 
a general practitioner, or by whom. It 
seems to me that the interpretation of 
the film should have some influence, not 
only as to the charge, but also as to the 
value of the x-ray examination. 

If you could give me any information 
regarding this question I will certainly 
greatly appreciate it. The charges in our 
x-ray department here at the Fox Memo- 
rial Hospital, Oneonta, N.Y., are not 
made by the hospital, they are made 
under my name as roentgenologist and 
are so collected 

LeRoy S. House, M.D 
Oneonta, N.Y 


Sirs 

In the May 1950 issue of The Mop- 
ERN HOsPITAL an article appeared en- 
How They Charge for X-Ray 
interested me 


titled, 
Examinations,” which 
very much because our hospital has been 
considering changing our x-ray charges 
The article covers small hospitals and 
although ours is a 500 bed hospital, to 
which these figures cannot strictly apply, 
the Mid-Atlantic hospital figures would 
most closely approximate our charges 
There are several questions I would 
like to ask concerning the exact nature 
of the x-ray studies and the accuracy of 
the charges quoted. First, are the figures 
tor the 115 bed hospital in this Mid- 
Atlantic group correct? I inquire about 
this particular hospital because _ its 
charges seem to be so much out of line 
with most of the other hospitals’ charges 
The “stomach and colon” is listed at 
$15, whereas the charge for G.l. and 
G.B. is $45. Does the 
colon” study include fluoroscopy? Is it 
actually a barium enema study of the 
colon or is it merely a film taken sev 


stomach and 


eral hours after the ingestion of barium, 
showing that barium has left the stom- 
ach and entered the colon? A barium 


enema study of the colon in itself is 
usually listed between $15 and $25. A 
gall bladder study usually costs $15 to 
$20, so that a GI. and GB. at $45 
would mean that the G.I. study alone 
would list at $25 to $30, and thus a 
G.l. study would be different from a 
‘stomach and colon” study which is listed 
by that hospital at $15. 

Has that hospital submitted separate 
charges for the gall bladder, colon or 
G.I. studies? Is the kidney charge of 
$10 for a flat plate study or does it repre- 
sent the charge for an intravenous urog- 
raphy? It would seem to be a charge 
for a single flat plate study since the 
charges for studies of the pelvis or 
abdomen (which are similar to the flat 
plate study of the kidneys) are usually 
made on a single film. The intravenous 
urography study usually requires at least 
four films plus an expensive urographic 
dye. Is the $15 charge for a “complete” 
spinal study taken in the lateral and AP 
views of a single region (cervical, dorsal 
or lumbar) or does the charge actually 
cover all three spinal areas taken in the 
AP and lateral views? How many views 
does the head study include? Do the hos- 
pitals that charge $10 or less for chest 
films do more than a single PA view? 
(I assume that the hospitals charging 
$12 or $15 include lateral views in addi- 
tion to the PA views. ) 

In making a survey of this nature, | 
believe it would have been of consider- 
able help and of equal importance to 
have listed the number of views taken, 
and the possible additional special pro- 
cedures, such as air contrast procedures 
(in urinary bladder or colon studies). 

Victor Drucker, M.D 
Radiologist 
Binghamton City Hospital 
Binghamton, N.Y. 


Correct Firm Name 
Sirs 

We are in receipt of the September 
issue of The MODERN HospITAL and 
are most pleased with your coverage of 
the Peralta Hospital expansion (page 
64). We wish to point out, however, 
that the firm name is 

Stone and Mulloy, Architects 
S. P. Marraccini, Associate Architect 
San Francisco 
Silvio P. Marraccini 
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NURSERY SAFEGUARDS... proved dependability 


actts 
Yaar “9 ea0* 


act = 
- 
-a<7 Fay nge* 


PLAN VIEW shows how 
the sofety glass shields 
divert air currents, thus 
senueiee danger of air- 
borne infections. 


OPEN VIEW of “Mercy” 
1) Model, with safety gloss 
a shields on 3 sides, show- 
: ing dressing table pulled 

forward. Utensil drawer 
* swings out. Large storage 

compartment below. 


* 


a 


MERCY HOSPITAL’S NURSERY showing arrangement of bas- 
sinets. They can be placed around walls, in groups or back 
to back, to conform to the size and shape of any room. 
“Mercy” Model Bassinets eliminate need for fixed partitions, 


FOR WHEELING the 
infant to the mother’s 
room, the light sturdy 
upper structure is 
detached from the cabi- 
net unit. Safety glass 
shields of the “Mercy” 
Model bassinet protect 
infant from air-borne 
infection while being 
transferred through cor- 
ridors and elevators. 


SEND FOR CATALOG 11-NEC 
illustrating and describing numerous mod- 
els of bassinets as well as many other devel- 
opments in nursery & pediatric equipment. 


S. BLICKMAN, INC. 


1505 Gregory Ave., Weehawken, New Jersey 
New England Branch: 10 High Street, Boston 10, Mass. 


$+, Blickman-Built 


He sprelal « yup nd 


“Mercy” Model Self-Cubicle Bassinets With 
Individual Dressing Tables Protect Against 
Both Cross-Infection And Air-Borne Bacteria 


@ Developed in cooperation with Mercy Hospital, Springfield, Mass., 
this cubicle-type bassinet answers the most rigid requirements of any 
progressive hospital. Fixed safety glass shields at sides and back are 
safeguards against air-borne bacteria. The cabinet unit pulls forward 
to provide an individual dressing table for the infant, thereby lessen- 
ing the danger of cross-infection. The unit is compact, permitting 
many flexible and space-saving arrangements. Yet it contains every 
convenience for utmost safety and sanitation in handling infants. 
The quarter-circle utensil drawer swings out to comfortable working 
position. Storage compartment holds sterile linens and other supplies. 


IDEAL FOR “ROOMING-IN” — Hospitals which have adopted the 
“rooming-in” technic will find this “Mercy” model very advantageous. 
The entire unit is easily wheeled from nursery to the mother’s room, 
where it serves as an individual cubicle, permitting either nurse or 
mother to work on infant ... Whatever procedures are followed in 
your hospital, there are various models of Blickman-Built Bassinets, 
in stainless steel or enameled steel, to meet your most exacting 
requirements. Before buying new units, see and compare the safety 
and efficiency features of Blickman nursery equipment. 


CABINET UNIT pulls forward to provide individual 
dressing table for infant. This reduces dangers of 
cross-infecti Note ient position of swing- 
out utensil drawer. 
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You are welcome to our exhibit at the American Dietetic Association Convention, National Guard Armory, Washington, D. C. 


Booths 


Vol. 75, No. 4, October 1950 


Vo. 600 and 602. Oct. 17-20 





THERE MUST BE A REASON 
WHY OVER 80% 


of the calls for our direction come from communities where we have previously served. 





Only satisfied clients create such a situation. 





A few typical “quotes” from hundreds of commendatory letters in our files. 


“We are more than pleased v ‘ might add that we have been struggling the techniques used by your representative 
our contract has been carried it your urselves with the problem of raising in conducting the campaign 
part and will be glad to commend you to s money for about six years. It took 


other areas needing similar service \ representative just six weeks do 
Your representatives put together a very 


effective organization. Their methods were 
We are more than satistied in every re at all times dignified. They have all added 
spect and | have already recommended your We employed your firm because you were to the reputation which your firm already 
firm to two others considering building recommended to us by a_ neighboring enjoys in our community 
projects county which had raised funds for a similar 
project. We are more than pleased by = 
in gieiaimannanta mtaite The success in the campaign justified the 
| am sure you know I was tremendously action of our committee in turning once 
mpressed with the outstanding ability of again to your firm for service in a time of 
your representatives. No one could have I hope we will not have to put on any great need 
been any more competent, efhcient or c more campaigns for funds for the hospital 
operative or any other like endeavor in our com 


- “The most satisfying thing is the good will 
munity, but if we do it will certainly be ‘ ‘ 


of the contributors. Our President remarked 
my wish that your company is again em : 


I feel that our community owes your firm the other day ‘every one seems to be proud 
| oved . 
a debt of thanks far above the compensa and happy they helped in this major 
tion paid crisis.” 
Needless to say I shall always find it a 
privilege and shall look for the opportunity , 
[his campaign was the best organized and The Board of Trustees was particularly 
to recommend your good firm 
had the best publicity and public relations pleased with the high plane on which the 
of any of the many campaigns upon which campaign was conducted. We feel our 
I have worked during the last twenty years s a result of the campaign the general Board has one real claim to good judgment 
This was the second successful campaign public attitude towards the hospital has and that is in deciding to select your firm 


conducted by your firm for this hospital reached a new high which speaks well for to organize and direct our campaign 


Over 40 years of continuous, successful service in helping hospitals meet their financial 





needs. Consultation without obligation 


BUREAU OF HOSPITAL FINANCE 








| WaRD,WELLS & DRESHMAN 





TELEPHONE ROGKEFELLER GENTER Sist FLOOR 


CIRCLE 61560 R.C.A BUILDING 


NEW YORK CITY 


Charter member, American Association of Fund-Raising Counsel 
Financial reference--The Chase National Bank, 
Rockefeller Center Branch, New York City 
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you can 6E SURE.. ie its 





You buy 24 YEARS 


of deep therapy equipment know-how 


You are dealing with one of the most important 
weapons against cancer when you buy a deep therapy 
x-ray unit. Naturally, you want equipment that is 
backed by the best in technical know-how—equip- 
ment that is reliable, flexible, sturdy and proved by 
years of actual use in numerous roentgenological 
installations. You get just that—when you specify 
Westinghouse Deep Therapy Equipment. 

The Quadrocondex ®, constant potential deep ther- 
apy generator, has been produced by Westinghouse 
continuously, since 1926. Now as then, the Quadro- 


condex produces the highest output in its rating and 
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is a prominent product in the most complete line of 
deep therapy equipment. 

Whatever your deep therapy equipment require- 
ments may be, contact your local Westinghouse 
X-Ray Representative or write to Westinghouse 
Electric Corporation, X-Ray Department, 2519 


Wilkens Avenue, Baltimore 3, Maryland. J-08233 


Westinghouse @ 





ELECTRO —— DERMATOME 


“DEVELOPED BY A SURGEON FOR SURGEONS” 


New Revolutionary Methed for Cutting Grafs 


AMALINGLY FAST—SURPRISINGLY EASY TO USE 
UNUSUALLY ACCURATE 


No Glue, Cement, Suction Retractors or Other 


Accessories Necessary 


Write for 
Complete Information 











VAT OO 


MANUFACTURING CO., WARSAW, IND. 
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save time and money with 


PHOTOSTAT 


4 =] Photographic Copying 
Equipment 


De 
Comal Re P ° ° 
! a a 3 Here is the answer to all hospital copying problems. . . 


These modern photographic copying machines make copies 


" quickly, accurately and economically of anything that is 
written, printed, drawn, typewritten or photographed . . . 
at the same size... or enlarged ... or reduced. 

This photographic method of copying helps to eliminate 
costly peaks in clerical work . .. makes great savings in time 
and money. Such copies are errorless. No checking is neces- 

: = sary. And they are inexpensive. 
~ ss Records of all kinds. . . statistics of all kinds .. . laboratory 
Nv ®. ; % tests and experiments . . . patients’ records and case histories 
> . a ... financial information for Directors and Trustees . . . are 
Be ~ but a few of the many subjects that can be advantageously 
me copied. 
Your inquiries are 
cordially imeige bs 


har? 
A 


PHOTOSTAT CORPORATION 


303 STATE STREET, ROCHESTER 14, NEW YORK 


Service Offices in All Principal Cities 
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The Result of THREE YEARS of Research, 
Testing, and Development... 











THE ALOE PRECISION INFANT INCUBATOR 


Hospital administrators, physicians, nurses, head nurses, division more important, even distribution of controlled heat throughout the 
supervisors, and technical personnel of leading maternity hospitals chamber. (3) Humidity in the higher percentages, when desired, with 
directly participated in the development of the Aloe Precision Incu- precision control. (4) Simple and easily managed controls and opera- 
bator. lt is therefore a hospital-inspired product, designed from the tion. (5) Easy to clean both inside and out — this feature is regarded 
hospital viewpoint; efficient, attractive, economical, and trouble-free as tremendously important by time-conscious nursery personnel. (6) 
Its entire finish, form, dimensions and specifications have been dictated Safety; Underwriters’ Laboratories approval for use with or without 
solely by its intended function. The result, hospital-tested by rigid oxygen 


standards, is a new incubator, superior in all categories 
. . a percr mn ¢ pore The Aloe Precision Infant Incubator is priced for your budget, and, 


of course, backed by our comprehensive guarantee. Despite the pro- 

SIX IMPORTANT FEATURES 
tracted and costly program of development and research involved 
Out of the m ss striking but nevertheless desirable features in the production of the Aloe Precision, its cost has been kept relatively 
of this new i a six may be selected as of paramount concerr low. Its quality of materials and performance are unsurpassed by in- 
to personnel of the modern nursery: (1) Extra large size to extend cubators in any price range. For illustrated brochure with complete 
ubator facilities to full-term infants who may need such care. (2 specifications, prices and special plan for testing the Aloe Precision 


Not merely exact temperature ntrol in a given spot, but, what is Incubator in your nursery, without obligation, write today 


= 


Pla G@- S- aloe company 7 enera Offices 1831 Olive S$t., Ft Louvis3, Mo. 
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CHARLES HOPKINSON COURTESY, PETER BENT BRIGHAM HOSPITAL 


Elliott Carr Cutler 
1888-1947 


Dr. Cutler receive ¢ rd in 19] nd began 


his career as sical use er t te Bent Brigham ton: he was also chief 


University Medical School and at the graduate school in Bos 


irgeon at Peter Bent Brigham Hospital 
he 


Hospital In ] " sident surge P assachusetts He was a fellow of t 


American College of Surgeons, a 
founder of the American Board of Surgery, a member of the 
Society of Clinical Surgery, Association for Thoracic Surgery, 
Society for Clinical Investigation, Society of Experimental 
Corps, attaining the rank of Brigadier General. He served Biology and Medicine, American Society for Experimental 
with distinction as chief consultant in surgery and as chief of Pathology and many other scientific groups 

Dr. Cutler was author, with Dr. Robert Zollinger, of “Atlas 


of Surgic al Operations . 


General Hospital 
In World War I he - ‘ he first Harvard Medi 
cal Unit in Paris orld War ’ itered the Medical 


professional services in E.T.O 
Dr. Cutler was Moseley professor {f sur Harvard 


From the Series, Great American Surgeons, Published by Ethicon Suture Laboratories, Inc., New Brunswick, N. J 


REPR TIONS SUITABLE FOR FRAMING W BE SENT ON REQUEST 














Night scene of Ethicon Laboratory Building at New Brunswick 


New...The Seamless Atraloc Needles 


ONE TEMPER THROUGHOUT-—-NO SOFT SPOTS OR BRITTLENESS 








ae) 
cr. mc lll 


Cross-section of swaged end of Ethicon Seamless Needle. E 








is drilled and threaded. Suture is screwed in position. ood 


CONVENTIONAL SWACGE 


GREATER STRENGTH, LESS BULK 
FROM EVEN-TEMPERED STEEL 


Surgeons are offered new refinements and de- 
pendability in use in the Ethicon Seamless 
Swaged needles. 

Their exclusive design is based on a new 
construction principle, devised by Ethicon 
engineers and metallurgical consultants. 

The surgeon gets a needle with an unbroken 
surface from end to end, without brittleness 
or soft spots. The process permits complete 
control of every stage of manufacturing. Uni- 
form strength of the steel is maintained by the 
electrical method of tempering the needle. 

The result is a smaller diameter, yet 
stronger needle with optimum flexibility and 
maximum stiffness 

The shorter swage permits a longer, more 
useful flat area which also does not turn in 
the needle holder 

As the illustrations above show, the Ethicon 
Seamless Needle is free from the possibility 
of rough seams, often found in the convention- 


ally swaged needle 


is cold-pressed to establish absolute grip on suture. 


ETHICON SEAMLESS SWAGE 


FOR ABDOMINAL CLOSURE, SIX NEW 
NEEDLES SERVE MOST ALL USES 

For Ob., Gyn. and general closure, sutures 
swaged to eyeless needles are winning accept- 
ance through their many benefits. 

The Ethicon Seamless Needle draws a sin- 
gle strand of suture through the tissues, with 
minimal tissue trauma and added speed and 
ease of use. 

The Seamless Needles have uniform curva- 
ture and improved cutting points with con- 
stant sharpness. They are hand-honed and in- 
dividually inspected. Fewer sizes and varieties 
are needed. Time of nurses is saved in release 
from threading and in preparation of sutures 
requested by the surgeon. 

After extensive research in surgeon’s pref- 
erences, Ethicon designed the 6 needles shown 
at the left, which meet the requirements for 
80% of the needles used in abdominal closure. 


These needles are swaged to Ethicon’s Tru- 


Gauged, Tru-Chromicized Surgical Gut, noted 


for its strength and flexibility. 





ETHICON SUTURE LABORATORIES 


INCORPORATED 


Suture Laboratories at New Brunswick, N. J.; Chicago, Ull.; Sao Paulo, Brazil; 
Sydney, Australia. In Scotland: (Mersons) Sutures Led., Edinburgh 


Te ea 
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The finest fee Making Unit ever made 


Not only do you reduce power cost but you boost your service 
appreciably by delivering cylinder or crushed ice WHERE you want it 
and WHEN you want it. 


That’s what hotels, restaurants, clubs, schools, hospitals and other 
institutions using the NEW VOGT Package Unit Tube-Ice Machine keep 
telling us. Investigate this opportunity for savings in your operations, too! 


Write Vogt today for descriptive literature. 


HENRY VOGT MACHINE CO., Louisville 10, Ky. 
Branch Offices: NEW YORK, CHICAGO, CLEVELAND, DALLAS, 
PHILADELPHIA, ST. LOUIS, CHARLESTON, W. VA. 


AT THE FLICK OF A SWITCH 


| TUBE-ICE 
CRUSHED ICE or CYLINDER ICE ff) . er MACHINE 


2000 Pound Package Unit 


Patent Numbers 2,200,424 - 2,239,234 - 2,396,308 
2,444,514 - 2,453,140 “Other Patents Pending 
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IN TUNE WITH FAMILY FUN! 


THE ALL-FAMILY DRINK! 


Whenever the family gets together it’s 
time to ‘‘fresh up”’ with sparkling, cheer- 
ful 7-Up—the all-family drink. Little 
children can enjoy 7-Up often, too... 
and how they love it! 


SO ptt... 50 GO0W».. 
So wholesome 


Jor everyone / 
EN 


PARENTS’ 
MAGATINE 




















Jou tke (0 tt likes you / & acl se 


The MODERN HOSPITAL 





Made by Wear. Ever in the 


most modern cutlery plant 
in the world 


Here’s perfection in cutlery for professional use. It 
results from years of metallurgical research, extensive 
field testing, and manufacturing by men who have 
been making fine cutlery for decades. 

As leader in the kitchen utensil field, we wanted to 
offer you cutlery equal to the finest imported quality. 
A special plant was built at Olean, N. Y. (America’s 
cutlery city). Experts were put in charge and told to 
produce a line that chefs who insist on only the very 
best would cheer about. 
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Finest materials and workmanship 


Wear-Ever knives are made from high carbon, chrome- 
vanadium steel. The high carbon gives the blades their 
razor-sharp cutting edges. The chrome gives them tough- 
ness and resistance to corrosion. The vanadium gives the 
blades their fine grain. Metal is drawn to a C-Rockwell 
hardness of 53-55, considered most suitable for profes- 
sional use where knives are sharpened frequently. 

Full tang blades have Ebonwood handles with rounded 
edges, providing a friendly, hand-fitting grip. They are 
attached with nickel-silver, compression-ty pe rivets which 
give a sanitary and permanently tight fit. To see and use 
these knives is to appreciate them. For further informa- 
tion, ask your dealer or mail the coupon today to: Cutlery 
Division, the Aluminum Cooking Utensil Company, 
710 Wear-Ever Building, New Kensington, Pa. 


The Aluminum Cooking Utensil Company, 
710 Wear-Ever Bldg., New Kensington, Pa, 


Please send us full information regarding your new line 
of professional cutlery. 

NAME 

FIRM 


ADDRESS 


crry - . STATE_ 


he ak Ge ee ob oe oe oo ee oe 
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CRANE HYDRO-THERAPEUTIC EQUIPMENT 


choice of Oregon State 
Treatment Hospital 
and many, many others 


Oregon State Treatment Hospital, Salem, Oregon, location 
of the bydro-therapy room shown above, 


PIETRO BELLUSCHI, Portland 


These continuous flow baths with the marble control 
ARCHITECT 


panel are only part of the complete Crane line of 
hydro-therapeutic equipment for hospitals. This line 
also includes arm and leg baths, sitz baths, contrast 
J. DONALD KROEKER, Portland baths, hydro-therapeutic showers, perineal douches 
MECHANICAL ENGINEER and other equipment. 
URBAN PLUMBING & HEATING CO., Portland Make selections through your Crane Branch, Crane 
PLUMBING AND HEATING CONTRACTOR Wholesaler, or Local Plumbing Contractor. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 
PLUMBING AND’ HEATING 
VALVES © FITTINGS «© PIPE 


20 


L. H. HOFFMAN, Portland 
GENERAL CONTRACTOR 
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Designed Especially tor Hospitals 


Honeywell’s NEW Hospital Thermostat 
with 
--NITE G Poonlan DIALS 


“NITE-GLOWING | SPEED-SET MAGNIFIED 
DIALS” CONTROL INDICATORS 


1] T. Sees Read them... New camouflaged Clear, accurate readings 
ae make adjustments control knob or in an instant! .. . 
without light, they glow c | adj without squinting! 


0 in the dark. key — optional. 
G Now you can equip your hospital with the thermostat designed 


especially for you! ““Nite-Glowing Dials” are clearly visible in dark- 
Thermostat ness, require no electrical connections. Magnified indicators permit 
accurate readings and adjustments, without disturbing patients. 
‘ a And the Speed-Set Control, that’s camouflaged against tampering, 
especially designed permits easy settings. You'll be surprised by its simplified design 

Whether you're planning the construction of a new hospital, or 
modernization of an existing one, consult the Honeywell repre- 
for the sentative nearest you and get the full story on this new temperature 
controller designed to meet your specific needs. Minneapolis- 
Honeywell, Minneapolis 8, Minnesota. In Canada: Leaside, Toronto 


modern hospital! | 17, Ontario. 


DEPENDABLE CONTROLS COST LESS THAN SERVICE 








GET THIS FREE BOOK! 


} “Plan Your Hospital's Atmosphere” is the book M J N N E A W 0 t ! e 
that tells the full story of automatic tempera- i 
ture control. It describes the special benefits | 
of individual room control and many other ' 
modern trends. Simply address a cord to Min- 
neapolis-Honeywell, Minneapolis 8, Minnesota. | & | R Ss T | N ‘en @) Ww T R C L S 
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AN ADVANCE IN SURGICAL SILK 


ANACAP 














New improved ANACAP 


SURGICAL SILK 


“f/f > f f ° y . ° ‘all 
() cate) fe WS] hi seren OT h: New improved \nacap Surgical Silk, one of the strongest 


silk sutures ever developed, allows the use of smaller diameters. Trauma and 


tissue reaction are minimized 


: f 
thre j 4) yf j f »- . ‘ ‘ . 
Wothstands ri peated sterit “EION: \nacap surgical silk can be boiled or autoclaved 


repeatedly without clinically significant loss of strength. In laboratory tests almost 


the full original strength is maintained even after twenty-three and one half hours of boiling 


LON-CA DP No wick-like action, Anacap Silk resists bacterial invasion 


and withstands effects of bodv fluids and moisture 


J 
j j j . } . 
lanah \nacap Surgical silk is firm. It does not become limp when moist. It 


retains flexibility and pliability resembling that of fine surgical gut 


} } 4 
Jib 


Because Anacap Silk sutures may safely be sterilized at least six separate times 


in the operating room, Or fwice as often as many other silks, they are economical to use 


\nacap Surgical Silk is available on spools of 25 and 100 yards in sizes 6-0 to 5, 


and in sterile tubes with and without D & G Atraumatic" needles attached. 


a1 

Effect of repeated boilings on tensile strength of 
\nacap Surgical Silk. For example size 0 with 
initial tensile strength of 12 pounds has been 
boiled 47 separate times (total 2342 hours); sizes 
+-0 with an initial tensile strength of 4.5 pounds 
was also boiled 47 times. Despite repeated sterili 
ition, tensile strengths remain far in excess of 

U.S.P. requirements. New Anacap Surgical Silk 


can be sterilized twice as often as many other 





silk sutures 


DAVIS & GECK, INC. 


+ 
Street, I@Oy> Brooklyn i, N.Y. 
~~ 
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Georgetown University Hospital, Washington 7, D. ¢ Heated by 4-zone Webster Electronix 
Moderator Svstem of Steam Heating. Architects: Kaiser, Neal & Reid, Pittsburgh, Pa. Consulting 
Engineer: F. J. Firsching, Pittsburgh. General Contractors: John McShain Co., Washington, 
D. C. Heating Contractors: Standard Engineering Co., Washington, D. C. 


3-Year Heating Record 





Report of Chief Engineer 
Sam S. Shepherd 


Georgetown University 
Hospital 


In my opinion, the Webster 
Moderator System embodies the 
best features to be found in con- 
trols for heating systems. 


“As we have it here, the Webster 
Moderator System coupled with a 
properly installed zone system 
makes it possible for us to prevent 
underheating in severe weather 
and—even more important—we do 
not overheat in mild weather o1 
during days with a normal varia- 
tion in the outside temperature. 


My records show clearly that 
with the Moderator in use, the con 
sumption of fuel for heating pur- 
poses follows very closely the de 
ures day demand 


This is encouraging to the operat 

ing engineer because he knows that 
here is a means to prevent waste of 
fuel from the very sources which 
ire most prevalent in uncontrolled 
heating systems 


Our installation is reasonably new 
We are now in the third vear of 
operation. Very few parts have 
been replaced and the control sys 
tem is operating at pe ik efficienes 








at Georgetown 
University Hospital 


How the Webster Moderato: System meets comfort requirements 
without wasteful overheating has been demonstrated in the new 
Georgetown University Hospital. 

With the Webster Electronic Moderator System, this well- 
managed institution enjoys “Control-by-the-Weather” comfort. 
Each of the 779 radiators gets heat in the amount needed 


The report on the effectiveness of the Webster Moderator System 
was made by Sam S. Shepherd, Chief Engineer of the Hospital 
since its completion in 1947 and prior to that Chief Engineer of 
Georgetown University. Careful operation and a vigilant main- 
tenance program have been important factors in the success of 
the heating installation. 


In choosing the Webster Moderator System, designers of 
Georgetown University Hospital did not experiment. Similai 
Webster Moderator Systems serve in such outstanding institutions 
as the U.S. Naval Hospital, Bethesda, Md., Delaware Hospital 
Wilmington, Del., Our Lady of Lourdes Hospital, Camden, N. J., 
and many others. 


For further information, address Dept. MH10, 


WARREN WEBSTER & COMPANY 
Camden 5, New Jersey Representatives in Principal Cities 


In Canada, Darling Brothers, Limited, Montreal 


WEBSTER 


MODERATOR. 


SYSTEM 


OF STEAM HEATING 


“Controlled by the weather” 
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To Speed Up Laundering 
Another Hospital Installs 


You can depend on “Slyde-Out” Washers to pro- 
vide sparkling-clean linens that create favorable 
comment from patients, visitors and staff. In 
the laundry itself, employees welcome the easy 
operation Troy “Slyde-Out” Washers afford — 
eliminating stooping, lifting and back-breaking 
unloading effort. Equally important, Troy “Slyde- 
Out” Washers reduce labor and maintenance costs. 


All Troy Electromatic “Slyde-Out” Washers are 
constructed of corrosion-proof stainless steel. 
Four sizes available: 42” x 36”, 42” x 54”, 
42” x 84”, 42” x 96”. Models with manual con- 
trols also available. 


WRITE FOR FREE CATALOG complete with illus- 
trations, specifications and operating details. 


ELECTROMATIC, {Zyde-Outl 
WASHERS 


TROY LAUNDRY MACHINERY 


COMPLETE LINE OF LAUNDRY AND DRYCLEANING EQUIPMENT 
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SERVE YOUR PATIENTS BETTER 
AND SAVE— WITH FRIGIDAIRE! 


Yes, in hospitals all over the country, Frigidaire equipment is hard at 


work helping keep health and morale high—helping keep costs low. 


It serves your patients and staff better—by keeping foods really fresh 


and wholesome, by assuring a dependable supply of chilled drinking 


5 


water, by providing cool, comfortable air conditioning. And it serves 


your budget equally well 


for Frigidaire equipment is famous for its 


ability to give years and years of service at rock-bottom cost. 


In cafeterias good-looking, space-saving 
Frigidaire lee Cream Cabinets keep ice 
cream at just-right temperature for fast 
serving. Other Frigidaire products for 
catleteria use ink lude handsome Frigidaire 
Reach-Ins and fast-cooling 

Beverage Coolers. All are powered by 
s thrifty Meter-Miser. 


Frigidaire 


brigidaire 


easily- 
installed Frigidaire Window Air Condi 
ot cool dry, pollen 


In hospital rooms and offices 


toners supply ple nty 


free air. For wards and_ laboratories, 
larger Frigidaire Self-Contained Air Con 
ditioners provide air conditioned comfort 


it a minimum of expense, 








In hospital dispensaries Frigidaire Re- 
frigerators guard antitoxins and other 
biologicals against lowered effectiveness, 
as well as actual spoilage. Frigidaire’s 
complete line of water coolers meets 
virtually every hospital need. 





In hospital kitchens, roomy Frigidaire Reach-ins 
keep all food much fresher — much longer 


Unlike ordinary commercial refriger- 
ators, these Frigidaire Reach-Ins have 
an exclusive new Flowing-Cold cool- 
ing system. It keeps everything blan- 
keted with cold—cuts shrinkage and 
spoilage way down. And only Frigid- 
aire Reach-Ins are powered by the 
Meter-Miser. Simplest refrigerating 
mechanism ever built, the Meter-Miser 
has set records for low-cost, trouble- 
free operation in millions of Frigid- 


aire products — carries its own spe¢ ial 
5-Year Warranty. 

Whatever your refrigeration or air 
conditioning need, call your depend- 
able Frigidaire Dealer or District 
Headquarters Office. Look for the 
name in the Yellow Pages of your 
phone book, under “Refrigeration 
Equipment.” Or write Frigidaire Divi- 
sion of General Motors, Dayton 1, 
Ohio. In Canada, Leaside 12. Ontario. 


You can’t match FRIGIDAIRE SY 


Water Coolers «+ 


Self-Contained and Central System Air Conditioners + 


Low-Temperature Cabinets «+ 


Deh 


Compressors * ice Makers 
Beverage Coolers 


idifi >. # 





Reach-in Refrigerators «+ Electric 


hold A ii 
a PP 


Over 400 Frigidaire commercial refrigeration and air conditioning products—most complete line in the industry 
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LEADERSHIP IN SALES 


Your Best Proof of 


GARLAND QUALITY 


When one line of commercial 
cooking equipment far outsells 
all others, year after year, 
there are good reasons! 
Always one reason is quality! 
It is Garland quality which 
enables Garland to out-per- 
form and out-economize the 
field. And Garland production, 
by far the largest in the indus- 
try,givesindisputable proofthat 
Garland out-values the field! 
For the best quality and the 
best buy in restaurant ranges 
—see your Garland dealer. 
GARBRANMD All Garland units are available in stainless 


steel and equipped for use with manufac- 
tured, natural or L-P gases. 


MODEL NO. 83 GARLAND RESTAURANT RANGE— 
Six open top burners, griddle, broiler and two 
ovens. Choice of top sections to give exact 
arrangement of open grate, hot top and grid- 
dle sections you need. Also three other basic 
restaurant range models; each with choice 
of top sections 


MODEL NO. 38 GARLAND DINETTE—Sensational 
value! Features include: large broiler, ample 
storage space, full size oven, four open top 
burners, large griddle, convenient drip pans. 
Nith or withovt high shelf. Standard finish is 
BLACK PORCELAIN. Also available in 


stainless steel. 


GARLAN mallee 








Heavy Duty Ranges « Restaurant Ranges « Dinette Ranges « Broilers » Deep Fat Fryers 
Toasters « Roasting Ovens « Griddles + Counter Griddles 
DETROIT-MICHIGAN STOVE ¢€¢°O. 


REG. U.S. PAT. OFF. Detroit 31, Michigan e Fine Ranges Since 1864 / 
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An elevated ‘‘Shell-Less’’ washer and an open-end 

Shell-Less’’ washer increased linen capacity at 
Providence Lying-In, processing with less water 
and a greater speed. In the foreground is a 40 
Hotiman ‘‘Open-Top” Extractor 


Better production was the goal sought by the 
Providence Lying-In Hospital, when it agreed to 
a complete Hoffman laundry survey and mod- 
ernization plan several years ago. 


At the time, the laundry operated 7 days a week, 
with overtime paid for Sundays. Primarily respon- 
sible for this costly practice was the fact that linen 
demands ran 70% above the rated capacity of 
the washers then in use! 


Hoffman Laundry Engineers set about making a 
complete linen inventory and a cost analysis, and 
arranged for a classification and sorting system. 
This data led to recommendations for new equip- 
ment which Providence Lying-In installed in 1947. 


Today, the linen requirements of this 185-bed and 
185-bassinet maternity hospital are being proc- 
essed with less handling and labor. Requisitions 
are filled faster and earlier, while the work week 
has been reduced to 5'2 days. 


U.S. HOFFMAN 


COMPLETE LAUNDRY EQUIPMENT SERVICE FOR THE INSTITUTION 
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The Plans for Your New or Modernized Laundry 
are Available Now —WRITE FOR SURVEY! 


Analyzes your laundry 
operating costs; surveys 
your linen requirements 
and suggests control 
schedules; furnishes 
new layout plans; rec- 
ommends equipment to 
help you save floor 
space, time, labor, fuel, 
supplies and linen. 


Rough dry work is handled 
in this Hoffman 36 x 48 
Economy” side-loading 
tumbler, in a balanced set 
up matching the increased 
washer output 


BAGHARE ER 
CORPORATION 


107 Fourth Ave., New York 3,N.Y. 
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How to quiet 
high-humidity 
hospital areas 


You have a special problem to consider when se- 
lecting acoustical materials for places like your 
hydrotherapy room, sterilizing rooms, and kitchens 
Most 


acoustical materials will absorb this moisture, which 


Excessive moisture is common to these areas. 


causes them to deteriorate or warp out of shape. 
However, there’s one noise-quieting material that 
resists moisture. It’s Armstrong's Corkoustic. 


Cork 


in density, which makes it an efficient 


Cork is a highly moisture-resistant material. 
is also low 
sound-absorbing material. Armstrong’s Corkoustic 
is made entirely of cork, ground into particles and 
baked into tile form 

Decorative value and light reflection. Corkoustic 
provides an attractive finish for ceilings. Units are 
resin-emulsion 
This 


white fissured surface also affords good light re 


finished with two coats of white 


paint on both the face and beveled edges. 
flection, without causing glare 


Easy installation. Corkoustic is quickly applied to 


any firm surface by cementing. Its lightweight 


makes for easy handling. Its flexibility allows for 
bending over slight curves. 
acoustical material to 


There's an Armstrong 


solve every type of hospital noise problem. In ad- 
dition to Corkoustic, there’s low-cost Cushiontone 
or extra-efficient Arrestone for rooms, wards, sur- 
gery, or corridors, and distinctive Travertone for 
lobbies, lounges, and offices. Consult your 
nearest Armstrong acoustical contractor for 


complete information about any of them. 


FREE BOOKLET, “ How to Select an Acoustical Material,” con- 
Write to 
5710 Stevens St., Lancaster, Pa. 


tains important facts about sound conditioning. 
Armstrong Cork Company 


ARMSTRONG’S ACOUSTICAL MATERIALS 


CUSHIONTONE™* TRAVERTONE* 
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Here’s a hunch for the Hospitals 
about Stainless Steel 


Pr PLE like the look of stainless steel. They 
like the fact that a modern hospital shines 
with stainless steel equipment from basement 
to roof... in main and diet kitchens, ward 
kitchens, dressing stations, operating and delivery 
rooms—every where. 

Hospital boards and managers are just as keenly 
alive to the individual needs of their business 
aus any other good businessmen, and stainless 
steel does the job best. It maintains a hospital's 
rigid sanitation standards most perfectly, cleans 
easiest and quickest, and lasts longest in service 
—because of all available metals, stainless steel 
stands alone in its combination of great strength 


and high resistance to corrosion, heat and wear. 


Do you have a copy of our new 36-page booklet 
‘Allegheny Metal in Hospitals’? It’s a mine of 
illustrations and valuable data for hospital man- 
agement and equipment fabricators. No charge, 
no obligation—just write for your copy. 

ADDRESS DEPT. H-10 
‘+ * & 

Complete technical and fabricating data—en- 
gineering help, too—are yours for the asking from 
Allegheny Ludlum Steel Corporation, Pittsburgh, 
Pa. ... the nation’s leading producer of stainless 
steel in all forms. Branch Offices are located in 
principal cities, coast to coast, and Warehouse 
Stocks of Allegheny Stainless Steel are carried by 
all Joseph T. Ryerson & Son, Inc. plants. 


wad 3146 


You can make it BETTER with 


Allegheny Metal :=:. 
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No. 5 of 5 SOUND Reasons Why 
Simpson Acoustical Tile is PREFERRED 


IN almost every case of a noise-quieting or acoustical 

problem, Simpson Acoustical Tile does the job better 

is more efficient and pleasing to the eye. Factory-finished 
in an attractive white, Simpson 


Acoustical Tile blends with 


on 


SINCE 1895 


any color scheme — provides a 


QUALITY 


= ACOUSTICAL 


FOR BETTER SOUND CONDITIONING 


washable surface that combines 


HE high light reflection and beauty. 


SIMPSON LOGGING COMPANY 
Sales Division 
1065 Stuart Bidg., Seattle 1, Washington 





THESE SIMPSON ACOUSTICAL TILE CONTRACTORS OFFER YOU A COMPLETE ACOUSTICAL SERVICE 





ALABAMA 

Stokes Interiors, Inc., Mobile 
ARIZONA 

M. H. Baldwin, Tucson 
CALIFORNIA 

Coast Insulating Products, Los Angeles 

Cramer Company, San Francisco, Fresno 
COLORADO 

Construction Specialties Co., Denver 
ILLINOIS 

General Acoustics Company, Chicago 
INDIANA 

The Boidus Compony, Inc., Fort Woyne 
KANSAS 

Kelley Asbestos Products Company, Wichita 


LOUISIANA 
Pioneer Contract & Supply Company, Baton Rouge 
MINNESOTA 
Dale Tile Company, Minneapolis 
MISSISSIPPI 
Stokes Interiors, inc., Jackson 
MISSOURI 
Kelley Asbestos Products Company, Kansas City 
Hamilton Company, inc., St. Louis 
NEBRASKA 
Kelley Asbestos Products Company, Omaha 
OKLAHOMA 
Harold C. Parker & Co., inc., Oklahoma City and Tulsa 
OHIO 
The Mid-West Acoustical & Supply Co., Cleveland, 
Akron, Columbus, Dayton, Springfield and Toledo 


OREGON 

Acoustics Northwest, Portiand 

R. L. Elfstrom Co., Salem 
TENNESSEE 

D. E. Madden Co., Inc., Memphis 
TEXAS 

Bive Diamond Company, Dallas 

Otis Massey Company, Ltd., Houston 
UTAH 

Utah Pioneer Corporation, Salt Lake City 
WASHINGTON 

Elliott Bay Lumber Company, Seattle 
WISCONSIN 

Building Service, inc., Milwaukee 
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Castle No. 52 Explosion-Proof Safelight 


How to give operating teams better 


lighting with Explosion-Proof safety 


SAFER: You can insure safety by specifying 
the Castle Explosion-Proof Safelight. It is 
Underwriters’ approved for use in Class 1, 


Group C, Hazardous Locations. 


MORE EFFECTIVE: 


Castle Safelight helps operating teams to work 


The revolutionary 


more smoothly for two reasons: 1. It gives 


superior illumination—cool, with maximum 


shadow reduction through a newly developed 
optical system; the light is color-corrected to 
give natural contrast between flesh colors. 
Universal focus gives maximum light without 
adjustment where the surgeon is working— 
2. Finger touch “pointing.” The unique Castle 
pantograph arm allows even an inexperienced 
nurse to instantly point the light where the 


Surgeon wants It. 


LIGHTS 


CASTLE NO. 51 
SAFELIGHT: The 
No. 51 explosion- 
proof Safelight has the 


Se, 
~ 
, 


cony entional counter- 


balanced arm instead of panto- 


The 


lamphead raises, lowers, tilts to any 


graph arm of the No. 52. 


required angle. It gives the same 
exceptional quality illumination. 





isk for more information about Safelights 
from your Castle dealer or write Wilmot 
Castle Company, 1271 University Avenue, 


Rochester 2 











AND STERILIZERS 
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ASPHALT TILE TERRAFLEX 


J-M ASPHALT TILE... 


When you want a quality floor covering at /ow initial cost, 
you have every reason for preferring J-M Asphalt Tile—modest 


in price, standard of quality for decades! 


It is long-wearing, easy to maintain, and the units come in 
a wide range of attractive colors. Today asphalt tile is the 
most widely used and accepted floor covering for all types of commercial 
and institutional buildings. 


J-M TERRAFLEX... 


BUT, when your preference is for the best there is, look to 
Terraflex! It is the revolutionary new flooring made of plastic- 
asbestos, now offered by Johns-Manville after 15 years of testing 
and development. Terraflex will outwear other types of 
decorative flooring fvo to one. It is the nearest approach to an 


ideal all-purpose flooring ever developed! 


The resilient tile-like units are unaffected by greases, oils, 
alkaline moisture. They come in clearer, brighter colors ... can be safely 
used on concrete floors in contact with the ground... withstand normal 
movement of wood subfloors without breaking. 


Whether you select J-M Terraflex or J-M Asphalt Tile, your 
flooring choice will be on a firm foundation. See your J-M Approved 
Flooring Contractor, or write for our new flooring brochures. 


Johns-Manville, Box 290, New York 16, N. Y. 


*Reg. U.S. Pat, Off. 











ours for the Asking—Expert 
Survey of your Roof 


You'll have a reliable report, written in full detail, 


through this free Johns-Manville service 


























"Tone advantage of this free Johns- Manville 
service to find out the exact condition 

of your hospital roofs. It will enable 

you to make plans now for repairs and 
maintenance in the future. 

That’s what plant engineers and 
maintenance executives /éke about the 
J-M Roof Survey Plan. 

Don’t take your roof for granted, even 
though it doesn’t seem to be leaking. Many 
a roof with torn flashings, dried-out felts, 
even rotted decks has been assumed to be 
in “good condition.” 

The Roof Survey Report will cover 
all the critical areas of your roof... 
flashings, deck, roofing felts, parapet walls, 
skylights, etc. It will be an accurate 
picture by a roofing expert—the J-M 
Approved Built-Up Roofing Contractor. 
And it will cost you only the trouble of 
asking for it. 

Let us send you the interesting booklet, 
“Things You Should Know About Your 
Roof.” It gives complete information 
about the free J-M Roof Survey Plan, 

Men in charge of hospital maintenance say: together with the full story of the 
Johns-Manville Flexstone” Asbestos 
"It provide: n accurate record Roof. Write Johns-Manville, Box 290, 
New York 16, N. Y. 


Reg. U. S. Pat. Off 
plan our maintens 


"Forestalls unforeseen expenses' 





_f RSBESTOS 


Johns-Manville FLEXSFONE Built-Up Roots 


< ‘ i J 
CORRUGATED TRANSITE* © ACOUSTICAL CEILINGS c= __/ DECORATIVE FLOORS © *TRANSITE WALLS © ETC. 





to reduce the hazard 


of static electricity in 


Operating and Delivery Rooms 


Much attention is today being given to static 
dissipation in the presence of combustible anesthetic 
agents. Modern Operating and Delivery Rooms are 
floored with conductive material. And, to complete 
the effectiveness of this safety measure, AMERICAN 
now offers conductive sole shoes specifically designed 
for physicians and nurses. 


Let us send you the details. 


PLAN WITH AMERICAN 


... the first name in hospital supplies 


CONDUCTIVE 
SOCK LINING 


CONDUCTIVE OUTER SOLE AND HEEL 


Perfect grounding is obtained through (1) insole made 
of conductive fabric which contacts the wearer’s foot 
and connects with (2) conductive rubber sole which 
extends the full length of the shoe. 

Made in two styles for nurses, one for physicians, 
in a wide range of sizes and widths. Light, 
flexible soles. Comfort and long wear assured. 
These shoes—product of International Shoe Com- 
pany—meet the recommendations of the National 
Fire Protection Association as outlined in its 
manual “Recommended Safe Practice for Hospital 
Operating Rooms.” This manual has been approved 
by the AMERICAN HOSPITAL ASSOCIATION. 


(Sx, 


“be 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 
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Free G. F. “Album of Desserts” 
gives You Recipes for 60 Desserts 
That Cost Only 1’4¢ to 5¢ Per Portion 


Desserts often total up to as much as 1/5 of your food bill. But 
with the G. F. plan, you can cut these dessert costs 50% or 
more. For General Foods offers you absolutely free the new 
G. F. “Album of Desserts”—containing 60 recipes for pies, 
puddings, Minute Tapioca, and Jell-O Desserts you can make 
for only 1/2 ¢ to 5¢ per portion. 


Popular, Glamorous, Easy to Prepare! 


These G. F. desserts are tremendously popular. More than 
7,000,000 families serve desserts of this type every day. They’re 
glamorous, appealing to the eye. Just look at the mouth-water- 
ing examples on this page. They’re easy to prepare—take little 
time or labor, and no special experience is needed. They add 
brilliant touches of color to your tables. 


Don’t Delay — Order Album Right Away! 


You can cut your dessert costs in half just by featuring one of 
these delicious desserts every day. So right now, rush a card to 
Institution Food Service, General Foods Corp., 250 Park Ave., 
New York 17, N. Y., asking for your free copy of the G. F. 
“Album of Desserts.” 


Chocolate 


TALK AgouT 
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G. F. Dessert Plan Increases 
Bartell’s Sales 550%! 
Here’s a practical solution to the 
problem of serving desserts that are 
both low-cost and appetizing in 
your cafeteria or snack bar. Use 
the G.F. “6-Day Dessert Plan” in 
which a different Jell-O Dessert is 
featured every day. Seattle’s Bartell 
Drug Stores increased their daily 
Jell-O Desserts sales from 10 to 65 
with this pian, says Fred B. Stevens, 

(right), Bartell’s Food Director! 


What's the best way to get folks to talk about blend of Maxwell House Coffee, America’s fa- 
your food service? In a recent nationwide survey,* _vorite brand, and all the other G.F. Institution 
folks voted overwhelmingly that the quality of Products. Your customers have enjoyed them at 
the food was the most important factor in their home for years and years. 

eating-out enjoyment. So here’s a good tip on how 

to get employees and patients talking about your 

fine food. Serve them nationally-known brands 

they know are good from their own experience. 

That means famous products like Jell-O and Jell-O 

Puddings, Minute Tapioca, the special institution 


FOODS / 


*if you would like to have a copy of a 
summary of this survey, write General 
Foods Institution Food Service, 250 
Park Avenue, New York 17, N.Y. 


Products of General Foods 
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A Curity PRODUCT 
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—fl BAUER & BLACK 





Now...an authoritative report 
on adhesive and skin irritation 


Freedom from skin irritation is, of 
course, one of the basic qualities desired of any 
adhesive 


For many years, the makers of Curity Adhe- 
sive have pioneered in minimizing the skin irri- 
tation factor in the use of this product. And a 
substantial number of clinical studies have been 
made on the matter, by independent sources 


In 1937, for example, we pioneered the intro- 
duction of new non-irritating ingredients into 
our adhesive mass, which reduced skin tirrita- 
tion to a minimum. We then commissioned the 
dermatology department of a well-known unt- 
versity to make a thorough study of our own 
and other leading brands of adhesive, with 
reference to skin irritation. The findings then 
were that Curity Adhesive caused significantly 
less skin irritation than other brands tested 


Since that time we have maintained a con- 
tinuing program of clinical research on this 
subject. In all cases, the findings have corrobo- 


rated that reported above 


The most recent of these studies was con- 
ducted by a consulting biochemist of very sub- 
stantial reputation, who was commissioned by 
Bauer & Black to investigate the incidence and 
degree of skin irritation and allergy caused by 
adhesive. This clinical study was made with 
Curity Adhesive and with two other leading 

In making the analvsis, a substantial 


sample was used, and a very careful system of 


brands 


checks and controls was employed to assure a 
thoroughly unbiased, complete and objective 
report. 

A summary of the findings has now been com- 
piled. It verifies a fact borne out by earlier 


36 


studies: viz., that Curity Adhesive is measur- 
ably less irritating than the other brands tested 

Copies of the findings, in digest form, are 
available to any member of the medical profes 
s10n on request. 

Curity may be depended on for adhesiveness, 
ease of application and removal, uniformity 
and minimal skin irritation. These are the 
reasons why Curity is a wise choice for all hos- 


pital and office use. 


| (BAUER & BLACK) | 


Division of The Kendall Company 
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for 
Surgeons’ Gloves 
that help 
Surgeons’ Hands 


PIONEER SURGICAL GLOVES 


reat 
tough, they give rem fir ger freedon 
they ve never had before vate! therr Jur 
gives you.a break in your Surgical glove 


lo] Ulol-4-) aed lelal-sm-t- lament -t-lal-m lee lalelaaly 


Here are a few of Rolipruf’s surgeon-pleasing qualities! 
FLAT-BANDED CUFFS~an exclusive 

Pioneer feature, wrists won't roll down during 
surgery—reduce tearing 

COMFORT-FIT—all Rollprufs, both latex and 
neoprene, are more comfortable 

less tiring in long wear 

PIONEER ROLLPRUFS~are made of 

natural latex or DuPont neoprene. Neoprene 
Rollprufs—in the new hospital green color for 


easy sorting — are free of the dermatitis induc ing 


llergen sometimes found in natural rubber 
RUBBER COMPANY , 


750 TIFFIN ROAD Adopted by hospitals all over the country 
Rollprufs are more for your money 
WILLARD, OHIO Specify Rollprufs—insist on them from 


your supplier or write us 
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ANOTHER BUILDING OF PROMINENCE SLOAN EQUIPPED 


vv" 


a 


-» & 


otrrrweyr 
BBB BR eee ee 
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‘ 


from Rooms for Learning 





to Ktooms for Living 


From classroom platforms in the School of Architecture, 
Massachusetts Institute of Technology, and from mahogany desks 
ZA i at New England Mutual Life Insurance Co., gathered 
Ry, a notable group of architectural instructors and practitioners. 
Their assignment: “Plan and build America’s most unusual 


Ay hitects ” - 
wagers A multiple residence structure.’ Today, facing the scenic 
PA Y, M. 1. T. SCHOOL OP ARCHITE URE ¢ ‘ 
ee ee “4 Charles River Basin, Boston, stands the epochal 
A SBORNE WILLAUER, Consultant for 


{ sutual Life imsurance co 100 MEMORIAL DRIVE APARTMENTS, created by this impressive 


besecgpact Ne 
saps hia array of expert talent. Throughout these ideal home buildings 
. pee ecco all equipment and appliances bear famous names. 
Plumbing Contractor Among them is the name SLOAN, best known and 

unbing Whole a most favored name in the Flush Valve field. 


MC AULIPPE & BURKE CO 


more $2 meer ead VALVES 


are sold than all other makes combined 





SLOAN VALVE COMPANY © CHICAGO ¢ ILLINOIS 
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CONGRATULATIONS to 


On Its Compact, 
Modernized Laundry Department 


On opposite side of laundry room, ZONE-AIR Tumbler (left) 
fluff-dries linens not ironed. RETRON Flatwork Ironer (center) 


irons sheets, pillow slips, etc. At right, one of 2 presses in special 


At Rush Hospital, linens and uniforms are quickly 
washed sterile-clean in Monel metal CASCADE 
Washer, right. At left, Solid Curb Extractor for 
removing excess water from washed work 


ROBLEM: This 168-bed hospital was faced with necessity 
of replacing old. costly-to-operate laundry equipment which 
could no longer supply adequate volume of clean linens. 


r 


SOLUTION: Our Laundry Advisor was asked to study the 
problem and submit recommendations. He carefully analyzed 
volume of linens required for each hospital department. He 
then prepared plans for a modern laundry, utilizing up-to- 
date equipment of proper type and capacity to best meet 
hospital's particular needs. 


RESULTS: Hospital reports exceptionally fast laundering at 
low cost with new equipment. Ample reserve supplies of 
sterile-clean linens and uniforms are always maintained in 
all hospital departments for any emergency. Yet laundry 
work hours have been reduced. The neater, more attractively 
laundered linens and uniforms are especially pleasing to 
patients and staff. 


Our Laundry Advisor will gladly study your clean linen 
problem and submit recommendations. No cost or obligation. 


WRITE TODAY. 


Zemember ... Every department of 
the Hospital depends on the Laundry. 


Your hospital will benefit by selecting from our complete 
line of most advanced and productive hospital laundry 
equipment. 
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Press Unit for ironing nurses’ and staff uniforms. 


RETRON Flatwork 

Troner at Rush Hospital 

quickly irons sheets and all 

other flat linens, with a beautifully 

smooth finish. Compactly engineered design and safe, 
simple operation make RETRON particularly suitable 
for smaller hospitals. Ironed linens are returned to 
operators at feed side, so ironer can be installed against 
wall for added space savings. 


AMERICAN 


LAUNDRY MACHINERY CO. 


CINCINNATI 12, OHIO 





THe Granp CANYON 
+ 


" ; 
Nature's grandest, most colorful 


Symbols 49 
ym I0IS >’ 
f b , and majestic spectacle; 217 miles 

oO ’ long, 4 to 18 miles wide, 4,000 
, to 6,000 feet deep, exposing roc ks 


Durability 6,49 vvillion years old 


wr 


HOSPITAL PROPERTY. 


Dundee Quele- 


MADE IN U.S.A SINCE 1888 


Consult your HUCK AND TURKISH TOWELS (both plain and name woven 


favorite distributor CABINET TOWELING + BATH MATS + FLANNELETTES 
for these durable DIAPERS * DAMASK TABLE TOPS AND NAPKINS 


Dundee products CORDED NAPKINS + DUNFAST ALL-PURPOSE FABRICS 


DUNDEE MILLS, INC., GRIFFIN, GA. - Showrooms: 40 Worth Street, New York, N.Y. 


AN t . ANGE © PH . T . AN FRAN 2) 
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More hospitals than ever before now use 


lal Antiseptic 
Soap | 


Yes, more and more hospitals are finding it’s con 


venient and economical to give their patients and 
staff the extra protection of Dial antiseptic soap. 
Because Dial now comes in 2% ounce bars, as well 
as in 1 ounce and *% ounce bars. 


Ever since Dial’s introduction as the first truly 
deodorant soap, the medical profession has shown 
a marked interest in Dial’s antiseptic properties... 
the real reason for Dial’s effectiveness as a deodor- 
ant soap 
Unlike ordinary soaps, Dial contains the only 
active ingredient known to keep its full antiseptic from the 
power effective in soap. This ingredient is AT-7 2 laboratories of 


| 
better known to doctors as hexachlorophene. Armour and Company 


Here’s why DIAL is invaluable 
for the entire hospital ! 


Dial used regularly, substantially reduces skin bacterial 
count and Dial has a cumulative effect—protection 
increases with repeated use 
Dial reduces the hazard of transferring communicable 
respiratory and intestinal disorders. 
Dial helps clear up some types of acne and certain skin 
disorderssuch as pimples, blackheads, surface blemishes. 
Diol prevents the bacterial decomposition of perspira- 
tion, eliminates perspiratory odor for patients and 
personnel alike 
Dial has been reported frequently as retarding and 
ero" ; 3 quickly clearing up certain types of superficial fungus 
; \oropnen , re pacteti< 1 scru ‘ . infections commonly known as “athlete's foot.” 
pexacht jyed UN al tW y ay germicr, Dial used regularly decreases the incidence of pyogenic 
one hun onvé ’ skin infections 
Dial is non-toxic, non-irritating, non-sensitizing. Hun- 


dreds of patch tests confirm this 


Aen Sop Desi 


Armour and Company + 1355 West 31st Street + Chicago 9, Illinois 
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Odorless Wall Paint! 


ONSIDERED the last word of its kind, 
University of Michigan’s new $1,725,000 
model maternity hospital is ultra-modern 
throughout. The hospital functions smoothly 
and efficiently, employing the latest approved 


scientific, time-and-labor-saving devices. 


Interior decoration here is also simplified 
through the use of Pratt & Lambert Paint and 
Varnish 


Flat. No eye-smarting fumes at any time with 


including odorless Lyt-all Flowing 


Lyt-all Flowing Flat! In a series of matchless 
deluxe colors, Lyt-all Flowing Flat assures 


attractive decoration and economical mainte- 
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Photos, courtesy Detroit News 


UNIVERSITY OF MICHIGAN MATERNITY HOSPITAL 
ANN ARBOR, MICHIGAN 

LOUIS J. SARVIS, Architect, Battle Creek, Mich LYNN W. FRY, 
BRYANT & DETWILER 


WM. DIEDRICH CO., Painting 


Supervising Architect, University of Michigan 
CO., General Contractor, Detroit 


Contractor, Detroit. 


nance. Washing restores the original beauty 


and freshness of these authentic colors. 


Try this new, odorless wall coating! Paint a 
room today —use it tonight! Minimum room 
vacancies! Get color suggestions and painting 
specifications from Pratt & Lambert-Inc., 126 
Tonawanda St., Buffalo 7, N. Y. In Canada, 
18 Courtwright St., Fort Erie, Ont. 

Save the surface 


and you save all! 


PRATT & LAMBERT 
paint and varnish 


The MODERN HOSPITAL 





Pee - 


etd 





ad Ad a? 


2 














PR TRY 


Sa®W. Piz 
at id Vale Wd 9 








Patterns; 703 Coal Frost, 401 Bright Red 


_—- = 1 |) 
Dinatl, Durable | 
FREMONT RUBBER TILE id a silent morale builder 


Leading hospitals in the country specify Fremont Rubber 

Tile flooring because it helps create good hospital psychology. 

Patients on the mend... nervous visitors ... busy staff members 

like its cheery attractiveness, like its sound absorbent qualities 

in cushioning foot-steps, reducing noise fatigue. Fremont Rubber Tile 
comes in 17 fade-resistant colors. It’s easy to keep clean and 





lasts for many years under hard wear. See how it can make your 


own hospital interior into a morale boosting “‘quiet zone’’. 


FREMONT RUBBER COMPANY 
312 McPherson Highway, Fremont, Ohio 
s Gentlemen: 
MAKERS OF: , We would like to request the following without obligotion: 
Rubber Tile DC Send full color room brochure 
Rubber Tile Adhesive OC Hove a representative call to discuss a Rubber Tile Installation. 
Vinyl! Plastic Cove Base 
Sponge Rubber Rug Cushion Hospital 
ubber Rugs 
Plastics 
Foom Rubber Street Address 





a ee - 


. State_ 
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TE PL y OPS ST METS 


ediate importance to you 
HOSPITAL PHARMACIST 


In spite of the current spiral of inflationary costs, 
TEL-O-SEAL CONTAINERS your skill plus Fenwal Equipment and Technics can 
For LV. solutions. Permits rou- effect drastic reductions in the cost of intravenous 
tine sterility check during stor- solutions for your hospital. 
age period. Available in 350, 4 
500, 1000, 1500 and 2000 ml. 
sizes. 





FENWAL ASSURES SAFETY, 
ACCURACY AND CONVENIENCE 


Standardized equipment and technics which cover 
every phase of [.V. therapy; sterile water procedure; 
preparation of antibiotics in solution. 


Specially designed Pyrex Brand glass containers 
from 75 ml. to 3000 ml. Six practical sizes that accom- 
modate interchangeable hermetic seals. 


Reusable vacuum closures. 


POUR-O-VAC CONTAINERS 
For sterile water and saline 
technics. Available in 350, 500, 


1000, 1500, 2000 and 3000 ml. ; , 
sizes 5 A background of 10 years of satisfactory operation 


Automatic washing and filling equipment and acces- 
sory apparatus. 


in many leading hospitals throughout the world. 


FENWAL offers to hospital pharmacists, by virtue 
of their scientific training, experience and position, 
the means of effecting substantial and immediate 
economies for affiliated hospitals . .. and in addition 


...the opportunity to enhance the prestige of their 


pharmacy services. 











Heavauarters FOR SCIENTIFIC 


AMP-0-VAC— GLASS BLOWING, LABORATORY 


AND CLINICAL RESEARCH AP- 


eF > se 
Fe nu al representatives The Reusable Ampule PARATUS. REAGENT CHEMICALS 


are equipped fo assist . . 
you in the selection. in peri _ of — 
stallation and operation and similar medications by per- - f , 

y oT) . ; « s 8 J , “ , 
of equipment best adapt mitting periodic withdrawals a ORDER TODA) or u rite today 
ed to meet the volume required without exposing bal- ‘ dor further information 
requirements of your hos- ance of contents to air. Con- 4 


joan tainer and hermetic closure A MACALASTER BICKNELL 


may repeatedly sterilized. 


Available in 75 ml. size only. COMPANY 


43 Broadway Cambridge 39, Massachusetts 
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Qmilation’ Lo the sinc fom Ff 


It could hardly be called co-incidental that the basic 
features of the Continentalair iceless oxygen tent have 
been so widely imitated. For, in 1936 when Continental 
introduced the first practical iceless oxygen tent, after 
years of development work, the only other type of 
oxygen tent equipment available to hospitals was the 
old ice cooled cabinets. 

Then as now, the Continentalair provided completely 
automatic control of temperature, humidity and air 
volume. Within a few minutes, the temperature within 
the canopy could be reduced to a comfortable level, 
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with a relative reduction in humidity. It simplified 
administration — merely connecting to nearest elec- 
trical receptacle, setting temperature and air volume 
dials, snapping switch, and adjusting oxygen flow. 
Since then more than 6500 Continental Iceless Oxygen 
Tents have been put to use in leading hospitals thruout 
the world. The Continentalair leads in sales because 
it leads in practical features and dependable perform- 
ance. Write for new Bulletin. 


CONTINENTAL 


HOSPITAL SERVICE, INC. 
18636 DETROIT AVENUE © CLEVELAND 7, OHIO 
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Made with the 


Talialiate ae 


Developed by Johnson & Johnson research 
laboratories—the new ZONAS Adhesive Tape 
is designed to meet hospital requirements 


for a high quality tape at a low cost. 


ZONAS* SAVES 10% 
AND FEATURES: 


New lighter backcloth— 160 sturdy threads 
of uniform size and quality per square inch— 
characterized by high strength and unusual 


optical whiteness. 


Adhesive mass made to new exclusive 
formula — greater freedom from skin 


irritation — quick and lasting stick. 


Buy Quality—Buy Economy —Buy ZONAS 


HOSPITAL DIVISION 


ov 


a Red Cross’ Adhesive Tape with heavier backcloth — still available in all size cuts 


“TRADE MARK 'NO CONNECTION WITH AMERICAN RED CROSS 








Nursing Scholarships 


Question: As a small hospital without a 
nursing school, located in a rural area in which 
there is no neighborhood school on which to 
draw, we are constantly confronted with the 
difficulty of obtaining adequate nursing per- 
sonnel. Would it not be proper for us to join 
with other similarly situated hospitals in our 
general area to provide a scholarship fund 
which would be used to send local girls to 
nursing school in one of the cities of our state 
with the understanding that they would return 
for a stated period of service in their “home 
town" hospitals following graduation? Would 
this constitute a proper use of hospital funds, 
if necessary, or should a special fund be set 
up for this purpose?7—M.C.C., Ill. 

ANSWER: The idea is an excellent 
ene and should certainly be helpful not 
only in recruiting the students who 
would receive scholarships, and thus 
ultimately easing the shortage of per- 
sonnel at the local hospitals, but also 
in increasing interest in nursing careers 
throughout the area generally. 

Probably no objection would be made 
to the use of hospital revenue to pro- 
vide such a fund since the hospital would 
ultimately be the beneficiary; however, 
most hospitals would find it difficult 
to set aside funds for such a purpose 
and it might, therefore, be more desir- 
able to utilize the usual public relations 
methods available to the hospital to 
raise a separate nursing scholarship fund 

Already a number of areas through- 
out the country are using the coopera- 
tive approach to nurse recruitment and 
the idea here 


scholarship proposed 


would seem to be an excellent adver- 
tising feature for a movement of this 


kind. 


Number of Deliveries 


Question: What is the number of deliv- 
eries that can be handled properly in a single 
delivery room in one year?—J.B., Ill 

ANSWER: While the usual standard 
for measurement is not the number of 
deliveries but the number of maternity 
beds (20 beds for each delivery room 
is the usual figure used), there are 
some figures which provide the desired 
ratio. At one hospital, for example, it 
is reported that 1300 
deliveries per year per delivery room is 
The New York City 
Health Department has indicated that 


approximately 
standard practice 


1000 deliveries a year per delivery room 
is a proper number. On the other hand, 
some hospitals only 
slightly more than 500 or 600 deliv- 


have reported 
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Small Hospital Questions 


eries a year per delivery room. This 
would seem to be a rather inactive de- 
partment according to customary prac- 
tice, 

In standards developed for planning 
hospitals in connection with the Hill 
Burton Act, 20 maternity beds for each 
delivery room is recommended. 


Gifts for Newborn 


Question: 
information 


We are interested in obtaining 
about the practices of various 
hospitals in connection with the discharge of 
obstetrical patients. | understand that it is 
customary at the time of the mother's dis- 
charge for some hospitals to present the pa- 
tient with a baby book and a medal or cer- 
tificate of some kind for the infant. Do you 
have any information indicating what various 
hospitals are doing about this?7—M.A.B., Ill. 

ANSWER: In many hospitals today 
the new-born baby is presented with a 
nicely designed certificate giving the 
baby’s name, date of birth, weight and 
so forth. These certificates are avail- 
able for purchase in quantity and make 
an appropriate gift for the mother and 
new-born infant. 

Some hospitals also provide religious 
medals for infants, and the practice of 
giving the mother a “baby book” in 
which to record details of the baby’s 
health, growth and development during 
infancy has become well established in 
years. One of the first books 
of this kind to be developed was that 


recent 


produced several years ago by the wom- 
en's auxiliary of the Lying-in-Hospital 
at the University of Chicago 

Another interesting new practice that 
is being tried out by many hospitals is 
photographing the infant during his hos- 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 
Aita, Antonio Community 


Upland, Calif.; 


San 
Hospital, Pearl 
Fisher, Thayer Hospital, Waterville, 


Maine, and others. 











pital stay and presenting the mother 
with a photographic “announcement” 
about the baby. This procedure is de- 
scribed by Alfred Maffly and Stanley 
Volga of the Herrick Memorial Hospi- 
tal, Oakland, Calif., in an article in 
The MODERN HospPITAL for July 1950 


Courtesy Discounts 


Question: What is the customary practice 
in the allowance of discounts for patients who 
are members of doctors’ families?—C.R.S., 
Me. 

ANSWER: While a number of hos- 
pitals still provide discounts (from 10 
per cent up to as much as 50 per cent), 
it was reported in a recent survey on 
this subject, it is becoming more and 
the practice to encourage staff 
members to enroll in Blue Cross for 
themselves their families and to 
discontinue the allowance of cash dis- 


more 
and 


counts at the time of hospitalization. 
Usually, these policies can be worked 
out satisfactorily by the administration 
or hospital board with a committee of 
the medical staff 


Full Time Not Justified 


Question: Should a hospital of 100 beds 
consider the employment of a full-time per- 
sonnel director?—A.M.B., Ore. 


ANSWER: Probably Assuming 
the hospital of 100 beds may have ap- 
proximately one employe per bed, this 
would not seem to be a large enough 


not 


group to require the services of a full- 
time executive doing personnel work 
only. Usually the development of a 
full-time personnel program does not 
until several 


dred employes are in the group. A 


become economical hun- 
number of hospitals, however, have 
found that personnel practice can be 
conveniently combined with other func- 
tions, such as public relations, business 
office management, purchasing or gen 


eral administration 


Autoclaving Is Better 


Question: In sterilizing instruments is it 
preferable to use equipment that will boil 
the instruments or should we use an autoclave 


that will sterilize at 250° F?—D.T., Idaho. 

ANSWER: All of the latest thinking 
points unanimously to the fact that it 
is safer and faster to sterilize 
ments in an autoclave. The new high 
speed instrument sterilizers are ideal for 
use in the operating room 


instru 
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FOR THE HOSPITAL ADMINISTRATOR 


Advantages of Professional Direction 


Fund-raising is a specialized business 
Hospital campaigns require skilled di- 
rection by experts who have had broad 
experience in this field. Professional di- 
rection makes success much more cer- 
tain, helps administrators, board mem- 
bers, a volunteers to avoid pitfalls, 
and makes the work of amateurs effective 


How to Select Fund-Raising Counsel 


Good criteria for the selection of fund- 
raising counsel are: (1) the number and 
type of successful hospital campaigns 
directed by the firm you are considering 

the number of times it has been 
asked back to direct repeat campaigns 
for the same institutions; and (3) mem 
bership in the American Association of 
Fund Raising Ce 


Standards of Campaign Direction 


7 
lo assure the greatest possibility of suc 


cess, your Campaign should be managed 
by a director and associates who are 
members full-time staff. Directors 
| publ managers should be a 
ustomed to working as a team a team 
whose efforts ought to enhance the hos 

| stige the community for 


n 


Cost of Professional Direction 


A reputable fund-t 





Facts about some recent 
Ketchum-Directed Campaigns 


*& MIAMI VALLEY HOSPITAL, Dayton, Ohio 
Objective $2,27 


\ nt Ra j 2,748 OO 


0x 


& BROOKS MEMORIAL HOSPITAL, Dunkirk, N.Y 
Objective $ 
An t Raised 


w& MASSILLON CITY HOSPITAL, Massillon, Ohio 
Objective $ 750,00 
Amount Raised 7 3 


r 


*& AULTMAN HOSPITAL, Canton, Ohio 
Ot t $1,987 


Amount Raised 2,013,149 
% NEWARK HOSPITAL, Newark, Ohio 
Ot R $ 400,00 


\r t Ra 49€ 











counsel will cost. There ts no increase in 


fee when your goal is oversubscribed 


Even office budgets are closely estimated, 


so that you will not be surprised by any 


ampaign expense 


Consultation without Obligation 


Hospital administrators can consult most 
f the leading firms of professional di 
rs without obligation. Reputable 
will tell you frankly whether or 


your campaign has a _ reasonable 


u 
chance for success, and will advise vou 


to campaign for funds only if their ex- 
ger 


sthemt a good 


perk e tell 


hance to reach your 


KETCHUM, INC. 


- Crs 
Campouygn Liveckon 


MEMBER AMERICAN ASSOCIATION OF FUND RAISING COUNSEL 
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Planned by 


Justin M. Kearney, Hospital ¢ 


WHY THESE BEAUTIFUL WALLS 
will stay beautiful... 


Where these walls are covered with Kal Ideal also as an upholstery material. 
beormanen protected Kalistron won the latest Modern Plastics 


| 


istron, they're 
1 for furniture and interior deco 


inst bumping bruising contact mace Aware 
Ichairs. That's rating material 


lling tables and whee 
Coupon below will bring sample of 


se Kalistron is Blane diz this 
exclusive process fuses rich color to Kalistron 


underside of transparent vinyl sheeting free. See if you can injure Kalisuon even 


plus top-quality nail-file 


ith this file! 


Bumps simply cannot use the color! 


A suede-like backing adds further pro 
tection, permits easy bonding to all 
surfaces & 
Kalistron is scufl-resistant; scratch- and 
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@ Every feature of the Armstrong X-4 Baby 
Incubator has been hospital-tested and time- 
proven, not in just a few hospitals or for a few 
months, but in thousands of hospitals through- 
out the world, many of them since 1943. 
Literally, hundreds of thousands of new borns 
and prematures have made their start in life 
through the facilities of an Armstrong X-4. 


Every Armstrong X-4 is simple to operate and 
time has proven this simplicity to be both 
safe and effective. 


There are only 3 moving parts in the Arm- 
strong X-4—the two ventilators and the one 
control dial. 


Finally, the X-4 is low in first cost and equally 
low in operating cost. Send for complete 
descriptive literature. 
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some prominent in the field of 
as. Mrs. Amos F. Dixon, na- 
(center) and Mrs. Fred C. 
's Board, University Hospitals, 
talk things over with Elizabeth Good fellowship pervades the speakers’ table at the Federal Hospital luncheon. From left to right: 
ppointed secretary of the Wom- Maj. Gen. George E. Armstrong; Frank J. Walter; Dr. Norvin C. Kiefer; Fred A. McNamara, 
xiliaries Section of the A.H.A and Dr. Charles F. Wilinsky, Boston, incoming president of the American Hospital Association. 


History was made in the auxiliary or- 
ganization when a group of advisory 
counselors met to discuss the organ- 
izational structure of state auxiliary 
organizations. Back row standing, |. 
to r.: Elizabeth Sanborn; George Bug- 
bee; Mrs. Eugene C. Hodges, Texas; 
Mrs. Frank Weil, New York City; 
Mrs. A. E. Pinanski, Boston; Mrs. W. 
Wallace Lanahan, Baltimore; Mrs. 
L. L. D. Tuttle, Houston; Mrs. Fred C. 
Baldwin, Cleveland; Mrs. Amos F. 
Dixon. Back row seated: Mrs. Frank 
Lamperti, New Jersey; Mrs. H. G. 
Gaither, South Carolina; Mrs. Fred 
Blodgett, Massachusetts; Mrs. Fred E. 
Thomas, Georgia; Mrs. Harry Rankin, 
Oklahoma. Middle row seated: Mrs. 
L. S. Armstrong, delegate from St 
Paul; Mrs. Bayard Carter, North Caro- 
lina, with Mrs. Norman Thomas and 
Mrs. S. L. Persons, delegates from 
Durham, N. C.; Mrs. Ronald Yaw 
Michigan. Front row: Mrs. Sheffield 
West, Minnesota; Mrs. James Enyart, 
lowa; Mrs. Gordon Marble, New 
Hampshire; Mrs. Helen Cann, Mary- 
land; Mrs. Paul Opp, West Virginia 
and Mrs. Frank L. Frost Jr., Delaware 


LEFT: Luncheon of the A.C.H.A. board of regents. Left 
to right around the table are: Dr. A. C. Kerlikowske 
Dr. W. Franklin Wood; F. O. Bates; Frank S. Groner; 
Clyde L. Sibley; President-elect E. |. Erickson; Frank 
J. Walter, incoming president; Josie M. Roberts; 
Edgar C. Hayhow; Dr. Wilmar M. Allen, retiring presi- 
dent; Dr. Fraser D. Mooney, and Mark Eichenlaub. 
RIGHT: Relaxation following the College's ceremonies. 
All eyes focus upon Mrs. A. C. Richards, superintend- 
ent, Ossining Hospital, Ossining, N.Y., as she entertains 
a foursome of fellow administrators. From left to right: 
Cora Radke, Delnor Hospital, St. Charles, Ill.; Liala 
Johanson, Lake Forest Hospital, Lake Forest, Ill.; Ruth 
A. Ruby, Dobbs Ferry Hospital, Dobbs Ferry, N.Y., and 
Dr. Edward Harmon, Grasslands Hospital, Valhalla, N.Y. 











ABOVE: Before the curtain rose on the big show, the great exhibi- 
tion hall looked like this—forlorn and deserted except for a few 


workmen bringing in boxes and crates of equipment for display 


ABOVE: But the exhibit hall wasn't deserted for long. Official 
ceremonies mark the opening of the exhibits. Left to right are 
Maurice J. Norby, assistant director, A.H.A.; John Hatfield, presi 
dent, A.H.A.; Al Shean, manager, Atlantic City Convention Bureau 
Thomas G. Murdough, president, Hospital Industries Association 
and James V. Triel, exhibit manager. BELOW: The show in ac 
tion—biggest and most mprehensive in hospital history Its 


theme is “Organizing the hospital to meet the changing scene 


ABOVE: Reunion for many of the younger administrators followed the A.C.H.A. convoca- 
tion exercises. From left to right: Dr. James P. Dixon, director, Bureau of Health and 
Hospitals, Denver; Dr. J. Gilbert Turner, director, Royal Victoria Hospital, Montreal; 
George R. Cartmill, associate director, Harper Hospital, Detroit; John T. Kolody 
assistant director, St. Barnabas Hospital, New York City, with Mrs. Kolody and Richard 
resident, St. Barnabas Hospital. BELOW: Time out for coffee 
and comparing notes. All members of the group come from Bethesda Hospital, North 
Hornell, N.Y. From left to right: Mrs. Marguerite R. Smith, volunteer chairman, 
women's auxiliary board Helen Dumack, administrator; Dellaphine Little, women's 
auxiliary board; Irma L. De Groff, admitting clerk, and Harriett Dumack, receptionist 


Pieratt, administrative 





ABOVE: A teen-ax 
is Paula Wagner, 
Emergency blood 











Plenty in the pot, with more to come,” 


Hospital for Special Surgery, New York 
smiles on the cameraman. 


ABOVE: “How about some steamed clams? 
say T. Gordon Young, assistant director, 
City, and F. Wilson Keller, director, as they turn blissful 


ABOVE: Among the striking architectural exhibits was that of the new 
Faith Hospital, St. Louis. The interested twosome inspecting the plans 
comprises Ray Hosford, New Bradford, Pa., and John Hatfield, with 
Ted Morris of the U.S. Public Health Service, pointing to an unusual 
BELOW: There's always the possibility that your picture will 
Atlantic City's sad sea waves 


HNN 
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feature. 
be there, too, snapped ‘longside 


tis 


teen-ager describes for the benefit of auxiliary members what young people can contribute to hospital work. The speaker 
agner, one of the founders of the Teen-Agers Hospital Auxiliary, Pascack Valley Hospital, Westwood, N.J. BELOW: 
blood transfusion—reminder of the grim days of the war—enacted in a realistic setting staged by the armed services 


BELOW: The time has come for resting tired feet, thinking things over and some casual 
conversation. From left to right: Leah H. Moss, Defiance Hospital auxiliary, Defiance, Ohio 


E. A. Bocock, director, Doctors’ Hospital, Washington, D.C.; Dr. Harold E. Baird, superin 
tendent, Regina General Hospital, Regina, Sask.; J. E. Robinson, administrative assistant 
Hospital of the University of Pennsylvania, Philadelphia Roy N. Johnston, construc 
Kansas State Board of Health, Topeka; Theodore R. Griest, architect 


tion engineer 
East Tennessee Baptist Hospital, Knoxville, Tenn 


Topeka; Harold Prather, administrator 


.. to help you tell your hospitals story 


pe Pee 
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BELOW: Mrs. Edna H. Nelson, administrator, Women's and Children's Hospital, Chicago, 


R 
pre A and Dr. Fraser D. Mooney, director, Buffalo General Hospital, Buffalo, N.Y., with other 
= regents of the A.C.H.A., serve as hosts at the reception following the annual banquet. 


‘ 


ABOVE: As they lined up for th 
A.H.A., presiding (left). From lef 
staff, National Bureau of Economix 
Baltimore pathologist and chairman 
cil, National Academy of Science; 
pital, Chicago; Harwood L. Chi 
Thomas G. Murdough, president 


There was a crowd of enthusiastic hospital people 
in every carload pulling into Atlantic City station 


RIGHT: Dr. Haven Emer- 
son, honored guest of the 
College and banquet 
speaker, expresses surprise 
at what Dr. Wilmar M. Al- 
len, president of the Col- 
lege is telling him. Dr. Emer- 
son is professor emeritus, 
public health administra- 
tion, Columbia University. 


Hamilton (left), waits patiently for the opportunity to register at 


With time on their hands and baggage standing by, the hospital 
the Traymore Hotel, which was headquarters for the convention 


crowd, including Ada Belle McCleery (center) and James A 


LEFT: "Name and hospital af- 
filiation, please.’ There is the 
usual opening-day crowd 
around the registration desk as 
the badges are run off by a 
battery of machines while reg- 


istrants wait — and wonder. 
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lian sas 
for the first general session, with John Hatfield, president, ABOVE: A threesome prominent in the field of 
om left to right the participants are: Leo Wolman, research auxiliary activities. Mrs. Amos F. Dixon, na- : 
onomic Research, New York City; Dr. Milton C. Winternitz tional chairman (center) and Mrs. Fred C. ‘ =e oe —_ 
airman, division of medical sciences, National Research Coun- Baldwin, Women's Board, University Hospitals, = - ONS 


ence; Rev. Joseph A. George, administrator, Evangelical Hos- Cleveland (left), talk things over with Elizabeth Good fellowship pervades the speakers’ table at the Federal Hospital luncheon. From left to right 
Childs, professor of politics, Princeton University, and Sanborn, newly appointed secretary of the Wom- Maj. Gen. George E. Armstrong; Frank J. Walter; Dr. Norvin C. Kiefer; Fred A. McNamara 
ident of the Hospital Industries Association, Evanston, Ill. en's Hospital Auxiliaries Section of the A.H.A and Dr. Charles F. Wilinsky, Boston, incoming president of the American Hospital Association 


History was made in the auxiliary or 
ganization when a group of advisory 
counselors met to discuss the organ 
izational structure of state auxiliary 
organizations. Back row standing, | 
to r.: Elizabeth Sanborn; George Bug 
bee; Mrs. Eugene C. Hodges, Texas 
Mrs. Frank Weil, New York City 
Mrs. A. E. Pinanski, Boston; Mrs. W 
Wallace Lanahan, Baltimore: Mrs 
L. L. D. Tuttle, Houston; Mrs. Fred C 
Baldwin, Cleveland: Mrs. Amos F 
Dixon. Back row seated: Mrs. Frank 
Lamperti, New Jersey; Mrs. H. G 
Gaither, South Carolina; Mrs. Fred 
Blodgett, Massachusetts; Mrs, Fred E 
Thomas, Georgia; Mrs. Harry Rankin 
Oklahoma. Middle row seated: Mrs 
L. S. Armstrong, delegate from St 
Paul; Mrs. Bayard Carter, North Caro 
lina, with Mrs. Norman Thomas and 
Mrs. S. L. Persons, delegates from 
Durham, N. C.; Mrs. Ronald Yaw 
Michigan. Front row: Mrs. Sheffield 
West, Minnesota; Mrs, James Enyart 
lowa; Mrs. Gordon Marble, New 
Hampshire; Mrs. Helen Cann, Mary 
land; Mrs. Paul Opp, West Virginie 
and Mrs. Frank L. Frost Jr., Delaware 


LEFT: Luncheon of the A.C.H.A. board of regents. Left 
to right around the table are: Dr. A. C. Kerlikowske; 
Dr. W. Franklin Wood; F. O. Bates; Frank S. Groner; 
Clyde L. Sibley; President-elect E. |. Erickson; Frank 
J. Walter, incoming president; Josie M. Roberts; 
Edgar C. Hayhow; Dr. Wilmar M. Allen, retiring presi- 
dent; Dr. Fraser D. Mooney, and Mark Eichenlaub. 
RIGHT: Relaxation following the College's ceremonies. 
All eyes focus upon Mrs. A. C. Richards, superintend- 
ent, Ossining Hospital, Ossining, N.Y., as she entertains 
a foursome of fellow administrators. From left to right: 
Cora Radke, Delnor Hospital, St. Charles, Ill.; Liala 
Johanson, Lake Forest Hospital, Lake Forest, Ili.; Ruth 
A. Ruby, Dobbs Ferry Hospital, Dobbs Ferry, N.Y., and 
Dr. Edward Harmon, Grasslands Hospital, Valhalla, N.Y. 





held in high esteem in our society. When this esteem, 
as it often does, mounts to virtual adulation, the healer’s 
character may be put to a severe test. Unless he con- 
templates the unknown along with the known and 
dwells on his failures as well as his successes, the doctor 
may ultimately assume a mantle of omniscience, or even 
arrogance, with results that are familiar to many hos- 
pital administrators. 

A lesson in humility is always a great experience. 
Taught by an accomplished physician and dealing with 
a medical circumstance, such a lesson should have special 
significance for doctors. Thus, administrators may find 
it worth while to read and recommend an essay written 
in 1903 by Alexis Carrel* and found among his unpub- 
lished papers at the time of his death. 

Certainly Dr. Carrel was one of the most extraordinary 
men of our ime—surgeon, scientist, writer, philosopher. 
Many who read his account of the cure of “Marie Fer- 
rand” will decide that it was, after all, a case of mistaken 
diagnosis and not a miracle, but no thoughtful reader 
can fail to be moved by the sincerity of Dr. Carrel’s own 
emotions, and none can evade the lesson of his conclu- 
sion: “The laws of nature are still so thickly veiled in 
darkness that to limit our scope of investigation to the 
laws we now understand would mean a willful narrow- 
ing of our horizons. It is the duty of science not to re- 
ject things simply because they appear extraordinary or 


because science is powerless to explain them.” 


Absurdity and Fraud 


EWSPAPER stories about the country doctor in 


Missouri who is trying to avoid hospitalizing his 
patients gave the impression that many hospital services 
are unnecessary frills that can easily be eliminated. If 
the doctor was correctly quoted in the press, he said 
that “many of the laboratory tests now employed in a 
hospital” can be dispensed with. Speaking of child 
patients, the doctor was quoted as saying, “When the 
young child is sick, it is happiest and shows the strongest 
resistance when under parental care and in its home. 
The practice of tearing the sick child from its mother’s 
arms and taking it to the hospital is not good pediatrics.” 
a thin thread of truth made into a 


Certainly this is 


whole fabric of untruth. The only laboratory tests that 


can be dispensed with in the hospital are those which are 


unnecessary and never should be ordered in the first 


place. Unquestionably, some of these are done in every 


hospital, and every staff includes some doctors who use 


the hospital's diagnostic facilities as a crutch instead 


of a tool. This is not good, but it is scarcely a reason 


for eliminating any procedure that might be helpful; 


the doctor who is trying to find out how many modern, 


scientific aids he can get along without is not doing 


the best he can for his patients 
Similarly, it is a fact that the psychological comfort 
of familiar surroundings and people is frequently and 


mistakenly ignored by doctors when, often for the sake 


*Carrel, rdes. New York: Harper & 


Alexis: A Voyage to Lou 


Brothers, 1950. P 
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of their own convenience, they hospitalize children who 
might better have been left at home. But this is not to 
say that every hospitalized child, or any considerable 
number of children, has been “torn from its mother’s 
arms.” Thoughtful doctors and hospital people are 
doing everything they can to make child patients happy 
and free from anxiety. Statements like the Missouri 
practitioner's may be misleading and harmful, since they 
could easily influence mothers to resist or refuse when 
needed hospitalization is suggested. 

Nobody wants hospital facilities used unnecessarily, 
of course, but there is no reason for any doctor today 
not to use the facilities that are available whenever 
he thinks hospital service can help. Reflected at least 
faintly in this case, the attitude that hospitals are for 
doctors who aren't skillful or resourceful enough to 
get along without them is an absurdity. Worse than 
that, it is a fraud on the patient. 


Night Side 


OME of the modern businessmen-administrators are 
inclined to smile indulgently when old-timers talk 
about being on call 24 hours a day and making fre 


quent visits to their hospitals at night. Delegation 


of authority and responsibility is the core of good 
administration, in the modern view; if an able night 
superintendent is in charge, why should the adminis- 
trator visit the hospital after office hours, except in case 
of major emergency? “It’s better not to,” one admin- 
istrator said recently. “If your employes get the idea 
that you're available at any time, they're likely to get 
into the habit of calling you every time a decision has 
to be made. Then the whole administrative structure 
will quickly break down, and the administrator himself 
will soon be run ragged.” 

This is probably true, but it does not mean that the 
old-timers who visit their hospitals at night are not right 
also. Full information about every aspect of the hos 
pital’s operation is just as essential to good adminis 
tration as are strong organizational lines. In fact, the 
administrator who lacks information cannot possibly be 
a good judge of organizational strength; the two must 
always go together. 

The night shift at the hospital is more than a depart 
mental organization. The night presents an entirely 
different set of problems and procedures, a different 
group of people, a different atmosphere. The admin- 
istrator who spends a few hours once a month, say, 
touring his hospital in the middle of the night and 
talking to the help need not necessarily break down 
organizational authority. On the contrary, he is likely to 
gain an insight into his own responsibilities that will 
help him run a better hospital around the clock. Those 
who doubr it should reread the articles on the hospital 
at night by the late Dr. S. S. Goldwater, reprinted in 


the book of his essays published under the title “On 


Hospitals.” * 
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SOCIAL SECURITY enters the hospital 


How to proceed if you want your employes covered by 


the newly amended federal social security program 


GEORGE E. VAN DYKE 
Specialist for College Business Management 


U.S. Office of Education 








FTER 15 
business and industry generally, 
Federal Old-Age 


and Survivors Insurance system, popu 


years of operation i 


the provisions of the 


larly known as social security, are now 
available to the employes of hospitals 
and institutions 

The report of the committee of con 
he differences be 


H.R. 6000 


and the Senate version has been passed 


ference to adjust t 
tween the provisions of 
by both bodies of the Congress and 
signed August 28 by President Truman 
734 of the 81st Con 
Social Act 


Copies of the 


It is Public Law 


gress, entitled Security 
Amendments of 1950 
law ean be obtained from the Govern 
ment Printing Ottice Explanations ot 
the new legislation and rules and regu 
may be 


lations for its administration 


obtained from local social security of 


and 


fhices local offices ot the collector 
of internal revenue 

Participation of nonprofit hospitals 
and institutions in the federal social 
security program is entirely voluntary 
No organization is compelled to pat 
ticipate; if it wishes to have its em 
ployes covered, the only requirements 
are the payment of the specified em 
ployer contributions on pay rolls and 
the submission of wage reports. If 
an organization does not wish to make 
these payments, its employes are ex 


federal social security 


cluded from the 
program 

This article does not deal with the 
arguments for or against participation 
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in the program; it merely describes the 
provisions of the newly enacted legis- 
lation and the requirements for those 
organizations that wish to have their 
employes covered by the federal pro 
gram 

Publicly Controlled Institutions. 
The 


the extension of 


new legislation makes possible 
federal social secur 
ity to the employes of state and local 
governments (which would include 
employes of state and municipal hos 
pitals and homes) by means of 
written agreements between officials of 
those governments and the social secur- 
ity administrator. Employes covered 
under state or city retirement plans 
now in operation would be excluded 

Some states may have to pass en 
abling legislation before their officials 
can negotiate an agreement with the 
Social Security Administration. When 
such legislation exists the proper gov 
ernment official, presumably the gov 
ernor or someone designated by him, 
would request and negotiate an agree 
ment to cover such employes of the 
state as competent authority may de 
cide. The boards of trustees and ad 
ministrative officers of tax supported 
should, of make 


institutions course, 


their wishes in the matter known to 

the governor or his representatives 
Agreements between the state gov 

the social security ad 


ernments and 


ministrator may be terminated in 


whole or for any group designated by 


the state on giving at least two years 


advance notice in writing. The agree 
ment will be terminated, but only it 
it has been in effect not less than five 
years prior to submitting the notice 
Thus, the minimum period of cover 
age under the federal social security 
program would be seven years 

The agreement may be terminated, 
upon notice, by the administrator un 
der only one condition, the failure or 
inability of the state government to 
comply with the provisions of the 
agreement or of the new legislation 

Voluntary Hospitals and Homes. 
Coverage under the federal program 
can be extended to the employes of 
nonprofit institutions through the fil 
ing of certificates (as prescribed by 
regulations of the social security ad- 
that the institu- 
tions agree to the payment of the em- 


ministrator) stating 
ployers’ contributions, and that at least 
two-thirds of their employes concur 
in the filing of the certificate. If an 
institution does not desire tO pay the 
employer's contribution, the federal 
program Cannot be extended tO ts 
employes 

Decision on participation in the fed 
eral program would be a matter of 
policy to be considered by the hospital 
trustees, administrator and department 
heads. Final action, then, should be 


If the 


hospital decides to pay its contribution 


taken by the board of trustees 
and wishes to have the federal program 
extended to its workers, a referendum 


among the employes would be held 
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CALENDAR OF DUTIES 


1. Immediately. If the hospital de- 
sires the benefits of federal social se- 
curity, take steps to file the required 


certificate and obtain the signatures, 


addresses and social security account 


numbers (if any) of all employes who 
wish to be covered. File the certificate 
and the signature lists with the local 
Social Security Adminis 


othce of the 


tration 
) 


File 


Security 


Immediately Form SS-4 


the local social othce 
Obtain an identification number, if you 
do 


of the 
Report more than one number, if you 


with 


not now have one, from the office 


collector of internal revenue 
have them, and get instructions from 
the internal revenue office on the of 
ficial number to be used 

3. Immediately. Complete your pay- 
roll (or personnel ) records by showing 
the social security account number for 


Have all 


nou € 


each employe employes whi 
, , 


do not such numbers com 
plete Form SS-5 and leave with your 
See 


properly and file with the local office 


office that they are completed 


Administration 
perse 
Have the withholding exemption cer 
W-4 


number 


of the Social Security 


1. When employing neu nnel 


tificate (Form and the social 


security account application 
(Form SS-5) completed and delivered 


File 


security 


to your pay-roll department the 
SS-) 5 Social 


and record social 


with the local 


Administration office 
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security account numbers in your pay- 
roll records as soon as they have been 
assigned to employes 

5. On each pay period. Make ap- 
propriate income tax withholdings and 
social security deductions on each pay 
ment of salaries and wages, observing 
the rule concerning the $3600 per year 
maximum for social security deduc- 
tions 
of each month. Ex- 
cept in April, July and Octo 
ber, deposit the income tax withhold- 


6. By the 15th 


January, 


ings, the social security deductions, and 
the payment by the hospital for the 
in a federal reserve 
bank or authorized bank 
obtain (Form 450) 

7. On or before last day of January, 


April, July and October. File the quar- 


previous month 


other and 


a receipt 


terly report (Form 941) with the col 
lector of internal revenue and pay the 
total amount due for the quarter for 


both income tax and social security 


purposes. The latter amount includes 
both the deductions and the payment 
by the hospital. Include the validated 
(Form 450) as 


depositary receipts 


well as a check for the amount due 


for the third month in the 
8. On or before January 31 
deliver the W-2 forms to each 
File Form W-3, Reconcilia 


Returns, 
( Form 


quarter 
Prepare 
and 
employe 
together 


W-2a 


tion of Quarterly 
with Collector's Copy 
for all withholding statements 





It less than two-thirds were in favor 


of participation, none of them would 


be covered; if two-thirds or more were 


in favor of coverage, their signatures 


account 


submitted 


iddresses and social security 


numbers (if any) must be 


with the certificate to the social secur 
ity administrator. The employes sign 


ing the certificate, but not those who 
did not sign, would then be covered 
The { for 


les filing 
supplementary signatures of 


legislation provi 
lists of 
present employes desiring social secur 
ity coverage after the plan has been 
put into effect 


All 


would be 


new employes of a_ hospital 


covered on l ompulsory 


basis after the program was in opera 
tion. If an employe who had not con 
curred at the installation of the plan 
the employment of 


were to leave 
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hospital and return after the federal 
social security plan was in operation 


compulsory 


covered on a ' 


he would be 
basis 
The 


hospital to terminate the certificate so 


present legislation permits 
that it may withdraw from the plan 
if it 


years 


wishes to do so by giving two 


advance notice in writing. N« 


certificate will be terminated at the 


request of the hospital until it has been 


in effect for a period of not less than 


eight years at the time of filing the 


words, if 


under federa 


included in 


NOTICE In other a hospital 


requests Coverage 1 social 
will be the 
least 10 


a hospital has been covered 


SCCULITY it 


plan for at years 


Once 


and withdrawn it cannot again 


has 
request the extension of federal social 
its employes 


security benefits to 


Certificates can be terminated by the 
administrator only if an organization 
has failed, or is no longer able, to com 
ply with the provisions of the Social 
Security Act Amendments of 1950. 

Effective Date. Jan. 1, 1951, is the 
effective date for the new legislation 
in charitable institutions, provided 
certificates have been filed or agree 
have been 
1950. The 


states may make compacts retroactive 


ments with state officials 


negotiated before Dec. 31, 


for as much as two years back to Jan 
1, 1951 

Retirement Age. Age 65 is specified 
in the legislation as the age of retire 
This does not mean that an em 
is compelled to stop working 


ment 
ploye 
then; he may continue in the employ 
ment of the hospital and both the hos 
pital and the employe would continue 
to make the usual contributions on his 
salary. Age 65 is the earliest age at 
which monthly benefit payments from 
social security would be made to a 
retired employe 

Benefits. Since most of the employes 
of hospitals and institutions will come 
under the provisions of federal social 
security for the first time, they prob 
ably will want to know something of 
the benefits they can expect from the 
The Social Act 


1950 has greatly in 


plan Security 


new 
Amendments of 
covered 


benefits to those 


minimum monthly 


creased the 
by this insurance; 


payments have been increased from 
$10 to $20, and maximum family pay 
ments from $85 to $150; and method 
for computing benefits for veterans of 


World War Il for 


workers who are { 


as well as those 


now coming under 
the plan for the first time, have been 


liberalized 


INDIVIDUAL’S PRIMARY INSURANCE 

A number of factors are involved in 
computing the benefits. Basically, how 
ever, the primary insurance of an in 
will be 50 the 


dividual per cent of 


first $100 of his average monthly wage 
plus 15 per cent of the remainder of 
the average monthly wage, up to $300 
The average monthly wage 


total 


a month 
is computed by dividing the 
up to $3600 a 


1, 1951, 


monthly wages year 


paid after Jan by the total 
number of months elapsing from that 


d ite tO 


If the retiring employe is married 


retirement 


at the time of retirement, 50 per cent 


of the primary insurance benefit 1S 


added when the wife reaches 65, and 
if a child under 18 years of age is be 


ing supported in the family another 
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50 per cent is added to the monthly 


insurance and the wite 1s 


eligible to receive her benefit regard- 


coverage, 


less of her age. The maximum month 
ly payment, however, will be $150, or 
80 per cent of the average monthly 
wage, whichever is lower 


DEATH BENEFITS 

The present legislation also provides 
upon the death of an insured employe 
a lump sum payment to the survivor 
times the 
If a fully 
insured employe dies leaving only a 


| 
1€ 


which is equal to three 


monthly insurance coverage 


spouse, no further payments are mac 


until the spouse reaches age 65, at 


which time benefit payments are made 
If the left 
port of a child under 18 years of age, 


spouse is with the sup 
the monthly benefit payment, in addi 
the lump sum death 
150 
monthly insurance benefits com 


1 of death. Addi 


the date 
would be included 


ton to pay 


ment, will be equal to per cent 
of the 
puted as of 
tional payments 
for the support of more than one child 
After child 
spouse would receive no monthly pay- 


The 


right illustrates, roughly, the amount 


the reaches age 18 the 


ments until age 6 table above 


of monthly benefits a hospital employe 
might expect to receive 


Because of different situations that 


apply at the time of retirement, or at 


death of an insured employe, it 


Is SUL 
gested that the hospital administrator 


acquaint himself with the literature, 


rules, regulations and schedules pub 
lished by the Social Security Adminis- 


tration and have these at hand for 


reference at the time a case comes 


up for settlement. It is difficult here, 


as in the case of any retirement and 
insurance plan, to give exact figures 
now as to benefits and payments for a 
retire 5, 10, 15 of 


The 


ures, however, give a 


person who will 


more years hence tabulated fig 


rough approxi 
mation of the benefits the employes 


j 


of hospitals and institutions may ex 


pect under the new social security 


program 

Earnings After Retirement. The 
new legislation has raised the limit of 
earnings after retirement from $15 to 
$50 a retired 


month. A employe 


could earn, either as an employe 
or through self-employment, $50 a 
still full old 


payments 


month and receive age 


and survivors benefit from 


the federal plan. If his earnings from 


employment were more than $50 a 


month, he would receive no social 


security payments 
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APPROXIMATE MONTHLY BENEFITS 


(Insured Having Five Years or More of Coverage) 


Average 
Monthly 
Wage 


Man ond 
Wife* 


$100 
150 
200 
250 
300 


“Wife or Widow age 65 or over 


Length of Service in Covered Em- 
ployment. Another question the hos 
pital administrator should be prepared 


to answer is the required length of time 


for 
payments can be received. In many in 


employment before old-age benefit 


stitutions there may be employes ap 
proaching the age of 65 or the age 
according to hospital 


Under 


of retirement 
regulations present legis 
lation any employe 62 years of age or 
over on Jan. 1, 1951, will receive full 
social security benefits if he has been 
employed and covered for six calen- 
dar quarters, that is, a year and a half 
Employes under 62 years must have 
been covered for at least one quarter 
for each two quarters elapsing after 
1950 up to but not including the quar 
ter in which retirement age is reached 
or in which death occurs. In no case 
could an employe be fully insured with 
less than six quarters or covered em 
ployment, and the maximum require 
ment for coverage will be 40 quarters 
The latter limit would apply to em 
ployes 45 years of under on 
1951 

If a hospital employe has worked for 


age or 
Jan. 1, 


some other employer in a covered 
field of work and has already made 
contributions to federal social security 
those quarters of employment in cov 
ered work will count toward the mini 
mum requirements for full insurance 
benefits. A quarter of Coverage is con 
sidered to be any calendar quarter in 
which an employe is paid $50 or more 

Details of Operations. The follow 
ing discussions are based on the as 
sumption that the hospital has filed the 
necessary certificate and signature lists 
or that the state has negotiated an 
agreement with the social security ad 
the Oct 


ministrator, during quarter 


Widow* 
Alone 


$38 


Survivors of Insured Worker 


2 Children 
Alone 


1 Child 
Alone 


Widow* and 
1 Child 


$ 62 
43 72 
49 81 
54 91 
60 100 


1950, and 
pro 


1, 1950, through Dec. 31, 


that the federal social security 
gram will become effective on Jan. 1, 
1951. Although the new legislation 
will increase the work of the pay-roll 
department of hospital business offices, 
the added tasks are closely related to 
those now being performed for in 


come tax withholding purposes 


GETTING EMPLOYE SIGNATURES 

The first step to be taken by the 
business officer of a voluntary hospi 
tal or home will be to put the machin 
ery into operation for getting the sig 
natures, addresses and social security 
account numbers (if any) of all those 
in his institution who wish to be cov 
ered by federal social security legisla 
for every 


tion. It is not 


employe of the hospital to sign this 


nec essary 


certificate, but the benefits will not 
be extended to any employes unless 
at least two-thirds agree to the filing 
of the certificate. It is expected that 
the torms and other regulations cover 
ing the certificate will be determined 
promptly, and the hospital business of 
ficer should contact his local social se 
curity office for details in regard to the 
preparation and filing of the certificate 
and signature lists. Administrators of 
state and municipal hospitals are not 
required to file lists of signatures 

Next, SS-4 be 


with social security 


filed 
office 


Form should 


the local 
This is a request for an identification 
number to be used by the hospitals in 
all deduc- 


tions and Since hospitals 


reports on social security 


payments 
generally have such numbers in con 
nection with income tax withholding 
payments and reports, it is likely that 
for 


the same number will be used 


social security reports 





The social security program will increase the amount of clerical detail. 


Form SS-4 must be filed with the 
social security office, however, and if 
the Department of Internal Revenue 
issues a second identification number 
as a result of filing this form the hos 
pital should notify that office so that 
canceled It is 


one number can be 


extremely important that a_ hospital 


have only ome identification number 


with the collector of internal revenue 

Employe Account Number. The 
next step is to see that each employe 
of the hospital signing the certificate 
security account 


request has a social 


number and card. The account num 
ber is important to the hospital since 
it must be shown on several reports 
Social 


ind to the collector of internal revenue 


to the Security Administration 


IF THEY DO HAVE CARDS 

Perhaps some hospital employes al 
ready have cards and account numbers 
trom previous employme nt in covered 
fields If so, the 


account number 


should be reported to the pay-roll de 
partment; these employes should » 
be permitted to apply for new num 
Here, again, duplica 


should be 


considerable 


bers and cards 


tion of numbers avoided, 


since they cause con 


fusion in the work of the Social Se 


54 


curity Administration and may mean 
that employes’ accounts will not be 
credited with proper amounts 

Those employes who do not have 
social security account numbers and 
cards should apply for them by com- 
pleting Form SS-5. Incidentally, it 
would be wise for hospitals to request 
a liberal supply of this form from the 
local social security office; a large num- 


ber 


getting the program under way; the 


will be needed immediately in 
form, also, will be used in connection 
with the engagement of new employes 
who do not have social security account 
numbers and cards. Form SS-5 should 
be on hand at all times in the per 
sonnel or pay-roll department, together 
with the income tax withholding ex 
Form W-4, for 


emption § certificate 


ready use by new employes 
It probably would be a good 


for the hospital personnel or pay-roll 


plan 


department to aid employes in com 


pleting Form SS-5, and for that de 
partment to file the forms with Social 


Security Administration In this way 


it can be determined that every em- 


ploye not now having the required 


account number and card has com- 


pleted the proper form, and at the 


same time the account numbers for 


all those who already have them can 
be recorded in the pay-roll and per- 
sonnel records. 

After the hospital and employes have 
been properly identified by numbers, 
the next step is to make the appro- 
priate deductions from gross salaries 
and wages on every pay period after 
Jan. 1, 1951 

Definition of Wages. In the pres- 
ent discussion the terms “wage” and 
wages” refer to all payments for per- 
sonal services, whether called wages 
or salaries. With 
the definition of wages for income tax 
applies to 

One important exception, 
The value 


a few exceptions, 


purposes social security 
legislation 
however, should be noted 
of living quarters and meals furnished 
employes for the convenience of the 
employer is to be included in gross 
wages for social security deductions, 
com- 
putations for income tax withholding 
This distinction, likely, will 


whereas it is not included in 
pu rpc SES. 
mean some additional work and record 
keeping in the pay-roll department, 
especially as social security operations 
way for the first 


are getting under 


time 


NO SOCIAL SECURITY DEDUCTIONS 

Some wages are subject to income 
tax withholdings but are not subject 
to social security deductions 

1. Payments in excess of $3600 dur- 
ing a calendar year 

2. Service performed as a student 
nurse in the employ of a hospital or 
a nurses’ training school by an in- 
dividual who is enrolled and is regu- 
larly nurses’ 
training school chartered or approved 


attending classes in a 


pursuant to state law 

3. Service performed as an intern 
in the employ of a hospital by an in 
dividual who has completed a four- 
year course in a medical school char- 
tered or approved pursuant to state 
law. 

i. Service performed in any calen 
dar quarter in the employ of any organ 
ization exempt from income tax un 
101, if the 
for such service is less than $50 


der section remuneration 


5. Pensions and retirement pay- 
ments to former employes. This does 
not Mean annuities; it Means payments 
that are taxable as income of employes 
on their personal income tax returns 

6. Dismissal or severance payments 
that the employer is not legally re- 
quired to make 

A few other exceptions are of rather 


unusual application, but the foregoing 
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items seem to be those most likely to 
come up in a hospital or institution 
Complete and detailed discussion of 
what is, and what is not, gross income 
for withholding purposes and gross 
wages for social security purposes can 
be obtained from the local office of 
the collector of internal revenue, and 
any troublesome questions or prob- 
lems should be cleared with that office 
Deductions. Present legislation pro- 
vides the following rates of deductions 
from employes’ wages, and rates of 
payments by employers 
Calendar Y ears 
1950-1953 
1954-1959 
1960-1964 
1965-1969 
1970 and thereafter 


Rates 
LA% 


These rates may be changed by fu 
ture legislation, as they have in the 


past, but beginning with the first pay 


period after Jan. 1, 1951, deductions 


of 114 per cent for social security 
purposes are to be made on all pay 
ments of salaries and wages to em 
ployes covered by the new legislation 
Deductions at this rate are to be con- 
period during the 
$3600 has been 


No deductions or 


tinued each pay 


calendar year until 
paid the employe 

payments by the hospital are to be 
made on salaries and wages in excess 


of $3600. 


COMES AT BAD TIME 

Unfortunately, the job of revising 
pay-roll records and details necessary 
for social security deductions will come 
at times when the pay-roll department 
will be extremely busy with duties in 
connection with the withholding tax 

Payments. By the fifteenth of each 
month, except in April, July, October 
and January, the income tax withhold 
ings, the social security deductions, and 
the contribution or payment of the hos 
pital are to be paid to a federal reserve 
bank or other authorized bank. Re- 
ceipts (Form 450) are received from 
the bank, and these are to be sent to 
the internal office with the 
quarterly report mentioned later. This 
monthly payment is now generally fol- 
lowed by hospitals in connection with 


revenue 


income tax withholdings and should 
not cause much concern, except, per- 
haps, in providing the cash to make 
the payment 

Reports. Quarterly reports are to be 
made to the local collector of internal 
revenue on Form 941, which is used, 
also, in making the quarterly report on 
will be 


income tax withholdings. It 
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necessary to show on this form the 
social security account number, name 
and the total amount of salary paid 
each employe during the quarter cov- 
ered by the report. The depositary 
receipts (Form 450) showing the 
monthly payments to the bank are to 
be sent with the quarterly report, to- 
gether with the payment for the third 
month in the quarter 

Since Form 941 provides space for 
reporting only 14 employes, continua- 
tion sheets (Form 94la) have been 
developed for reporting larger num 
bers of employes. It will be possible, 
also, for hospitals to develop forms that 
may be used in connection with me- 
chanical equipment used in pay-roll 
procedures. Approval of such forms 
must be had from the internal revenue 
office, but there should be no difficulty 
about this, since the problem has al 
ready been worked out satisfactorily in 
business and industry. 

Two points should be kept in mind 
In the quarter in which the maximum 
of $3600 was paid an employe, only 
the amount of salary necessary to bring 
total salary for the year up to $3600, 
and the proper deduction, would be 
reported; not the total salary paid in 
the quarter. The numbers and names 
of all employes must be shown on the 
quarterly report, even though no de- 
ductions were made. No salaries would 
be shown for these employes, but their 
names and numbers must be listed, to- 
gether with reasons why no deductions 
were made 

Excess Deductions. Situations may 
arise in which larger amounts are de- 
ducted from a worker's salary during 
a year than are required. For example, 
if a worker changes employment dur- 
ing the year, the second employer is 
compelled to make deductions on the 
first $3600 paid by him regardless of 
the amount deducted by the first em- 
ployer. Also, a worker may be em 
ployed on a part-time basis by more 
than one employer, each employer be- 
ing compelled to make deductions on 
the first $3600 paid by him. 

In any cases of excess deductions, 
employes will be able to recover the 
amount of overpayment by applying 
from the collector of 
843 
must be 


for a refund 


internal revenue on Form and 
Form SS-9a 


filed within two years after the end of 


These forms 


the calendar which salaries 
were paid, but they cannot be filed 


before the end of the 


year in 


year in which 
the salaries were paid 
It would seem that the most logical 


time for requesting refunds would be 
at the time of filing income tax re- 
turns, just as is done now if withhold- 
ings for income tax purposes are in 
excess of the amount of income tax 
to be paid 

Changes in Name. Accuracy in 
names and social security account num 
bers is extremely important in main- 
taining the records of Social Security 
Administration and in making proper 
credits to each account. If an employe 
changes her name, as in the case of 
marriage or divorce, Form oAAN-7003 
is to be used in notifying Social Se- 
curity Administration. 

Sources of Help. When the income 
tax withholdings became effective in 
hospitals and institutions several years 
ago, a sizable load of detail work was 
thrust upon the business offices of these 
institutions. Hospitals were forced to 
organize and staff adequate pay-roll 
or personnel departments to handle the 
additional volume of work in record 
keeping and reports. In many institu- 
tions the increased work could be han- 
dled only through the installation of 
mechanical equipment for pay-roll ac- 
tivities. Those institutions that have 
established good pay-roll departments 
and systems should have little difficulty 
in absorbing the additional work in- 
volved in the new legislation 


LOCAL OFFICES WILL HELP 

The local offices of Social Security 
Administration and of the collector of 
internal revenue will be of great help 
in the application of rules and regula- 
tions and in preparing reports. Circu- 
lar E, “Employer's Tax Handbook,” 
obtainable from the internal revenue 
office, will be of especial help. It is 
likely that a new circular will be pre- 
pared soon to cover the latest revisions 
in social security legislation 

If mechanical equipment is used in 
the pay-roll department, ready help 
and advice on the mechanics of deduc 
tions and the preparation of some of 
the reports and forms usually can be 
obtained from the system supervisor 
or other representative of the company 
furnishing the equipment. The Con- 
trollers Institute of America has done 
much in developing simplified systems 
for handling social security deductions 
as well as income tax work. Finally, 
the auditing firm that performs the 
annual audit for a hospital should 
prove a valuable source of help and 
information in setting up and install- 
ing a system to meet the new require 
ments 





What you can expect the HOSPITAL ARCHITECT 


to do for you 


J XACTLY what can you expect an 


Appar 


+“ architect to do for you? 


ently there is some confusion about 


the answer to this simple question 
confusion which results not only in 


} 


personal misunderstandings and em 


barrassments, but sometimes even in 


legal difficulties. Because much design 
and building activity in the hospital 
field is evidently still ahead of us, and 
many trustees and administrators and 


building committee members who 
have not before had direct dealings 
with architects are going to meet them 
for the first time it might be well to 
over the architect 1s 


run job that an 


supposed to do for you—and the 
things he is not supposed to do or is 


supposed not to do 


CAUSES OF CONFUSION 

Although, in a sense, | speak for the 
irchitectural profession, | am quick to 
idmit that much of the misunderstand 
ng that regrettably 


S due Oo the 


sometimes arises 


irchitect rather than the 


client. This is true for several reasons 


First, many architects, very humanly 


that their 
rh th 


suppose clients are more 


tamuiliar with the bus 


ness aspect ction project 
ind neglect 
ot the conta 


irchitect can | 


be expected to pertorn 

If for any reason your par lar I 

tect has tallen into 

means ask him t 

He can obtain for you one of several 

excellent pamphlets outlining the arcl 
" 


rect S services 1 


once the contract 


you to sign, which expla 


things in legal terminology 
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The second cause for misunderstand- 
ings is that a great many capable 
architects talk a professional language 


of their own—not intentionally to 


battle the poor client, but because they 
are used to it and they forget it is a 


patois. So if your man confuses you 


even with talk of elevations and sec 

tions and scale drawings and full-size 

details and outline specifications and 
I 


general conditions and such, or, worse, 


begins holding forth on space flow and 


interpenetration and the thermal en 


vironment and visual perception, my 


idvice would be to rell him to talk 


to you in layman's language. The time 


will come when you may be fascinated 


by the realization that you are spon 


soring an experiment in controlled 


circulation, but at the early stages of 


your contact with the realities of an 


idditional 25 beds and an extension on 


the surgical wing you will want to 


know rather just how this great artist 
| 


ind scientist is going to produce the 


necessary information from which th 
contractor and his surly mechanics can 
build a 


of space 


certain number of cubic feet 


The job that an architect does di 


vides itself into the following cate 


gories of work and responsibility 
Preliminary advice 
Development of the program 
Preliminary drawings, specifications 
nd cost estimate 


Working 


crons 


drawings and spec 
Advice through the bidding period 
ind the letting of contracts 
Approval of samples and checking 
t shop drawings 


Supervision of construction 


Checking and approval of bills and 
issuance Of certificates of payment 

Issuance of final certificate of pay 
ment 

Since there may be some misunder 
standing about the meaning or the ex 
tent of these responsibilities, let us ex 
amine them in some detail 

Preliminary Advice. The hospital 
which is planning to build is wise to 
retain its architect early enough so 
There are 
a building com 


that he can advise on site 
many instances of 
mittee’s having gone ahead on its own 
to acquire a piece of property which 
was found later to be unsuitable, for 
one reason or another. A competent 
architect can help here in several ways 
he can offer technical advice, or obtain 
it for you, on such matters as drainage 
soil characteristics for building pur 
poses, and even the all-important mat 


ter of patterns of future city growth 


MAY HELP IN OTHER WAYS 


It is possible that architectural ad 
vice before any pencil has been put to 
paper may be helpful in other ways 
Perhaps you have been planning to al 
ter or remodel an existing building 
it may be that a trained technician can 
tell almost at a glance that the struc 
ture will not allow it. Perhaps your 
entire building program may depend 
on the feasibility of enlarging the 
capacity of an existing heating plant 
it isn’t necessary to make a full set of 
working drawings to determine the 
answer to that, but professional advice 
at the earliest possible stage is better 
than the guesses of well meaning com 
mittee members 

Your willing to 


irchitect s wuld be 
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advise in all these respects—if you 


have given him a contract—because he 
is actually assisting himself in the later 
stages of his job. It is the change of 
mind, resulting from uninformed early 
decisions, that costs everybody money 
once final drawings have gotten under 
way 

the 


into a 


Development of Program. 


Here we step right controver 


ial question, which will plague us for 


some time, ze. the relationship and 


the separate functions of the hospital 


planning consultant and the hospital 


architect. Presumably the consultant 


will advise the hospital on communit 


needs, present and future; will outline 


in some d facilities that will 


satisfy those needs; will map a_ pr 


gram of expansion; will advise on the 


type of patient accommodation that 
seems most desirable and the surgical 


medical 


will best serve the 


and ancillary facilities whicl 


patients needs The 
" 


1 then take 


irchitect shoul over 
carry that program 


three-dimensional ex] 

translate { nt conce pt on 
, 

i 


will in time become a b 


Why ould the 


be more familiar the tull program 


will do a much more intelligent 


translation working 


eyes open and with full u nding 
second 
explain wl 
and medical 
responsibilit 


reet and 


length of but 


{inances 
! dollars 
cents of budget restra 
ng influence « Ye an inspit 
ing infl 


letermination 


lence period 
may even want 
preliminary sketches 
pad of paper in your office 
to make some lightning cal 
a ‘ 


regard ( Cost 


may want 


culations 
technical 


event he will be a 


where consultant iS 
] 


your 
an administrative adviser 
] ] 


1ucater 


ink 

been e 

ind you shot 

tage of his abilities 
Preliminary Design. 

ssured by you 


the building is 


irchitect has been 


the program for 


iccurate as possible he will be 
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ings some actual translation into one 


line, very sketchy, very preliminary 


drawings. Again the question of his 
relationship with the consultant (if 


you have one) is likely to come up 
Some hospital planning consultants, as 
part of their practice, supply prelimi 
nary drawings. | think this is a serious 


mistake 


SHOULD STICK TO HIS LAST 


is true that some few consultants 
maintain an archi 


tion. When 


they should draw a 


that 1: 


believe 


be tween 


and 


nection their prac 


rchitects their 

irs. If 
person, of 
iltant and 


He is then entitled to two 


practices 


you wish to retain 


such a firm, as both 


cons architect, no conflict 


his consulting services 
his architectural services 


cases where you retain 


planning consultant to help you 


levise a program for your new of 


extended building, and then retain an 
rchitect that program 


the usual situation) I believe they 


in and should work together 
nd fruitfully 


oO his own professional activity For a 


amiably 


but each one must stick 


onsultant to submit drawings (graph 
c translations of his program) 1s as 


would be for the 


to estimate the 


wrong as it architect 


number of hospital 


he community will need in 10 


Neither 


loing the work of the other 


is trained to do or fully 


comes down t this your 


Wt ‘ 
will begin submitting to you 


roughly the 


indicate 
] 
i 


that will house 


shel 


program calls for 


approved one, he will 


and determine, with 


construction methods 
principal materials of construction 


finish the items of 


eq inpme¢ nt 


These matters he will incor 


in an outline sort of document 
spe 
puts 


lecisions that have 


fication. The 


down on 


nrel; _— 
preitiminary 


been 


made for good reasons, and it enables 
him to proceed to the next job—the 
preparation of a preliminary cost es 
timate. 

One thing your architect should tell 
you at the beginning is that he will 
never guarantee a cost estimate. He 
cannot; in this upset world prices fluc- 
tuate from month to month; clients 
change their minds (before actual con- 
tracts have been signed) and forget 
that they changed them; finally, after 
all, the architect is not the builder and 
cannot in any way promise to produce 
a certain building for a certain sum 
His preliminary estimates of cost are 
merely guides for you. If you are 
working to a predetermined budget, 
he will discover whether the suggested 
design will be likely to fit into that 
budget; if you intend to raise whatever 
money 1S necessary to Carry out your 
will tell 
figures how much is likely to be re 


program, he you in round 


quired. You will then know, at this 
point, whether it ts necessary to trim 
your sails or whether you can proceed 
happily and optimistically into the 
stormy 

Working Drawings and Specifica- 
tions. The business of architecture at 


seas ahead. 


this point is fairly well known to all 
of us. In common parlance the archi 
Actually, he 


down on 


tect “makes blueprints 


and his technical staff put 
reams of tracing paper everything that 
the builder will have to know in order 
to erect the structure you want. Then 
those drawings are blueprinted for the 
benefit of all 


architect will ask you periodically to 


During this period the 


check what he is doing and to approve 
it step by step. Final decisions are now 
made on all materials and equipment; 
the actual form and shape of the build- 
ing in all of its indicated 


graphically on the drawings that are 


parts 1S 


being prepared; a husky book is writ 
ten, putting into words that comple- 
ment the drawings all those things and 
methods and instructions that cannot 
be drawn but must be specified 
Bidding and Letting of Contracts. 
It is entirely up to the client to decide 
what contractors he wants to invite to 
bid on the completed contract docu 
ments, and even to decide whether he 
wants to go through the process of 
competitive bidding or invite one se 
| work on a 


1ect¢ contractor to do the 


cost-plus basis. The architect can only 


idvise this point. His advice should 


be utilized, because he knows the ad 
vantages and disadvantages of various 


types of contracts, and he probably has 
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had experience with various individual 
builders. The architect will see to it 
that the contractors who are bidding 
are provided with the necessary docu- 
ments (your contract with him will 
state how many sets of sometimes ex- 
pensive prints he is obligated to pro- 
vide) and he will receive the sealed 
bids and open them in your presence 
One 


very low bid may be suspicious for a 


Again his advice is invaluable 


reason that he will recognize. Two 


extremely close bids may not be as 
near to one another as they seem, for 
stipulated reasons that he will under- 


stand. 


Thus, on your architect's advice, you 
sign a contract—and then, for the good 
of all concerned, your relationship with 
your architect changes. Up to this 


point he has been your agent, pro 
tecting you exclusively from the mean, 
cruel world. Now he becomes an im 
partial arbiter between you and the 
contractor, representing the interests of 
both of you, for the objective good of 
the completion of the building. It is 
now his duty to see that all provisions 
of the contract (based on his draw 
Ings) are carried out; if the contractor 


is unreasonable, he will bring him back 


to reason; if you are capricious, he will 
explain that you are harming your own 
building. 

Supervision of Construction. To 
accomplish this objective and techni- 
cal job, the architect will supervise the 
construction very carefully. He will 
not, however, spend his full time, or 
the full time of one of his employes, 
on the job, unless you make special 
arrangements. There is a distinction 
between architectural supervision ( pe- 
riodic visits, strategically planned) and 
continuous inspection. Based on his 
supervision, he will certify to you the 
requests for payment which the con- 
tractor now begins sending you at reg- 
ular intervals. This certification assures 
you that the work for which the con- 
tractor is billing you has actually been 
done; that the materials for which he 
is charging you have actually been in- 
stalled or are on the site. The archi- 
tect’s judgment is important here, be- 
cause a layman cannot always tell the 
value or the quantitative proportion of 
the work accomplished through the 
slow-moving early parts of a construc- 
tion proyect 

Through this period the architect 
is doing other important things as 


Medicine and the Modern State 


HE effects of the and 


features of the 


general 
special modern 
medicine 
Medicine 
Sir Harry 
Platt, M.D., appearing in the Britis/ 
Medical Journal of March 4, 1950 

It we profession of 


state upon the practice of 


are analyzed in an article, 


and the Modern State,” by 


consider the 


medicine as an “independent self-gov- 


erning guild within the framework of 


any contemporary society’ how far 1s 


this independence and autonomy com- 


patible with the aims of the modern 


considering 


modern 


state? In this question, 


the term state’ refers to the 


collection of “nation states which be 
long to the world of Western Civiliza 
tion 


The 
stare 


author divides his “modern 


into two components, the politi 


cal and the economic. From the first 


of these he sees no challenge to the 


integrity of medicine as long as the 
state remains a “device of government 


rather than an end unto itself 


In the economic area when “med 


icine tends to fall in line as merely 


a number of social services 


‘medicine tends to 


one ot 
in a welfare state, 
lose some of its traditional isolation 
It then becomes more sensitive to con- 
sumer interest and its relation to its 
employers “becomes 
rather than status 
The 
this change is a threat to the profes 
the time. There are 
dangers, he feels, listing the mass pro- 
duction, high-pressure 
and the “lack of opportunity of any 
satisfaction 


one of contract 


author does not believe that 


sion at present 


atmosphere 


citizen seeking outside 
framework of an 


All disadvantages, however, 


the administrative 
utopia. 
must be weighed against the single 
that “In the 


cost of modern medical care has out- 


fact every nation today 
stripped the capacity of the great ma- 


jority of citizens to meet it from 
current earnings or savings no matter 
how high the average standard of liv- 
ing may be."—JOHN D. THOMPSON, 


Vontehore Hospital, Neu Y ork City. 


well; he approves (or disapproves) the 
various subcontractors whom the build- 
er proposes using; he checks the ma- 
terials going to the job against the 
specified requirements; he checks the 
shop drawings and installation drawing 
that many suppliers provide; he pro- 
vides some last-minute details for con- 
ditions that could not have been fore- 
seen, he scrutinizes suspiciously any 
requests for extra payments. Finally, 
when the last item of work has been 
done, he will issue a final certificate of 
payment, and his work will be done. 


THINGS THE CLIENT SHOULD KNOW 

There are certain general things 
about an architect and the way he op 
erates which his client should know 
For instance, he does not compete with 
his colleagues on the basis of fees or by 
The 
fees are determined, usually, by his 
local American Institute of Architects 
chapter. While not 
here to these fee schedules, you will 


means of submitting sketches 


all architects ad 


find that the variations are slight, and 
not determine which of several 
are 


will 
firms you might use. “Sketches” 
really the preliminary solution to your 
planning problem, and are the archi 
tect’s creative effort have 
signed a contract with him. There are 


after you 
regularized ways of conducting com- 
petitions, and the A.L.A. should be con- 
about them if 
choose your architect in that manner 


sulted you desire to 
which is a good way to do it, but likely 
to be expensive for the sponsor 

There are various choices in the type 
of contract the client may sign with 
the architect. A growing trend is ap- 
parent toward the cost-plus-fixed-fee 
contract and the 3x drafting cost type. 
In the case of the latter, the assump 
tion is that if the architect charges you 
a fixed hourly rate for each hour his 
staff spends on your project, a similar 
rate for overhead and again a similar 
rate for his profit, you will be paying 
only for the time consumed on your 
job, and he will be assured of a profit 
after all expenses. Many architectural 
firms and their clients are finding this 
an equitable arrangement 

All in all, you will find your archi- 
tect a serious, well trained man who 
is part business man, for your interests 
as well as his own, part professional, 
with high standards of operation, and 
part artist and creative thinker, with 
the necessary imagination to find a 
satisfactory solution to your problem 
That is, he will be all those things if 
you retain the right architect. 
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ARCHITECT'S RENDERING OF THE UNIVERSITY OF NORTH CAROLINA HOSPITAL, CHAPEL HILL, N.C. 


“RACE TRACK” PLAN 


THREE-LEVEL hospital with nurs 

ing floors planned like a race 
track is the unusual creation that 
Schmidt, Garden and Erikson, archi 
rects, and Ray Brown, consultant, have 
designed for the University of North 
Czrolina at Chapel Hill. The completed 
hospital will have 400 beds and will 
be finished at an estimated total cost 
of about $4,300,000, including steriliz- 
ers, elevators and kitchen equipment. 
Total construction costs will come to 
approximately $1.22 per cubic foot, 
an extremely low figure, explained only 
by the “fat 
Unquestionably, the most unusual 


plan 


feature of the hospital is the unique 
double application which 
gives plans of the nursing floors the 


corridor 


appearance of a race track, with nurses 
stations in the oval at each end, service 
rooms in the “infield” and patients’ 
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cuts down the distance from 


nurses’ stations to patients’ rooms 


rooms around the perimeter outside 
the “track.” Each nursing unit com- 
prises about 40 beds which allows tor 
economy in staffing. But the double 
corridor plan keeps the nursing serv- 
ices within reasonable distance of pa- 
tients’ rooms. Under this plan, the 
average distance from the nurses’ sta 
tion to patients’ rooms is only 32 feet, 
a considerable economy compared to 
most conventionally planned nursing 


units. The area per bed is 238 square 


NORTHRUP and O'BRIEN 
Winston-Salem, N.C. 


SCHMIDT, GARDEN 
and ERIKSON 
Chicago 
Associated Architects and Engineers 


RAY E. BROWN 


Hospital Consultant 
hicago 


feet, or somewhat greater than the 
space usually provided 

Every room and ward has adjacent 
to it toilet facilities, which will reduce 
nursing time a great deal. The toilets 
also serve to some extent as subutility 
rooms inasmuch as bedpans can be 
emptied there 

A hogback ridge on the hospital 
site made it necessary to plan the 
building on three different levels 
Virtually a new hospital, the building 
also embraces a small infirmary that 
was operated by the university 

The hospital does not have a laundry 
or steam power plant, as these services 
are furnished through central facilities 
serving the entire university campus. 

The outpatient department is de- 
signed for 90,000 visits a year and is 
arranged departmentally on a flexible 

(Continued on Page 62.) 





PLANS OF THE 


UNIVERSITY 


OF 


NORTH CAROLINA 


HOSPITAL 















































FIRST FLOOR 


Top: Plot plan showing the relation of the new hospital to the 
existing structures. Center: The first floor houses the outpatient 
department which is designed to handle 90,000 visits a year. 
Also on the first floor (see opposite page) are the admitting, 
administrative and nursing offices and the cafeteria and main 
dining room. Opposite page, top: A separate cancer research 
laboratory is located on the fifth floor of the west wing of the 
new building. Opposite page, bottom: Basement plan showing 
dietary department, central supply, locker and storage rooms. 
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plan which permits departments or patients and visitors, but no such sep 
clinics to expand examining and treat aration 1s required in the outpatient 


ment spaces as the load requires. The department, where this problem can be 


irchicects believe that the long ‘skinny met by arranging for all colored pa 


ITI Li 


outpatient department should be a tients to be seen on certain days of 


} 


thing of the past in these days of the week 


1 
4 


conditioning which permits th a Elevators are so placed in relation 
ning of these departments to obt: to nursing units and service facilities 


} 


streamlined, flexible and efficient out that the same elevator space may be 


patient service within the building at used for either service or visitor traftic 


CAL 
1 


in extremely low cost lepending on the loads 


The hospital itself provid duplhi The operating room suite has been 


ra 
boo 
a 
=. 


facilities for color { Vit planned to provide a scrub room for 
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Opposite page: The plan of the 
sixth floor is an excellent ex- 
ample of the double corridor 
plan which gives the nursing 
floors the appearance of a race 
track, with nurses’ stations in 
the oval at each end. The pa- 
tients’ rooms are on the outside 
of the track, within easy access 
of the nurses’ station. Right: 
The pediatrics department. 
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Above: The second floor of the outpatient department (see op- 
posite page) includes treatment rooms, laboratories, and x-ray 
section, which extends into the east wing. The operating suite 
(above) provides six operating rooms, a scrub room for each 
pair and a preparation room for each operating room. 


each pair of operating rooms and a 
preparation for 
Six 


room each operating 


pro- 
vided altogether for the 400 bed hos- 
pital, a low ratio made possible by 
the fact that the university staff per- 


room operating rooms are 


mits somewhat closer control of op- 
erating hours than is possible in the 
usual voluntary hospital 

The double corridor plan places all 
service rooms on inside corridors. That 
such “inside rooms” are satisfactory 


has been demonstrated in many in- 


stallations where adequate ventilation 
is provided, the architects point out. 
In a fairly warm climate, it is added, 
inside ventilated fre- 


workrooms are 
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quently more satisfactory than are out- 
side rooms where exposure to sunlight 
at certain times of day may elevate 
room temperatures uncomfortably. 

In making over the former infir- 
mary, the plan used the first floor of 
the old building for housekeeping, 
stores, repair, and 
other service space. The second floor 
of the old building is still used for 
examination and treatment of univer- 
sity students and the third and fourth 
floors are the maternity department 
(white and colored) of the new hos- 
pital 

The west wing of the new building 
adjoining the old infirmary houses the 


furniture records 


outpatient department and service fa- 
cilities in lower floors and a separate 
cancer research laboratory department 
on the fifth floor. The third floor of 
this section of the building is devoted 
to staff offices. 

On the floors that have the large 
wards provision has been made for 
dangerously ill or disturbed patients in 
single and double rooms to which they 
can be moved. 

A decentralized food service is 
planned which places the diet kitchen 
right on the floor. Again because of 
the double corridor construction, both 
nursing units can be served from the 
same diet kitchen 





Hospital Rates and Public Welfare 


From the welfare official's point of view 
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pital are to be settled at $7 or $7.25 
per day by the local welfare commis- 
sioner, or whether John Doe is a 
proper public charge at all. 

The public welfare official is but 
one agent among many of a unit of 
government and he has certain duties 
to perform. Among these duties is not 
the responsibility to determine such 
a basic issue of public policy as 
whether the particular unit of govern 
ment of which he is a part shall under 
write the cost of hospital care to the 
community at large, and if so, to what 
The 


some that hospital deficits are a direct 


extent assumption advanced by 
measure of the failure by government, 
meaning the public welfare officer in 
particular, to recognize its responsi- 
bilities does not stand close examina 
tion. How much of deficits are attrib 
utable to generous financial treatment 
admitted for care 


of those who are 


at their own cost and how much to 
internal business practices of the hos 
pital are seldom weighed in this con 


nection 


GOVERNMENT HAS AN INTEREST 


If hospitals reach a point where 
their financial base becomes precarious, 
government, representing the commu 
nity, has an interest and a concern 
But that concern must be expressed 
by the general governing body or au- 
thority of the unit of government, 
which alone can deal with broad mat- 
ters of general policy. It alone can 
determine whether steps can and shall 
be taken, in effect, to provide a subsidy 
for general hospital care for all mem 
This deter 


bers of the community 


mination is not within the authority 
of the public welfare official to make 
idministratively, even though the me 
chanics available to him—that of ad 
justing upward rates for public wel 


fare charges and opening the doors 


to certihcations—mMay seem inviting 


Such over-simplification of the prob 


lems of hospital financing into a 
situation of the hospitals versus public 
welfare, a tendency so marked in re 
years, has been thoroughly re 
viewed in the New York State Hos 
pital Study made by Columbia Un 
for the State Joint Hospital 


and Planning Commission. As 


cent 


versity 
Survey 
shown by that study the proportion 
of hospital care purchased by public 
welfare agencies, in fact, by all gov 
mental agencies, is so fractional that 
no defensible adjustments of rates in 
that area of service alone will solve 
readily the inherent issues 

Continued on Page 66.) 
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An administrator speaks for 


THE HOSPITAL’S SIDE 


CARL P. WRIGHT 


Administrator 
Syracuse General Hospital 
Syracuse, N.Y. 


BELIEVE I can speak for all hos- 

pital administrators when I state 
that we expect at least actual cost from 
all tax-supported agencies, whether 
local, state or federal. There is prece- 
dence for this Food, 
clothing, rent, fuel and any other client 


requirement for which a tax-supported 


ex pec tation 


agency is responsible are purchased in 
the open market at a price that per- 
mits profit 

It is argued that hospital care is not 
a fixed product whereas a can of beans 
or a ton of coal is a recognizable unit 
of merchandise. We in hospital admin- 
istration know that some hospitals have 
higher costs than others; therefore, in 
our county we are perfectly willing 
to accept a weighted average of the 
several hospitals doing business with 
the local welfare department. We al- 
ways suggest to the commissioner that 
he forget the per diem cost for the 
much the 
hospitalization given client 
actually costs his department. He will 
find that in comparable cases the 
higher cost hospital with more and 
better services may be a better invest- 
ment; however, by using the weighted 
average he obtains a satisfactory ar- 


moment and find out how 
for a 


rangement, although the better hospital 
loses and the poorer hospital gains 


INSIST ON FULL COST 

Unfortunately, the hospitals in some 
communities do not pursue the quest 
for per diem indigent rates on the 
basis of cost as actively as others do 
In our county, where we are getting 
close to actual cost, we are constantly 
reminded by the board of supervisors 
that the county is paying much more 
than are other welfare districts in the 
state, which 1s, Our 
state association is constantly urging 
reimburse- 


of course, true 


insist on 
ment Eventually they 
will do so and eventually our state 


its members to 


based 


on cost 
agencies will come into line 

In the past, when hospital costs were 
lower, when the amount of indigent 


care was a negligible percentage of the 
hospital's business, it did not make too 
much difference whether we obtained 
cost or not. Now that our government 
has become paternalistic and is ex- 
pected to provide from the cradle to 
the grave, this percentage has been sub- 
stantially increased. This fact coupled 
with the sharp increase in hospital 
costs makes it necessary that hospital 
administrators insist on reimbursement 
at cost. 


THERE IS NO CLEAR PATTERN 


While we can negotiate the rate for 
the care of those on the welfare rolls 
we are still faced with the problem of 
medical indigence and we are in con- 
stant argument with welfare depart- 
ments as to acceptance or rejection of 
this class of patients. There seems to 
be no clear pattern of determination. 
We feel that if a person who is able 
to meet the ordinary financial demands 
of a family is unable to do so in the 
emergency of sickness, the welfare de- 
partment should assume the responsi- 
bility. Some commissioners take the 
position that if income shows a sur- 
plus over a welfare budget sufficient to 
pay hospital bills within a six-month 
period, the application for help should 
To this ruling we object 
but without much avail. 


be rejected 


In New York State, the law spe- 
cifically defines the responsibility of 
the welfare commissioner in that he 
must provide medical and hospital care 
to his clients either in his own institu- 
tion or by contract with existing facil- 
ities. This is fine as far as it goes but 
the commissioner has wide powers in 
determining who are his clients 

The only answer I know of is edu- 
cation of commissioners and legisla 
tive bodies to the facts that voluntary 
hospitals are nonprofit and community 
owned; that they must be adequately 
reimbursed if they are to continue to 
give service; that philanthropy should 
be used solely to make up the differ 
ence between the part-pay patient's 
bill and the actual cost of his care, and 
that the tax-supported welfare depart- 
ment is not entitled to any part of the 
hospital S endow ment income 








It does remain for governmental 
agencies in purchasing service to pay 
fair rates,” but “fair rates” have be 
come obscured by attempts to arrive at 
actual cost,” a matter quite distinct 
ind different in conceptual and actual 
setting. Much has been written on the 


subject of hospital accounting, im 
provements therein, and the develop 
rates reflecting 


ment therefrom ot 


actual cost” of services rendered. In 
theory and principle the development 
of better classifications and cost sys 
tems for hospital accounting purposes 
seems to hold much promise. Given 
such, there remains the problem of 
uniformity and consistency in their de 
velopment and application on any 
widespread scale 


In pursuing a so-called “actual cost 


basis tor settling governmental pay 
ments for hospital service, the general 
approach often seems to lean too heav- 
ily on concepts and practices more 
appropriate to a Competitive commer- 
cial venture, ignoring the distinctive 
elements that make our hospitals the 
unique Community service institutions 
they are 

This is not to gainsay the values 
which sound accounting principles and 
practices have to offer for improved 
internal management of an institution 
Development of improved classifica- 
tions and accounting practices and 
their extension so far as possible on 
basis are 
desirable aims to this end. To project 


a consistent and uniform 
them beyond this purpose encourages 


debate and contention where common 





Questions that lead to better care 


‘HE hospital executive who is lucky 

enough to step out of his office 
with its burden of paper work these 
lays and see for himself what is going 
on in his hospital will find much that 
pleases him and also much that dis 
pleases him. He may be looking for 
something that he wishes were there 
and find something that he wishes 


were not there. On the basis of this 


wistful human characteristic in the 
profession of hospital administration, 
we have drawn up the following ques 
Have You Ever 


for the careful consideration of 


tionnaire entitled 
seen? 
our readers 

Diogenes, invoking the help of his 
lamp, might have been moved by paral- 
lel questions when he started on his 
famous search—an episode in the his 
tory of philosophy, by the way, which 
has been the envy of all publicity ex 


With 


a powerful one 


perts since antiquity modern 
lamp in hand and 
electrically lighted, to guide us, let us 
set forth on our quest, as we seek bet 
ter and better methods of hospitaliza 


We 


questions in our own hospitals like 


tion might start with leading 


those that follow 
HAVE YOU EVER SEEN? 
|. A hospital executive who is not 


discouraged over 


the gap between say 
ing and doing 
2. A 


who is happy in her 


nurse with a college 


work 
nurse? 


3. A doctor who turns away a pay 


ing “chronic” patient from his ofhce 


66 


(as he does from the ward of the gen 
eral hospital ) ? 

i. A doctor who does not honestly 
believe that he is practicing psychoso 
matic medicine? 

5. A 


therapeutic 


board that takes a 


interest in the employe 


medical 


who is addicted to alcohol? 

6. The application of a successful 
method by which the practitioner will 
be remunerated for preventing illness 
and for writing prescriptions other 
than medication or surgery in his work 
of cure and rehabilitation? 

An accountant who does not be 
lieve that he alone holds the key to suc 
cess in hospital administration? 

8. A successful volunteer hostess in 
the admitting room of a hospital? 

9. A member of the attending statt 
who sits down for at least one minute 
at the bedside of every patient, with 
out exception, in a large ward during 
rounds? 

10. A social statistician on the pay 
roll of a 

11. A mechanical appliance that is 


hospital? 


as satisfactory as the original organ or 
limb it replaces? 

12. A 
wont cure 


13. A hospital wind up its activities 


hospital ill which 


money 


for the year with a profit for anyone 
but its patients? 
14. A 


which did not add to our knowledge 


postmortem examination 


of medicine? 


A hospital executive's dollar in 


crease in value 


E. M. BLUESTONE, M.D 


sense and mutual understanding are to 
be preferred. 

Both hospitals and public welfare 
departments are social agencies and 
must deal with the range of human 
problems. Neither hospital adminis- 
tration nor public welfare administra- 
tion claim precise technic and 
scientific Human problems 
do not readily classify themselves into 


can 
methods 


a tew convenient Categories, and those 
deal them must exercise 
considerable latitude and judgment 
Neither the hospital administrator nor 


who with 


the public welfare official can exercise 
his duties completely oblivious of 
So when the hospital admin- 
istrator levels a charge at the welfare 


others 


official of being too restrictive in au 
thorizing medical indigency, and the 
welfare official asks “What am |, a 
collection agent for the hospital?” no 
formulas can substitute for the mutual 
discussion and understanding that 
alone can provide a basis for ironing 
out the situation 

By the same token, fair rates for 
hospital care can be equitably arrived 
at, not by 
or leave it, 


Here's our price; take it 
but by laying out the 
facts by both sides and then negotiat 
ing what is practicable and reasonable 
Adamant conviction that a given set 
of figures actual 


represents cost is 


not a basis for this. Nor is an insensi 
tiveness to the position a public wel 
fare official faces as the rates he pays 
rise substantially above the stated ward 
charges to citizens who pay for their 
He must ultimately 
before the 
budget and financial authorities of his 


own care in wards 
support his agreements 
unit of government 
which he has fully and freely partici 


Negotiations in 


pated, with results he has confidence 
in when seeking the budget he requires, 
obtain for the hospital more than im- 
mediate income; they obtain a good 
will the value of which to a com 
munity agency is indispensable 

By and large, when the hospitals of 
a community recognize and respect the 
obligations and responsibilities of the 
public welfare official, he in turn will 
be more than ready to cooperate on 
all matters fairly and reasonably. Hos 
pital care is a substantial item in his 
budget, and he has a concern for good 
hospital care. To attempt otherwise to 
solve these problems of mutual rela 
tionships is to risk the ultimate loss 
of community good will, upon which 
both the hospital administrator and the 
public welfare official must depend if 
each is to be successful in properly 


discharging his duties 
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Vigorous scrubbing for eight or 
more minutes is the traditional 
procedure before an operation. 
The advent of hexachlorophene 
soaps reduces the scrub time to 
three and one-half minutes if 
they are used continuously. 


URGICAI 


used in hospitals have followed a 


scrub-up’ methods 
conventional procedure for many years 
Traditionally, before an operation, the 


surgeon scrubbed his forearms and 
hands for eight or more minutes using 
it brush and a simple solution of green 
some variety of 


To make 


removed, 


soap or AaNUseptc 


that all 


thorough and vigorous 


soap certain dirt 


was 


scrubbing was an absolute necessity 


Despite this, there was always a ques 


tion as to whether or not all bacteria 


had been eliminate }. inasmuch as cer 


tain micro-organisms are susceptible 


to the action of soap, while others 


particularly those with spores, are 


highly resistant 


Over the years there have 


many antiseptic soaps, but these lacked 


been 


bactericidal also 


antiseptics did 


effective properties 


these not retain their 


germicidal ifter being in 


The 


and related compounds to soaps 


propertic Ss 


corporated in soaps iddition of 


phenol 


was attempted, but irritation to the 


skin when used in the percentages 


necessary to give the best antibacterial 
ction 


was a distinct drawback 


Recently a new antiseptic, hexa 
chlorophene or G-11, 


This 


tremely valuable because its germicidal 


was developed 


antiseptic has proved itself ex 


effects persisted for several days after 


use. Experiments with G-11 conducted 
by C. V. Seastone, W. J. Nungester 
E. F. Traub, D. G. Clark, H. J. Udin 
h W. S u ind many 


shown 1t 


others 


truce 


antise ptic 


retains original 


y Ntiseptic 
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Photograph 


G-11 takes the SCRUB 


out of scrub-up 


MEYER J. GILL 


Associate Director 
Beth Israel Hospital 
New York City 


properties when incorporated with 


soaps Hexachlorophene soaps have 


been proved to be both bactericidal 


° 
and bacteriostatic when used daily 

The use of hexachlorophene soap 
at Beth Israel Hospital has proved sé 


satisfactory in surgical “scrub-ups 


that consideration is being given t 


its us€é as a general dispenser soat 


throughout the hospital. It has also 


been used for the preoperative prepara 


tion of the surgical area. Its use 1s 


also contemplated in soap dispensers 


located in kitchens and lavatories in 


j 


avoid contamination of fooc 


ind help prevent the dissemination of 


order t 


infections 
Before 


chlorophene soaps now on the market 


accepting the new hexa 


the surgical committee of the 
] 


used 


medical 


several of these soaps on 


procedures 


in experimental _ basis Tests were 


conducted in our laboratories over a 


period of several months comparing 
their ettectiveness and qualities 

The hexochlorophene soaps now on 
the market can be divided into three 


classes 
|. Hexachlorophene dissolved in a 
chemical emulsion 

’. Hexachlorophene in bar soap 

». Hexachlorophene dissolved in a 
liquid soap 

1. Hexachlorophene dissolved in 
a chemical emulsion. This was placed 


on trial in the operating room for a 


period of one month. Experience 


showed that it did not lather freely 


Inasmuch as surgeons are accustomed 


to a soap that lathers freely, it was 


difhcult for them to become adjusted 
to this 


combination. This emulsion 


was also found to be more expensive 
in a hospital with an extensive operat 
ing schedule. 

2. Hexachlorophene in bar soap. 


The surgical bar soap was used for 








"SCRUB-UP" PROCEDURE 
USING 
G-11, HEXACHLOROPHENE SOAPS 


Do not enter operating room in street clothes. 


provided. 
‘SCRUB-UP 


TIME FOR THOSE USING G-11 


Wear the scrub suits, cap and mask 


SOAPS 


Time for scrub depends upon previous exposure to G-11 or hexachlorophene soaps. 
A. Those using G-11 or hexachlorophene soaps for the first time, or after a lapse of 


more than two days 


wash according to procedure for 8 minutes. 


B. Daily users of G-11 soaps—wash according to the following procedure for 3'2 minutes 


1. Wet hands and arms up to elbows 


then apply the G-11 soap over the entire 


skin area up to the elbows, with particular attention to the area around and 


between the fingers for 1'2 minutes 


dawdle. 


Massage and lather vigorously. Do not 


Clean nails with sterile orange stick and brush nails and hands for '2 minute 
9 


with sterile brush 


Continue to massage and lather entire skin area up to elbows with repeated 
rinsings and resoapings for an additional 1'2 minutes 

Rinse all soap off hands and forearms up to elbow in running water. 

Dry hands thoroughly on sterile towel which must not touch unwashed portions 
of arms, or brush against the clothing. Dry hands first, then forearms 


DO NOT USE 


ALCOHOL 


Between giove changes, scrub for 1 minute. 


RINSE 


“SCRUB-UP” TIME BETWEEN CASES 


Remove gloves 
Scrub for 1 minute. 


Remove gown 
starting to scrub 


without 
Do not wash hands with alcohol. 


immediately before 
If hands 


contaminating hands, 


are contaminated by touching any object, rescrub regular time of 3'2 minutes 


DO NOT USE 


*Note: Antiseptic Rinses are unnecessary 


Develop a systematic procedure such as 
lather back and sides of thumb, second, third, fourth and fifth fingers 
second and thumb. 


surface and sides of fifth, fourth, third, 
finger nails 


procedure on right hand and forearm 


ALCOHOL 


Continue up anterior surface of forearm 


RINSE 


Begin on dorsum of left hand, rub and 
then palmar 
Pay special attention to 


then dorsum of forearm. Repeat 


Dry hands thoroughly on sterile towel which must not touch unwashed part of arms, 


or brush against clothing 
Put on Sterile Gown 
taminate by touching outside of gown 
Put on Gloves 


cuff of right glove with gloved left hand and slip right hand into it 
left wrist and turn cuff back with right hand 
of glove with either hand during this procedure 
Wrap gloved hands in sterile towel handed to you by sterile nurse and 


on glove table 


Dry hands first, then forearms 
Grasp by shoulders and slip arms into sleeve 


Do not con 


Have strings tied by nurse 
Grasp outside of flap of left glove and slip hand into it 


Grasp 
Wrap gown about 
Repeat on right. Do not touch outside 
Put glove-envelope in basket not 


hold folded hands separated by towel across lower front of chest until actually ready 


to take your place at the operating table 





The 


because of 


short period of time surgeons 


found this unsatisfactory 


difhculry in handling, in contrast to 
liquid soap obtained from a dispenser 
controlled by a foot pedal. We there 
fore returned to the use of the liquid 
However, it is altogether likely 


G-11 


is so effective in penetrating the lay 


Se ap 


that since hexachlorophene, or 


ers of the skin and in preventing in 
fection, it is only a matter of time be 
fore bar soaps on the market for home 
use will contain this valuable anti 
sepuic 

3. Hexachlorophene dissolved in 
a liquid soap. Several manufacturers 
ofttered this type of liquid soap. After 
experimenting with many samples overt 
a period of months, all were found t 
be excellent products and 


Our 
one of the liquid soaps for standard 


ibout equal 


ly effective surgeons accepted 
I 


use at the hospital after making ex 


tensive laboratory studies on many of 


these preparations and taking bacterial 


68 


counts and cultures before and after 
surgical procedures, as well as several 
days after the use of the antiseptic 
hexachlorophene soap. They all lath 
ered well and all reduced scrub time 
to approximately one-third of the orig- 
inal time. If a surgeon uses this soap 
continuously, the scrub time is reduced 
to a minimum, but if it is used only 
occasionally, a “scrub-up” time of from 
eight to 10 minutes is required. This 
is based upon the finding that with 
daily use of G-11, the residual bac- 
terial flora of the skin is consider 
ably reduced for several days 

When G-11 is used exclusively it is 
an eficient agent in reducing the num- 
ber of both the pathogenic and non- 
pathogenic found in the 


skin. G-11 
irritating and 


organisms 
is also nontoxic and non 
does not sensitize the 
skin. In bacteriological tests, not only 
did containing G-11 

flora, but the low 
bacterial count lasted for as long as 


soaps reduc e 


residual bacterial 


four days. The frequent use of a G-11 
soap results in a lower bacterial count 
after two minutes’ washing time than 
that produced by ordinary toilet soap 
after 20 minutes’ washing time. 
With the use of G-11, scrub brushes 
and strong germicidal rinses such as 
This 


sents a saving inasmuch as the hospital 


alcohol are unnecessary. repre- 
used several dozen brushes and almost 
four gallons of alcohol weekly. How 
ever, it is the feeling of the surgeons 
that scrub brushes still should be used 
(but not as vigorously as heretofore ) 
to remove visible dirt from under the 
finger nails 

The remarkably 
flora following the routine use of G-11 


lowered residual 
soap is not the result of bacteriostasis, 
burt of actual killing. Thus the labori- 
and time consuming “scrub-up’ 
technic becomes simplified merely by 
substituting G-11 soap for ordinary 


ous 


soap at the hospital as well as in the 
doctor's home and office. 

The accompanying panel contains 
the directions which have been posted 
at every “scrub-up” station. 


IN CONCLUSION 

1. Alcohol rinses are not to be used 
We that 
hexachlorophene from the skin 


know alcohol extracts the 


2. Hexachlorophene is 


nontoxic 
and nonirritating to the skin. 

3. The use of scrub brushes is re- 
duced considerably and may be elimi- 
nated ultimately 

1. Hexachlorophene, when con 
tinuously employed, will be found in 
the skin four days after discontinuing 
the use of this compound. The skin 
flora returns to a normal bacterial 
range in seven days 

5. The first scrub must be eight 
minutes. It is necessary to repeat this 
if hexachlorophene soap is not used 
daily 

6. Daily use of G-11 soap reduces 
scrub time to one-third 
7. A hexachlorophene scrub reduces 
the number of skin bacteria to approxi 
mately 50 per cent as compared with 
the bacterial count after use of ordi- 
Mary soap 

8. Liquid 


chlorophene is far superior to hexa- 


soap containing hexa- 


chlorophene incorporated in a_ bar 
Sx xp 

9. Continued scrubbing with G-11 
soap does not protect the skin from 
future bacterial contamination 

10. A false sense of security should 
not be assumed unless G-11 soap is 
being used continuously 
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THE HOSPITAL OF THE MONTH 


GOU VERNEUR is the focal point 


of the three North Country hospitals 


Project Cost: $980,180 (including group | and II equipment) 


HE new 62 bed hospital at Gouv 

erneur, N.Y., is one of a group of 
three that will be coordinated and in- 
tegrated as the North Country Hos 
pitals in New York State’s fast de 
veloping northern section west of the 
Adirondack 


Lawrence 


Mountains in the St 
Valley 
Alexandria Bay and 


The hospitals at 
Canton (the 

H ll Burton 
form the 


thousandth to receive 


aid) are the others which 


North Country Hospitals 
Gouverneur is specifically planned 


to function as the focal unit of the 


three hospitals. Top medical direction 


ind administrative activities will be 


centered here. Its laundry will 


Alexandria Bay 


serve 
Canton, as_ well 
Star Lake, a 
Bulk 


storage facilities will provide periodic 


and 
as the new hospital at 
mining community to the east 


necessities to the member hospitals 
The larger than normal radiographic 
department will cooperate with indus 
try, especially the talc, zinc, lead and 
iron mining and milling industries of 


EDWARD JOHN NOBLE HOSPITAL 


Cost per bed, $15,809 


ROBERT W. CUTLER 


Skidmore, Owings and Merrill 
Architects and Engineers 
New York City 


the area, in order to intensify the 
studies of industrial hazards involved. 

The environmental aspects of plan- 
ning are ideal. The site, one of sev- 
eral considered, overlooks the Gouver 
neur business center from a promon 
tory 85 feet above the Oswegatchie 


River 


adequate parking with more space 


Provisions have been made for 


available through the acquisition of 


adjacent properties as housing de 


mands decrease. Practically all pa 
tients’ rooms are properly oriented to 


the south looking out over a sweeping 


bend of the river, which provides a 
pleasant and expansive view. The en- 
vironment leaves nothing to be 
achieved 

Generally, all facilities have been 
provided for a 100 bed hospital. The 
structural and mechanical systems have 
been designed to provide an additional 
nursing unit on what is now the roof, 
as the need arises in the future. As 
planned, the basement will house the 
boiler plant, receiving and storage, 
kitchen, dining rooms, laundry, nec- 
ropsy room, and garage for the truck 
The first floor will 
house the administrative offices, the 
outpatient department with diagnostic 


and ambulance 


facilities of radiology and pathology, 
doctors’ offices, and a compact medical 


nursing unit. The second floor will 





FLOOR 


contain the operating rooms, surgical 


nursing unit, the delivery rooms with 


obstetrical nursing unit and nurseries 


The future third floor will provide an 


idditional nursing unit. The accom 


panying plans show in detail the rela 
tionship of the departments 

building 
North Country Hos 
ated for 


Standardization 


Engineering systems and 


materials of the 
pitals have been closely integr 
maintenance purposes 


been achieved wherever possible 
Light gray face brick backed 


block split tile ind 


witl 


plaster 


STORAGE 


L — 


GROUND FLOOR 


The first floor houses the administrative offices, the 
outpatient department with diagnostic facilities for 
radiology and pathology, doctors’ offices, and a 


medical nursing unit. 


The radiographic department 


will work with local organizations in studying haz- 
ards in talc, zinc, lead, iron and milling industries. 


in 


continuous windows, glazed with her 


metically sealed insulated glass, arc 


shaded by cantilevers which cut off 


the high hot summer sun yet allow 


the warm, cheerful rays of the winter 


sun to penetrate into the entire are: 


of the patient's room. Structural steel 


trame ts supported on reinforced con 


crete foundations web steel 


Open 
joists support the floor lath and mono 
ithic concrete slab; the joists are cov 


ered with wire lath and vermiculite 


plaster in order to meet hreproofing 


st ind irds 


Interior finishes are simple 


aanitaa| 


and have been selected for durability 


and ease of maintenance. Ceramic or 


glazed tile has been employed in areas 


where water is used extensively. Was! 


ible wallpapers are used in all patient 


j 


ireas and painted plaster is used in 


others. Generally, the floors are to be 


covered with asphalt tile 
features are modern 


only mod 


Engineering 


Elevators ern automat 


elevators in Gouverneur) are duplex 


collective, completely automatic and 


operate as a team Air conditioning 


is provided for operating rooms, de 


Maintenance services, such as laundry, housekeep- 


ing, and boiler room, as well as kitchen and dining 


areas, are located on the ground floor. The laundry 


will serve Alexandria Bay, Canton and a new hospi- 
tal at Star Lake. Space for bulk storage will provide 


periodic necessities for the other three hospitals 


_ Ones Bas starr = FO UA MEN LR 
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Operating rooms, surgical nursing unit, delivery 
rooms, obstetrical nursing unit and nurseries are on 
the second floor. Provision is also made on this floor 
for an isolation unit. When the third floor is added, 
it will provide an additional nursing unit. Elevator 
penthouse was designed to handle the addition. 


NURSES NURSES | PANTRY fl 


= 8 


4 BE0S 2 8EDS | 2 BEDS) 2 BeOS PREMaT ry exam , Ae, 


Other 
emer 


livery rooms and _ nursery 


mechanical features include an 


gency generator in the event of power 


failure; electrically operated kitchen 


equipment, including ranges; telephone 


outlets in every room; oxygen, com 


pressed air and vacuum piped to oper 
ating and delivery rooms; oxygen and 


vacuum to many patient areas in 


candescent lighting throughout; local 


fire alarm system; oil-fired automatic 


packaged unit” boilers; complete 


ventilation system in toilets, utility 


rooms, kitchen and other service 


spaces 
Edward J. Noble 
in this area, was deeply interested in 


who has his roots 


assisting each community with respect 


In the first instance 
Noble 
offered to ad 

f the bal 


ince could be raised within the commu 


to fund raising 
John 


Conn 


the Edward Foundation 
ot Greenwich, 
vance half the capital costs 
nity. The communities accepted the 
challenge and in each case bettered the 
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allotted quota. Preliminary plans were 
drawn but estimated costs far exceeded 
the money available. The New York 
State Joint Hospital Survey and Plan 
ning Commission under the able dire« 
of Dr. John J. Bourke, and as 
sisted by the Syracuse Regional 
Hospital these 
projects and Hill-Burton grants were 


tion 


Council, approved 


made available. The Gouverneur and 
Alexandria Bay projects are now under 


the early 


construction; Canton ts in 
planning stage 

Perhaps the most significant factor 
in the success of the Gouverneur Hos 
pital is due to the efforts of hospital 
chairman Albert E. Boughner and his 
board of trustees, which is composed 
of people sincerely interested in the 
welfare of the community. This board 
has worked tirelessly during the fund 
and construction 


raising, planning 


stages of the hospital. Its energies 
establishing 


good relations between hospital and 
The Tribune-Pres 


published a story each week during the 


were directed toward 


community local 


various stages of the growth of the 


hospital, the most interesting of which 
appeared during the construction stage 
Excellent progress photographs were 
taken by the staff, and the local airport 
manager took many from the air 
Purely from a planning standpoint 
we have always maintained that no 
building is any better than the co 
between and archi 


operation owner 


tect In this case the relationships 


have been excellent. The people of 


Gouverneur clearly stated their pro 
gram; the architect has used his tech 
nical knowledge to interpret this pro 
gram 

One 


project with mixed feelings, satisfied 


completes the Gouverneur 
that the building is nearing successful 
completion, but also regretful that our 
contacts with the community will be 
more infrequent 

The community must now direct its 
energies toward the operation of the 
North Hospitals, of which 
Gerald F. Wagner, a graduate of Buck 


nell University and Columbia Univer 


Country 


sity's hospital administration course 


is the administrator 


The hospital presented here has been selected 
as The Modern Hospital of the Month by a 
committee of editors. Award certificates have 
been presented to the hospital, the architects 
and the state officials. A similar award will be 
made by The Modern Hospital each month. 





Doctors state their views on 


NURSING EDUCATION 





“Our present nurses’ training seems to 
be founded on the moving belt principle; 
it is the nurse who keeps moving. Instead 
of dividing the patients among them, nurses 
have divided the work, undertaking a round 
of this or a round of that—two to make 
beds, two to give bedpans, two to serve 
the dinners—until every patient appears to 
the student nurse as an incident in a series 
of chores. This may be the quickest way of 
getting the work done, but it is not bedside 
nursing. To the student 
should be 
care of an individual patient 

‘Bedside 


now. A degree in nursing is not needed to 


nursing technics 
presented as incidents in the 


nursing is the greatest need 


supply this need. If all the nurses of the 


future are to be degree nurses, the cost 


of medical care will rise. The present trend 


toward socialization and- centralization in 
nursing education is in great part to be 
condemned and vigorously opposed by the 
medical profession." 

"The average nurse today is being trained 
primarily as a ward executive rather than 
@ person to provide direct nursing care to 
the patients. Programs which provide every 
student with that 


needed to give adequate bedside care are 


training well beyond 
as costly and uneconomical as are the trends 
toward overspecialization in medicine. 

‘The desire to be a nurse should be the 
first requirement, then character and back- 
ground should be considered, with scholastic 
selection of 


attainment counting least in 


applicants for training.’ 





HESI 


ous expressions ot opinion resulted 


and many similarly vigor- 


recently when members of the Wash- 
ington State Medical Association were 
isked for 
education and 


their Opinions on nursing 


present needs for im- 
provement in nursing care of the sick. 
The survey was conducted by the as- 
committee on 


William N. 


chair- 


sociation’s advisory 


nursing education. Dr 
Myhre, Spokane internist 


man of the committee conducting the 


was 


was the purpose of the 
Myhre 
to inquire 


survey It 
committee,” Dr said in pre 
senting its report, into the 
general conditions of nurses, nursing 
and The 


profession, being closely allied to that 


nursing education nursing 


of medicine, deserves the critical ex 
amination and sympathetic help of the 
latter. Members of the committee are 
convinced that a cooperative spirit be 
tween the two professions must be 
preserved if progress is to be made in 
While 


which 


solving common _ problems 


there are elements in nursing 
are adamantly resistant to interference 
by medical inquiry, the experience has 
generally been that the spirit of co 
rank and file 


operation between the 


72 


of doctors and nurses is in good re 
pair. This committee came into being 
by reason of a common feeling that 
service is not at its 
This 


interested in 


present 
traditional 


nursing 
level of excellence 
committee has been 


learning why this feeling exists, 


whether it is justified, and what reme 
dies may be applied to correct it 
Investigations of the committee 


were characterized by informal dis- 


with a number of 
hospital 


Cussions doctors, 


nurses and administrators 
throughout the state, the chairman re 
ported. In addition to the question 
naire survey of opinion among doctors, 
the inquiry included study of nursing 
and nursing education reports of state 


and national groups, meetings with 
nursing representatives, statistical stud- 
ies and reviews of standard nursing 
education texts 

Among the most significant findings 
of the committee were the results of 
the physician Nearly 1000 
doctors, more than half of those polled 
Briefly 


the results showed that 


survey 


replied to the questionnaire 
summarized, 
1. Ninety-two per cent of the doc 


tors feel that modern educational 


methods are not furnishing enough 
nurses. 

Seventy-five per cent of the doc- 
tors believe modern educational meth- 
ods are not producing nurses ade- 
quately trained in the care of the sick 

3. Eighty-three per cent of the doc- 
tors believe that liberalizing nursing 
would 
shortage and 
the basic 


school entrance requirements 
overcome the 
would be 


requirements of the nurse who cares 


nurse 
consistent with 


for our patients 


FINDINGS CLOSELY CHECKED 


The almost unanimous opinion that 


present educational methods _ have 


failed to produce adequate numbers 
gave the 


que stion 


of properly prepared nurses 
committee concern that the 
been “loaded”—or 


might have 


so worded as to produce a predilection 


naire 


toward these responses, Dr. Myhre re- 
ported. Therefore, the findings were 
checked with an earlier survey on the 
same subject made by a national medi 
cal group. No significant variations 
of opinion emerged from the compari 
son, it was reported. On the other 


hand, a conference with state nursing 
education officials failed to produce 
any constructive agreement as to what 
is needed in nursing. “It was the ap 
parent ot the 


nurses that the main problem in nurs 


unanimous opinion 
ing education is an inadequacy in the 
number of students,” the report of this 
conference stated, “and that the solu 
tion lies in making nursing a more 
attractive profession to the prospective 
student. It was denied that anything 


could be amiss with the content or 


philosophy of nursing education or 


with the requirements for entrance 


into nursing schools. [State nursing 
leaders} agreed, in view of the with 
drawal of the student's service from 
the bedside, that the costs of nursing 
education should not be borne by the 
patient, as now obtains, but suggested 
that the government take over this ex 
pense 

Reviewing nationwide nursing and 
hospital statistics, the committee then 


considered the fact that while hospital 
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admissions and the number of prac- 
ticing hospitals had in- 
creased approximately 50 per cent in 


nurses in 


10 years, the average daily census of 
hospitals was up only 3313 per cent, 
so that actually nurses were caring for 
fewer patients today than ever before 
The committee acknowledged that in 
ways the individual 


some patient iS 


today a greater nursing task, but in 


sisted that there are factors on both 
sides of this particular question 

Feeling that the statistics did not 
conclusively demonstrate the shortage 
of nurses that both medical and nurs- 
ing groups conscious of, the 


committee proceeded to an explora- 


were 
tion of “the philosophy and character 
of nursing education that produces a 
quality of nursing care of which doc- 
distrustful in 
This 
exploration took the form of a de- 


tors are so frequently 


the words of Dr. Myhre’s report 


tailed study of the “Curriculum Guide 
for Schools of Nursing” published by 
of the Na 
tional League for Nursing Education 
A critical 


the curriculum committee 


review of this text con 


firmed the opinion expressed by doc- 


tors in the survey that nursing edu 


cation today is reaching far beyond 
the responsibility of the nurse for bed 
le care of the patient 


book, the 


tated, “an 


siae 


Throughout 
committee 


informed 


report 


reader, aside 


from the general thought content and 
philosophies which strike him as mis 


placed, is constantly aware of definite 


errors, discrepancies and omissions 


which are ample evidence that no ade 


} 


quate medical supervision existed in 


the preparation of the text.” The com 
found 


trends in nursing education in reports 


mittee similar evidence of 


of various nursing conferences and 


conventions held in recent years 


HOSPITAL SCHOOLS BY-PASSED 


The hospital school of nursing will 


be by-passed for the university school 


stated in 
The 
prac tice 


severed 


~ nursing, the committee 


summarizing these trends ties 


berween the teaching and the 


of nursing will be further 


What the nursing profession will do 


90 O00 


ally with the college 


trained nurses who cannot nurse is not 


made clear 


In contrast, the committee then 


stated its own concept of nursing and 


nursing education: “The education of 
, 


those who nurse the sick has been 


ntl recent years community re 


sponsibility which was placed squarely 
n the hands of doctors of 


who were legally and 


medicine 


morally respon 
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Western Hospital, Toronto, Ont 


Bedside nursing is the greatest need, doctors say. 


sible directly to the community for the 


lirection and administration of that 


care. The basic and fundamental ob- 


jective of these schools was the care 
of the sick, and they were logically 
located by the community in the hos- 
pitals, where the doors were open to 
ul who wished to learn the art of 
nursing 

These students were young women 
of the community, loyal, idealistic and 
anxious to work and to learn. Under 
the apprentice system they were given 
full maintenance and tuition in ex 
change for carrying the major portion 
of the work load of the hospital, av- 
eraging an eight-hour day exclusive of 


classes, meals and study. Class instruc 


tion was given within the institution 


by staff doctors, full-time nurse in 


structors, various department super- 
visors, and the intern staff. By far the 
great majority of these schools offered 


i three-year course with the object of 


providing the community with hospi 
t and 
nurse qualified to be registered by the 


al nursing service a graduate 


state and certainly meeting the defini 


A woman trained to 
sick and 
and sur- 


tion of Webster, 
care for and wait upon the 
infirm and to assist doctors 
To nurse is to care for and tend 
especially that which is thought of as 


geons 
feeble or tender.’ 

These hospitals were amply staffed, 
the committee statement continued, 
and rarely was a graduate nurse used 
for bedside care. There was no critical 
work 


Noth 


close to 


shortage of nurses, since the 
load was carried by the student 

ing has altered the loss of 
90 per cent of the nurse graduates to 
marriage within two to five years after 
graduation. Those nurses who do not 
marry plus those who were available 
in the interval between graduation and 
marriage more than filled the require 
ments of the community for gradu 
ate nurses to staff the hospital, teach 
ing, duty, 
public health and industrial positions 


and 


private doctors’ offices, 
for the graduate who married 
there was no indebtedness for she had 
earned her way by providing her com 
munity with hospital bedside nursing 
which was economically feasible and 
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an excellent background for her nor 
mal career as wife and mother 

Yet this was the apprentice system 
which gave to the United States more 
graduate nurses than there were in 
all the rest of the world and placed 
our nursing care and our nurses in 
position of unique excellence 

For the last 10 years there has been 
a vigorous movement by the National 
League of Nursing Education and the 
American Nurses Association to in 
crease the educational content of the 
to decrease the time 


curriculum and 


the student nurse works as an ap 


prentice. This effort is now concerned 
with establishing all schools of nurs 
university 


ing as a component of a 


with a faculty independent of the rest 
of the university and of the hospital 
The 
of the future will be educated in pre 


and of the medical school nurse 


ventive medicine and social services 


and in the main will be an over-all 


health educator concerned with the 


optimum health of the community 


COMPLICATED ECONOMIC SITUATION 


This alternative to the apprentice 


system of nursing now runs headlong 


into a complicated economic situa 


tion. There is every reason to believe 


that the young women who in the 
past have paid for their education by 
of the load 


of the hospital will not be able to pay 


carrying portion work 
of education with 


Neither 


this burden 


for this new type 


its attendant living expenses 


can their families 


assume 


Universities and colleges ire alre idy 


seeking new ways ot gmenting their 


fast-shrinking endowmert income to 
heir present commitments 

oung women, their families 

universities cannot finance 

newer public health savant 


And can the 


ve asked to finance 


will 
taxpayers taxpayer 


bly 


servic 
ton State 

only 

Sa 

ones are 

degree of treedon 
financed professior 
tive pu 


Dr. Edward Churchill 


dress to the Massacl 


Hospital graduating « 
problem that must be viewed 


cally by the young women enr 


the nursing schools as well as by an 
equivalent number of young bache 


lors 


The patient can no longer justifi- 
ably pay for the expense of graduate 
nurses to do bedside nursing in addi- 
tion to the cost of a school of nursing 
in which the student no longer gives 
bedside care,” the committee report 
concluded, pointing out that a three 
fold crisis exists in the provision of 
bedside nursing care for the sick: (1 
the need for large numbers of stu 


dents to be properly trained in bed 


) 


care, (2) the need for better 


utilization of both graduates and stu 


side 


dents in actual bedside care of the 


sick, and (3) proper allocation of 
financial responsibility for education 
of the bedside nurse in order to en 
sure an appropriate return in services 
rendered and so justify the expendi 
ture 

This committee expresses the opin 
ion of the medical profession of the 
state that drastic changes should be 
made in the education of nurses,” Dr 
Myhre 


of the committee were 


concluded. Recommendations 


1. It is recommended that schools 


of nursing give a uniform three-year 


course of practical instruction in 

general hospital open to all high school 
graduates, and free from all cost with 
The 
student nurse would be given the op 


perhaps a small monthly stipend 


portunity of an eight-hour day caring 
sick under the direction of the 
staft 


tor the 
vari 
The 
staft 


nursing 


nursing supervisors in the 


ous departments of the hospital 
staff and the 


medical intern 


would with the 


staff 


cooperate 
in giving the necessary classroom 
instruction during the hours when the 


student is not gaining bedside expe 


rience. This training would be funda 


mental and prerequisite to advanced 


work in the university schools of 


nursing, where as much special train 


ing as the nurse or her job requires 


can be had at her own expense. Upon 


completion of this three-year course 


she would be allowed to take the state 


examination for her license as an R.N 
It is recommended that accred 


ited hospitals have university-trained 


nurses in all supervisory positions 


where the supervisor will serve in the 
of clinical instructor 
that the university mt 


serve one year as an assistant 
university-trained department 
n her respective specialty 

he requirement of her 


+] 
} 


For this she would re 


ceive compensation such as interns or 
medical technologists receive, part of 
which would be in the form of main 
tenance. Upon the completion of this 
advanced training she would receive 
a degree of medical nursing, surgical 
nursing, surgical technic, education, 
obstetrical nursing, and so on 

3. It is recommended that a com- 
mittee be appointed to consist of equal 
numbers of the medical profession and 
the nursing profession to prepare a 
curriculum for the guidance of a 
three-year school of nursing as out- 
lined and based on the job analysis 
method for determining the subjects 


to be included 


SOLUTION WILL BE AUTOMATIC 
The solution to the other problems 
will be automatic as the recommenda 
tions concerning the first problem be 
committee com 


come eftective,’ the 


mented. “As the student nurses once 
again assume a major portion of the 
work 


release from duty over 


hospitals 
1500 


nurses or over one-third of the active 


hospital load, the 


could 


nurses in the state. This would pro- 


vide an excess of graduate nurses in 


the state of Washington. The educa 


tion of the bedside nurse at the ex 


pense of the hospital in return for her 
eight-hour day of clinical experience 
would place the graduate of this three 
year course in the unique position of 
being indebted to no one for her R.N 
and having the satisfaction of having 


served her community well in learn 


ing her profession and of having gained 
an excellent background for marriage 


This cannot be exploitation, as any 


hospital administrator can produce fig 


ures which would show that the cost 


per student for three years in the op 
eration of a school of nursing is greater 


than the employment of graduate 


nurses, nurse’s aides, and practical 


nurses to give bedside care to the 


sick 
Dr. Myhre’s committee closed its re 


port with the recommendation that 


state legislation licensing 


and 


governing 
registration of nurses be amended 
to include representation of the medi 


cal profession on the nurses exam 


ining committee appointed by the 


governor. “The physician's legal and 


moral responsibility for the care of 


his patient makes it only logical 


that his profession be represented in 


j 


the direction and accreditation of the 


schools which educate and train those 
is orders in giving 


the re port concluded 
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What makes a professional nurse professional 


HERE is much discussion concern 

ing the qualities exemplified in the 
behavior of the professional nurse, as 
well as the characteristics of that be 
havior which allow nursing, at least in 
some phases, the distinction of being 
considered a professional practice. It 
was such discussion, in addition to 
my own difficulty in trying to discover 
what was expected of me as a profes- 
sional nurse, which prompted me to 
make a study in the spring of 1949 
A survey of the literature concerning 
this subject was made. It was the first 
step toward proving my hypothesis 
that certain qualities were essential if 
was to be considered 


nursing more 


than a vocation; that, furthermore, 
these characteristics were so vital that 
they might serve as criteria by which 
the professional nurse could be eval 
uated and distinguished from the mass 


of individuals practicing nursing 


NEEDED BY ALL NURSES 
These qualities should be possessed 
not only by the nursing leaders, but 
by any nurse who practices professional 
nursing in any area. Here is such a 
list. The good professional nurse 
Manifests maturity 
Has competent judgment 
3. Has technical skill 
+. Manifests evidence of good char 
icter 
5. Has ability in and takes respon 
sibility for intellectual endeavor for the 
advancement of professional knowl 
edge 
6. Has interest in seeing that pro 
maintained 


fessional organization is 


and functions for the good of society 
7. Has ability in and takes respon 
sibility for teaching the conservation 
of health, both mental and physical 
To a degree these characteristics are 
the same for the nonprofessional 
worker (practical nurse, aide, nurse 
orderly or what 
They 


are the same by virtue of the fact that 


technician, attendant 
ever your favorite term may be ) 
those workers, too, have to do with 
nursing care. Likewise, such qualities 
apply to many other professional 
groups which help to promote com 
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since the 
a key 


position on the health team, taking 


munity health. However, 


nurse must, apparently, accept 


direction from the physician and work- 
ing through the other groups in the 
restoration of health, the prevention of 
disease, and the relief of physical, men 
tal and spiritual anguish, these charac 
teristics are essential for her if her 
practice is to be professional in nature 
Let us examine these qualities in 
greater detail 

The good professional nurse 
The 


definition of maturity is that state of 


manifests maturity. dictionary 
full growth and development accom 
plished by natural processes. Recent 
studies have given insight into the 
physical and psycho 
The 


complement or retard each other; both 


integration of 
logical maturation two processes 
contribute to one continual develop 
ment which is susceptible to the cir 
cumstance of the evironment 

As a 


should 


common reference point, | 
like to suggest H. A. Over 
street's book, “The Mature Mind 
(W W Norton Co., New York City 
1949). He suggests that since each in 
dividual is born ignorant, irresponsible 
inarticulate, with diffuse sexuality, self 
centered, and to a world of isolated 
particulars, he may be considered ma 
ture in the degree which he attains 
the antithesis of each of these factors 
It is axiomatic, that if the nurse will 
fulfill the other qualities we have indi 
cated, she must evidence more than the 
usual degree of mature behavior when 
maturity is defined in these terms 
How does the nurse demonstrate her 
maturity? First, she applies the know] 
edge she has gained through living 
open-mindedly and studying enthusi 


astically. She is not content with the 


limits of that knowledge, either in 
things medical or in her broader cul 
tural heritage. For this reason she reads 


widely, plans her leisure time to in 


clude all sorts of recreation, uses her 
friendships to develop deeper under 
standings of people, takes every oppor- 
tunity for professional advancement. 
Second, she exercises both responsi- 
bility and initiative in her standard of 
conduct, in her nursing skills, in assist 
ing others toward mature behavior 
Third, she continually improves her 
She 
variety of personal contacts, she grows 


ability to be articulate has a 
in her ability to establish rapport with 
patients. By reading, studying people, 
and acquiring special skills, such as the 
ability to write, or speak in public, she 
increases her ability to express herself 
Fourth, she uses the knowledge of 
psychology and personality dynamics 
which she has acquired to help her 
make a more nearly adequate adjust 
ment to marriage, or to the lack of it 
She knows too much about its relative 
importance to allow her personality to 
be warped by immature attitudes to 
ward sex 
Fifth her 
outside herself was the first step in the 


ability to center interest 
development of a social point of view, 
and may well have occurred before she 
thought of entering nursing. But she 


is still sensitive to the feelings of 
others, considerate, agreeable and co 


operative 


MUST UNDERSTAND 


Sixth 


“WHOLENESS” 


to the extent that the nurse 
understands the concept of wholeness 
will she be such 


able to understand 


ideas as the interrelation of mind and 
body, of the individual and his envi 
ronment. It is to be likened to the 
inability to see the forest for the trees 
until a point is reached above the tim 
ber line, where the whole pattern of 
forest 


mountain, river and sky be 


comes a reality. It is this particular 


factor of mature behavior that will 
help the nurse emotionally as well as 
functionally to accept her place on the 
health team 

A good professional nurse has 
competent judgment regarding nurs- 
ing problems. Those beyond her scope 
she will refer to sources that are better 
solution 


equipped for their 





Although the doctor makes most de 


cisions regarding the care of the 
patient, the nurse has many to make 
in her own right. For example, when 
she is left to care for an ill patient, or 
a mother in labor, she must exercise 
her own discretion in calling the phy 


P.R.N 


if she is to make good, objective 


sician OF In giving medica 


tion 
observations that will aid the doctor in 
arriving at a correct diagnosis, she 
must be alert and discriminating 
Competent judgment is used by the 
nurse even as she plans her observing 
Perhaps there will be a time when 
rapport has been difficult to establish 
could be 


ind although the patient 


bathed as adequately by an aide, th< 


nurse herself will choose to give the 


bath, because she has that rapport to 


establish in order that essential ob 


servations may be made. To let such 
an Opportunity pass simply because it 
is the routine to have the aides give 
the baths is to fail to be a professional 


nurse 


MUST ASSUME RESPONSIBILITY 


are examples from the mil 


incid 


These 


lion such ents which arise daily 


is the health team is concerned in the 
care of individuals. In my estimation 
the only way we can solve the prob 
lems produced by the current short 
ages, and still save our right to nurse 
the patient, is to be more alert in both 
issuming and delegating responsibility 
For just as the physician has reserved 
his right to decide what responsibility 


] 


will be delegated to nurses in each 


separate case, so we must retain the 


prerogative of deciding which part of 
that responsibility can be best per 


formed by other members of the team 


in each situation 


The nurse's good judgment must 
community re 


be of 


nclude knowledge of 


sources in order that she can 


greatest value to the patient, who 1s 


ifter all a member of that Community 


not simply case number or a frac 


tured femur. The professional nurse 


is a link between the patient and his 


physician on the one hand, and with 


the community on the other. Both de 


pend upon her competency of judg 
ment 

The good professional nurse has 
technical skill. Skill in nursing tect 
involves both maturity and judg 


nics 


ment, but at the same time is of sing 
ular importance in its own right. What 
skills in which 


nurse should be 


is the character of the 


every professional 


adept This list is submitted for your 


76 


consideration. The professional nurse 
should have skill in 

1. Making the patient comfortable, 
anticipating needs for rest or occupa- 
r10n. 

Administering medication, know}- 

edge of dosage and dangerous drugs 

3. Administering treatments, which 
implies dexterity in handling such in- 
struments as forceps or hypodermic 
syringes 

i. Avoiding bacterial cross-contam- 
ination, including, of course, both 
medical and surgical asepsis 

5. Observing, reporting and record 
ing 

6. Basic teaching methods 

Applied physics and chemistry, 

i.e. ability to make a suction machine 
work, or keep traction apparatus func- 
tioning, or understand the reaction of 
two solutions 

Certain of these technics may well 
be performed by auxiliary workers 
when they have been given adequate 
instruction. It is, however, the réle of 
the professional nurse to decide as 
shall 
form the task. Therefore, she must be 
skilled in the 


nic itself in order to exercise good 


each occasion arises who per 


intricacies of the tech- 
judgment concerning its assignment 


In the team there should be no set 
of duties which cannot be varied to 
meet the needs of the individual pa 
tient. That does not mean that there 
should be no routines, but only that 
those routines should be planned 
around such inanimate things as an 
empty bed, equipment to be cleaned 
or sterilized, rather than such impor 
tant tasks, on some occasions, as the 
serving of a tray or the giving of a 


bath. These should remain flexible, 
dependent on the nurse’s discretion 
The good professonal nurse mani- 
fests evidence of good character. 
She is honest, dependable, kind, cou 
rageous. Maturity is related to the ex 
tent of good character manifested by 
an individual. Although it is hard to 
detine such words as honesty, the kind 
that has with the 


of character gone 


term “nurse” has implied high ethical 


ideals since ancient times, with the 
possible exception of the “Sairy Gamp 
era. It is safe to say that the behavior 
of the nurse should exemplify the 
character ideals of the society in which 
she lives 

The good professional nurse has 
ability in and takes responsibility for 
endeavor for the ad- 


vancement of professional knowl- 


intellectual 


edge. It has been too often assumed 


by nurses in the press of everyday 
activity that they could not contribute 
anything that would advance profes- 
sional knowledge. It is, however, the 
little drops of water that make the 
The smallest study that would 
value of one pro- 


ocean 
demonstrate the 
cedure over another or the use of a 
certain teaching skill to advantage in 
the clinical field would have merit if 
it was done with principles of scientific 


research methods in mind 
The good professional nurse has 
interest in seeing that professional 


organization is maintained and func- 
tions for the community good. 
Small though it is, there seems to be 
an enthusiasm for professional organ- 
ization among nurses that is not pres- 
ent to such a degree in some other 
professions. The development of bar 
gaining rights within the state associa- 
tions has helped to avoid unionization 
Ideally, however, a professional organ- 
ization should not function for the 
benefit of the membership alone; rather, 
since the members are individually 
dedicated by virtue of being profes- 
sional to the good of society, it should 
function toward that end. Active, not 
passive, membership in some of the 
professional organizations is essential. 

The good professional nurse has 
ability in and takes responsibility for 
teaching the conservation of health, 
both mental and physical. The lead- 
ers in nursing have long seen this as 
the most important function of the 
nurse, but only today do we hear wide 
discussion of curriculum planning in 
terms of an integrated social and health 
concept, which is essential if this point 
of view is to be activated. Here the 
nurse functions as a colleague of the 
physician. Her position on the health 


team takes on new emphasis 


A PLACE FOR EACH QUALITY 

Therefore, if that emphasis is to be 
on the positive mental and physical 
health of the community and if the 
nurse has as large a share in the de- 
velopment of such attitudes as the 
modern trends suggest, there is a place 
in her professional development for 
each of the qualities with which we 
have been concerned 

While it is to be supposed that the 
ultimate reaches of these goals may 
never be attained, yet in part they are 
possible of attainment by every man 
and woman in nursing. Indeed, many 
have already gained them to a satisfy 
ing degree. They are good profes 
sional nurses 
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Six principles of PURCHASING 


for the equipment of new and remodeled areas 


ERIODICALLY the hospital ad- 

ministrator is faced with the task 
of equipping a newly built or reno- 
vated area of the hospital. The area 
might be a new ward or a portion of 
the hospital which has been cleared 
of its old equipment and will be used 
for a new purpose; it might be a new 
W ing, or one or even SseV eral new 
buildings 

We had to begin less than a year 
ago to equip three new buildings, a 
10 story 156 bed maternity building, 
a seven-story laboratory building, and 
a four-story laboratory building which 
would be devoted solely to research 
Before any definitive steps were taken 
in the purchasing program, we at- 
tempted to lay down a general policy 
or, better, a set of requirements which, 
if met, would yield an ideal purchasing 
set down the 


program. Therefore, we 


following six points 


BASES FOR PURCHASING 

1. That a sufficient quantity, kind 
and quality of supplies be purchased 
so as to make possible every function 
for which the building had been de 
signed 

?. That we must look to the cost in 
terms of units of use rather than the 
initial price, realizing that an article 
bought cheaply might turn out to be 
quite expensive because of service cost, 
frequent replacement cost, and perhaps 
most seriously because of interference 
with or reduction of function 

3. That the purchase be on an over- 
all basis. By that we meant that wher- 
ever we could possibly do so, we 
should look to standardization and uni 
formity. The 
policy are apparent. Uniformity allows 
for purchases in larger quantities and 


economies of such a 
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makes for an additional reduction in 


cost in that there are tewer items 


which need separate storage and spe 
cial treatment. The purchase of a 
large quantity of a special item not 
only 


makes it easier to obtain custom-built 


effects these savings but also 
design at no extra cost or with very 
little extra cost 

i. That the experience of the sev 
eral specialists and experts (depart 
ment heads and their assistants) be 
used to the full extent in determining 
the best piece of equipment or the 
best article or material for 
This is 


because of the apparent advantage but 


a specific 


function. valuable not only 


also because psychologically the mate 


rials and will be much 


better 
source of complaint when they have 


equipment 


used and much less often a 
been purchased with the advice of 
the personnel that uses them 

5. That, wherever possible, the ad 
vice of outside experts be sought. This 
is especially valuable when dealing 


with expensive equipment, special 


equipment, or equipment which can 
be grouped into a special category and 
which adds up to a large quantity. By 
experts we are referring not to our 
which would, of 


own personnel, 


course, enter into the picture, but 
rather to experts who are friends of 
the hospital or whose services can be 
enlisted by friends of the hospital, in 
cluding members of the board of trus- 
tees. 

expert 
commercial firms that do business with 


A common and good source of 


opinion is the industrial and 


the hospital. In dealing with repre 
sentatives of these firms we must be 
certain, of course, that there is no 
commitment, either stated or implied, 
to give them a significant advantage 
over their competitors in the field. I 
have always made it a rule to offer this 
type of expert, as an exchange for his 
services, the assurance that we will 
give his product and his offers an 
attentive and sympathetic ear, and al 
I find that 


that suffices as a quid pro quo. 


most without exception 

6. That we exploit every marketing 
and purchasing device in order to gain 
the maximum advantage, /.e. the low- 
Ir is not the intent here to 
We re 


fer, of course, to competitive bidding, 


est Costs 


go into purchasing technics 


the writing of specifications, wherever 
possible, to include a wide range of 
bidders, the timing of orders to coin 
cide with lowered seasonal costs and 
with periods of market softness 
Area Card. We began to imple 
ment this policy by considering serially 
the steps enumerated, beginning with 
the first. In implementing the first 
principle we found that we had to deal 
with several, in 


fact, with all of the 


others, and the rest of this article will 
be devoted, therefore, to the method 


of that implementation 


ITEMS RECORDED SEPARATELY 


We spent a considerable amount of 
time in discussion of a system which 
would ensure that every function of 
the hospital would be made possible at 
the kind and 


amount of supplies would be available 


least in the sense that 
After exploring many possibilities we 
decided to record, separately, the re- 
quirements for each room, each hall 
way, each area of the hospital, leaving 
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out none, and then to piece the area 


requirements into one entire picture 


which could then be analyzed on the 
basis of actual items of purchase, 1. 
bedpans, chairs, tables and so on 

Most architects’ blueprints subdivide 
each floor into a number of areas, each 
numbered for 


one separately proper 


identification. The periphery of the 


blueprint usually contains a set ot 


ordinates such as are found on travel 


maps; these ordinates are used to fa 


cilitate the location of a_ particular 


The 


the bottom of the blueprint might be 


area ordinates from the top to 
stated by letters, A, B, C, D and so on 
and the ordinates from left to right 
Number 1, 
ordinates A-|] 
We decided 


which we 


by numbers. Area there 
have the 


A-2 


card on 


fore, might 
and Area Number 


to devise an area 


would record the equipment that 


would be necessary for the area as de 
number and ordinates 


card it 


scribed by the 


In the evaluation of the area 


information 
as fol 


was found that other 
could and should be contained, 
lows 


1. We 


should 


item 
This 


same 


decided that each 


have an item number 


number would be used for the 


item on all successive area cards. The 


items would be numbered serially as 


Tae Mount Sanat Hosprrar 


ey occurred on the successive area 


cards. If the item was already carried 
in stock, it would be given the number 
by which it is identified in the hos- 
pital stock catalog. Thus, if the first 
item encountered in the first area was 
a hospital bed, it would be given 


and all beds on all area 


thereafter receive as an 


the number | 


cards would 


item number the number 1. Let us say 


that item 2 is a wash basin. Since the 


wash basin, in our case, is carried in 


stock, it would not receive number 2 


but would receive the number by 


which it is identified in our stock cata 


log 
) 


As described, the area cards con 


tained the information as to whether 


the items needed for an area were 


items which were ordinarily carried in 
stock or were those purchased on de 
mand and not carried in stock 


>. It was our thought that the area 


cards would be initiated by the pur 


chase office. They would then be sent 
to the several members of an advisory 
committee. The advisory committee 
would consist of the building consult 
ant, the engineer, the housekeeper, a 
representative of the nursing depart 
ment, and a physician representing the 
specialty concerned with the area. It 
hard to conceive of an 


was area in 


which at least some items would not 
be of interest to each member of the 
committee. The committee would be 
enlarged by the addition of another 
member or members when they were 
necessary for specialty items. Thus, for 
instance, the dietitians might be called 
in for items in the pantries, the head 
orderly or oxygen maintenance men 
for areas that called for specialty items 
within their ken, and so forth 

The committee might meet and see 
all the items on an area card assembled 
for demonstration. Thus, a semi- 
private room might be entirely assem 
bled or possibly two or three alternate 
set-ups might be assembled in the 
demonstration area for the committee's 
For some areas a demon 
the not be 
The committee might then 


Inspec tion 


stration of items would 
necessary 
meet and discuss the area after each 
member had 


tunity to study the contents of the area 


been given an oppor 
card, or the area card might merely be 
passed over the desk of each member 
of the committee and because there 
was an evident meeting of minds, as 
indicated by their comments, a meeting 
would not be necessary 

In any case the final aim .was to get 
each who the 


person Was expert in 


consideration of any of the items in an 


ITEM CARD 


Tue Mount Sinai Hoeprrat 
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area, or who would be concerned with 
its use in the new buildings or areas, 
to indicate his approval of the area 
card by initialing the card in a box 
provided for his initials. Thus the card 
was designed with an adequate number 
of boxes in order to give the approval 
information. By including this infor 
mation we implemented Point Num 
ber 4 in our policy 

Item Card. 


the several items to be included on the 


In the discussions of 


area card the committee would, of 


course, consider the specifications of 
each 


item. They would consider the 


material, the finish, the size, the con- 


The 


housekeeper would be particularly in 


tour, and every other quality 


terested in the ease with which it could 
be kept clean; the engineer in the 
availability of replacement parts and 
the durability; the nurse and physician 
in the ease of function; the purchase 
office in its availability on the market 
and its price reckoned in terms of use 


When the 


finally decided upon, the item would 


units. specifications were 


be transferred to an “item card 


An item card was made up for each 
item number, and each time the item 


occurred on an area card it was trans 


ferred to that item card. Let us say 


that the item card was for a wash 


ITEM CARD 


basin. The card would finally contain 
the information that six wash basins 
would be necessary for Area Number 
3, rwo wash basins for Area Number 5, 
Area Number 6, 
total 


seven for and of 


course the number to be pur 


chased. In addition it would contain 
the exact description and specification 
Like the area card, it would have boxes 
tor the signatures of the several mem 
bers of the committee 

It was decided that the item card 
should become the final basis for the 
purchasing. Thus, we decided to in 
clude on the card the names of all the 
bidders and their bids and the designa 
tion of the successful bidder. For the 
sake of simplicity we decided that an 
item card would include all the items 
of the instance, all 


same name; for 


chairs would be on the chair item 
card whether they were bedside chairs, 
armchairs, or chairs of any other de 
scription. This was done because the 


item card with very little additional 


information could be distributed as 


the invitation for bids. The chair item 
card, for instance, would invite bids for 
a certain number of each type of chair 
with specifications detailed for each 

The item card would also be used 
by the receiving office for the distribu 
tion of the item when it was received 


for the card would contain the infor- 
mation that a certain number of units 
of the item would be used for one area 
and another number of units for an 
other area 

Alphabetical Index of Items. In 
the numbering of the items we found 
that it was necessary to set up a third 
card which would contain the name 
of the item and would be filed alpha- 
This necessary to tell 


us whether the item had been encoun- 


betically was 
tered before so that it would not have 
numbers 
this became apparent after only a few 


two separate The need for 
dozen area cards were made up. It was 
obvious that unless we could remember 
every item on each of the area cards, 
it would be impossible to avoid using 
two numbers for an item without the 
alphabetical index 

When the concept and form of the 
area card, the item card, and the index 
card were crystallized, we realized that 
in the process of accurately and com 
pletely filling out the cards we would 
be taking a long step in the direction 
of carrying out the six purchasing 
principles we had laid down. As soon 
as we had completed the area cards, 
we would automatically have covered 
principle number 1, which deals with 
a sufficient quantity, kind and so forth 


ALPHABETICAL INDEX CARD 





FIGURE 3 


(Name of item) 


Item number 


Descriptive terms and adjectives will follow name, 
e.g. BRUSH - TOOTH - ADULT, rather than 
ADULT TOOTH BRUSH or TOOTH BRUSH - ADULT 





Opposite page, left: On the area cards are re- 
corded all items required for each area in the build- 
ing. At the bottom of the card is space for the 
comments and signatures of members of the com- 


mittee. 


Opposite page, right: Obverse side of 


item card includes description and specifications for 
every item purchased for the area. Left: Reverse 
side of the item card, showing space for listing 
number of items required for each area, name of 
bidder, quotation and price per unit. Above: The 
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alphabetical index of items proved to be necessary. 











PURCHASING OPERATING PROCEDURE FOR THE OBSTETRICAL BUILDING 


1. GENERAL 
The building will be divided into several 
areas, each numbered. The 
architects’ numbers will be used. A card 


separately 


will be set up for each area and will finally 
contain all the items to be purchased for 
Each be numbered 


and for each number an item card will be 


that area. item will 
set up. The item card will finally contain 
the quantity of the item to be purchased 
the distribution of the item, the specifica 


tions, and last of all, the vendor and price. 


AREA CARDS 


A. General 
Sample card is attached. 
office will fill 
the actual items. 


The purchasing 
in all the sections except 
The consultant will be 
asked to fill in the item section. The pur- 
chasing office will establish the file for the 
cards and will assist the consultant by ar- 
ranging for meetings of the advisory com- 
mittee and by furnishing clerical and spe- 


cial aids necessary. 


B. Purchasing Advisory Committee 
This committee shall consist of the con 
sultant, the 


housekeeper 


supervisor of purchases, a 
a nurse, and a 
other de 
partment heads or experts will be con 
sulted 
ant or the 


an engineer 
physician. For special items 
In filling in the items the consult 
supervisor of purchases will 
secure the initials of the several members 
members 
that they 


have seen the list of items and have given 


of the committee and special 


of the committee, indicating 
their opinions and advice. A special sec 
tion of the area card is provided for the 
comments 


consultant's comments. If the 


require more space an adequate memo- 
randum should be attached to the area 


card 


C. Procedure for Numbering the Items 

Each item will be numbered separately. 
Items that are now carried in the in- 
ventory will receive the catalog inventory 
New 


(All catalog item numbers are 


number. items will be numbered 
serially. 
preceded by a letter; new items will be 
identified because they will not be pre- 
ceded by a letter.) 


be carried out by the supervisor of pur- 


The numbering will 
chases. Whenever a new item is listed 
an index card will be set up which con- 
tains the name of the item and the num- 
indexed in 


alphabetical order to avoid repetition of 


ber assigned. These will be 


numbers. 


. ITEM CARDS 


An item card will be set up for each num- 
ber that appears on the area cards. It will 
contain the number of the item, the de 
scription of the item, the quantity, and 
the number of the area cards on which it 
appears. It will finally contain the specifi- 
cations, the price and the vendor. The 
card will have the brackets for signatures 
similar to the brackets as they appear on 
the area card. A section of the card will 
be devoted to space for the comments 
Should the 


comments and advice require more space 


and advice of the consultant. 
than is allocated on the card, a memo- 


randum will be attached 


FUNCTION OF THE ADVISORY COM- 
MITTEE 

The advisory committee will be consulted 
both as to the contents of the area cards 
and as to the specifications on the item 
cards. Wherever it is necessary, items will 
be purchased or secured on consignment 


for operational and use testing or demon 


stration. The signature of each member 
of the committee will signify that he or 
she has been consulted about the number 
of items, has seen the item, and has been 
given an opportunity to comment on it 
The supervisor of purchases and the con- 
sultant will call the meetings of the ad- 
visory committee or will route the sep- 
arate cards through the members of the 
committee 


. VENDOR AND PRICE 


Except where special conditions prevent 


it or make it impossible, items will be 
sent out for bid and will be purchased 
reliable bidder. 


will be grouped for bids wherever it is 


from the lowest Items 


convenient, practical or advantageous to 


us 


. INFORMATION TO THE COMMITTEE ON 
PURCHASE, BOARD OF TRUSTEES 


The committee on purchase of the board 
of trustees will be asked to amend and 
approve the purchasing procedure and 
will be apprised of the progress of its 
be given 


execution. The committee will 


whatever information it desires, and it 


will be furnished 
indicating the quantity of items to be 


with a complete file 


purchased and an estimate of the cost 
before the purchases are actually made 
The purchases will be made thereafter 
upon the approval of the list and the 
estimate. For special considerations and 
where it is necessary, individual items will 
be purchased from time to time before 
the entire list is completed, and in these 
instances, except where the amount in 
volved is less than two hundred dollars 
the committee on purchase will be notified 


and its approval sought. 





The specifications and description on 


the item card, if properly done, would 
fulfill policy 


with the cost in terms of units of use 


number which deals 


The fact that the entire 


us say a chair or 


included on one 


quantity of 


any item, let a wash 


basin, was item card 


would give us the basis for dealing 


with number which looks to stand 


ardization and uniformity 


that we required examination and 
proval of all the specialists and 

as indicated finally by their signatures 
fulfilled policy number 4, which deals 
specifically with the role of the special 


ists and department heads. In the con 


80 


sideration of the bidders it would be 


necessary to discuss the items with 


their representatives and to be exposed 
to their suggestions and advice, which 
would tend to fulfill policy number 5 
The part of the item card that was de 


voted to bidders and price gives at 


least the automatic clerical basis for 


the prosecution of the all-important 
policy number 6 


Publication of the Standard Op- 


} 


erating Procedure. Having devised 
s 


the system with its three types ot 


cards, it was necessary now to inform 


ll who were concerned how to 


se the cards and what general 


therefore 


plan was. We 


planatory operating procedure which is 


wrote an e€x 
shown above 

Finally, by way of discussing policy 
all of the 


policies, we were acutely aware of the 


number 6 and in a sense 


fact, and we want to emphasize here, 
that no system can substitute for con 
scientious service and the intelligent 
and 


discriminatory consideration of 


every phase of purchasing. A good 
system can, however, expedite and fa 
cilitate and bring order to that consid 
eration. I have advisedly described 
these paragraphs not as a method ot 

| 


purchasing but as merely a system. 
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THEY MADE HOSPITAL HISTORY 


i arte that hospital administration 
1 has taken on the stature and re 
sponsibilities of a profession, it is fitting 
that its practitioners should recognize 
the career of Samuel Bard, the dis 
tinguished Eighteenth Century physi 
cian first medical 
school in New York City, started the 
New York Hospital, and, in 1789, 
when New York City was the capital 
of the United States, saved the life of 


who launched the 


George Washington for another 10 
years of service to his country. 

Young Samuel Bard's early education 
was more thorough than that of most 
youths of his day. He had the benefit 
of a background of family culture and 
was tutored in Latin, Greek and the 
classics, later obtaining his medical 
education in London and Edinburgh 
He returned to New York in the sum 
mer of 1766 and began the practice 
of his profession as a partner of his 


father 


FIRST MEDICAL COLLEGE 


The following year, Sam Bard per 


suaded five of his young colleagues to 


join with him in an effort to start a 
medical school, and the group formally 
opened New York's first medical col- 
lege on Nov. 2, 1767. At 


graduation exercises in 1769, Dr. Bard 


the college 


was called on to make an address which 
he called, “A Upon the 
Duties of a Physician With Some Senti 
ments on the Usefulness and Necessity 
of a Public Hospital. 
plea for the poor of the city, he urged 


Discourse 


In an eloquent 


the necessity for his hospital plan, not 
neglecting to fix his eye on the gov- 
ernor of New York, Sir Henry Moore, 
whose authority would give weight to 
the undertaking and whose zeal and 
industry would promote it 


Sam Bard's plea for the first hos 
pital in New York outlined the prin 
ciples of the many hospitals that were 
in time to spring from it, and has been 
called our first tract on medical ethics 
Owing to his sustained efforts, a char 
ter was granted to the New York Hos 
pital in 1771. At the same time that 
Dr. Bard was pleading with the public 
to support the hospital idea, he was 
endeavoring to justify his own method 
of practicing as a means of placing the 
professional services of physicians on 
grounds. He demon- 


fairer financial 


strated to the public how dangerous 
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SAMUEL BARD 


was the prevailing custom of allowing 
the physician to charge only on the 
basis of medicines given the patient, 
making it a temptation, if not a neces 
sity, for the poorer physician to give 
prescriptions that were unnecessary and 
perhaps even harmful in order to make 
a living for himself. The result of his 
efforts was such that the profession has 
since acknowledged the debt it owes 
to Samuel Bard for his part in intro 
ducing fees in payment for the doctor's 
Services 

In spite of the threat of war with 
England, activities in connection with 
construction of the New York Hospital 
went forward during the next few 
years. By autumn of 1774 the construc 
tion was sufficiently progressed to war 
rant plans for operating the hospital, 
and Samuel Bard accepted an appoint 
ment to the staff of the hospital which 
he was so largely responsible for cre 
ating. Despite his youth, he was con 
sidered the first attending physician, 
and as far as possible during the next 
23 years he gave the New York Hos 
pital his daily supervision 

What happened to the New York 
Hospital during the Revolutionary 
War is too long a story to be covered 
in this sketch, yet regular meetings of 
the hospital continued to be held. The 


treatment ot disease was ot prime im 
portance in both armies, and the neces 
sity of many operations on the wound 
ed was developing the study of surgery 

In the reconstruction period follow 
ing the war, King’s College, where 
Bard was teaching, became Columbia 
College, and he became one of its trus 
In 1788, New York was selected 
as the capital of the United States and 
George Washington was elected under 


tees 


the new constitution as president of 
the American Republic. Soon after his 
inauguration, President Washington 
was seized with a high fever and vio 
lent pains in his thigh. Sam Bard diag- 
nosed the acute local inflammation of 
Washington's subcutaneous tissue and 
explained to his patient that this car 
buncle on his left thigh would require 
an immediate operation if his life were 
to be saved. Even the painful incision 
he would have to make, Sam Bard in 
formed Washington, might not prevent 
his death, but there was no other alter 
native. The President acquiesced, say 
ing, “Whether tonight, or 20 years 
know 
that I am in the hands of a good Provi- 
dence 


hence, makes no difference; I 


The operation was successfully 
accomplished, but for days Sam Bard 
did not leave Washington's side be 
cause his condition remained so threat 
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ening. Examining the history of the 
case almost a century and a half later, 
a prominent surgeon wrote: “Dr. Sam- 
Bard, one of New York's 


eminent physicians, did all that sur- 


uel most 
gical knowledge could accomplish for 
his relief 

In 1791 New 
York State declared that the regents of 
Columbia University, if they should 


the legislature of 


deem it necessary, should establish a 
College of Physicians and Surgeons for 
the sole purpose of promoting medical 
science 
fellow 


the medical department be reorganized 


Sam Bard at once urged upon 


his trustees of Columbia that 


to meet the state's requirement. Soon 
afterward, the trustees authorized the 
faculty of medicine, and Samuel Bard, 
founder of the original school, became 
lean 

The following year, on the doc 


New York 


Hospital board, with the intention of 


tor’s recommendation, the 


regulating the offices of physicians and 
surgeons of the hospital, resolved “that 


Patients 


Wt N the Hahnemann Medical 
College and Hospital of Philadel 


phia was built, the private rooms were 


wired directly to the receiving station 
tloor 


We 


years, endeavored to supply 


on the twentieth tor earphone 


radio reception have, in recent 


the de 
mand for television by using portable 
sets with individual antennae. These 
have not been satisfactory in hospital 
usc 


RCA Cor 


agree 


Ate 
poratiol 
ment: RCA 
root of the 


lirected 


discussions with the 


we entered into 


erected individual anten 


nae on the twentieth floor 


each one toward and tuned 


to a television transmitting station in 


the area; these are then carried to an 


iumplitying room and piped throug! 


to the outlets in the private rooms and 


ire automatically tuned for each chan 


The manufacturers have contracted 


to supply us with their most modern 


nel 


machines, ch them as the new 


INL 


models appear, and their technicians 


service the installation and the ma 
chines 


The 


ber-tiled wheels and are easily wheeled 


machines are on portable rub 
and installed by a simple plugging in 
the patient then choosing the channel 
The 


ind adjusting volume manufac 


82 


there is a necessity to keep the ofhces 
of physicians and surgeons distinct 

The New York Hospital was now serv 

ing the medical students as a practical 
school, said to have been unequaled 
at the time in the United States. Al- 
though Sam Bard resigned from the 
position of attending physician after 
20 years of almost uninterrupted serv 
ice, he continued as a member of the 
Corporation until he died, and there 
was constantly in his mind a further 
the Columbia 
medical school and the hospital 


cooperation between 

By such means as these Sam Bard 
strove for a higher standard of prepara- 
tion for the average medical student 
Every care was observed by him as 
dean of the faculty that before doctors 
went out with the imprimatur of Co 
lumbia it be ascertained whether they 
were thoroughly fit to practice. 

Dr. Bard died in his eightieth year 
The event was recorded in the min 
utes of New York's first hospital on 
1821 


June 5, The governors receive 


with unfeigned regret the account of 
the decease of their late fellow member 
of this Corporation, Dr. Samuel Bard 

The governors of the New York Hos- 
pital went on to pay tribute to the 
founder-president of the College of 
Physicians and Surgeons, saying, “It is 
due to the memory of that eminent 
physician and philanthropist to state 
that by means of his benevolent exer 
tions in the year 1769, setting forth 
in a public discourse the benefits to 
be derived from the establishment of 
a hospital in the city, the present in 
stitution was originally founded. That 
for a number of years, amidst the ardu 
ous avocations of an extensive private 
practice, he performed with unceasing 
fidelity and punctuality the duties of a 
physician to this establishment, and 
was the means under Providence of ex 
tending its usefulness and of elevating 
its character, not only as an asylum for 
the sick 
means of promoting medical education 


poor, but as an important 


in this city 


Approve of Television Installation 


turers have supplied three dozen sets 
about half of these were in use within 
a few days and the reception has been 
uniformly satisfactory. All users have 
expressed about the same statement, 
The reception is perfect and much 
better than I received on my home set 


{4 machine is located in the staff room 


Patient watches 


and is in constant use, especially when 
the ball games are on 

There has been no inconvenience 
and no difficulty from the administra 
tion's standpoint—RAYMOND S. LEO 
POLD, M.D., executive vice president 
Medical ( lle ve And Hos- 


*+/ , j ) 7 
pital of Philadelphia 


Hahneman) 


with pleased anticipation as nurse adjusts the set. 
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Punch Card Accounting 


lightens the load of paper work 


FRANK R. BRADLEY, M.D., and WILLIAM ANDERSON 


Respectively, Director and Comptroller, Barnes Hospital, St. Louis 


PAY 


i HE pay roll 


was the first procedure applied to 
at Barnes Hos 


ROLL—1 


application, which 
the punch card system 
pital several years ago, has proved to 
be of the utmost value both from the 
standpoint of speed and accuracy in 
the preparation of semimonthly pay 
rolls for approximately 1400 employes, 
and also from the standpoint of the 
many statistical reports obtained as a 
by-product of this application 


This 


many revisions and experiments, and 


application was subject to 
now has been developed into a rela 
tively concise procedure, taking into 
consideration, of course, the fact that 
by the very nature of pay rolls, the 
application is voluminous and detailed 
and obtained 


from this application, details of which 


Statements reports 
will be discussed later in this chapter 
are the departmental time sheet, the 
pay roll register, pay checks, the de- 
partmental pay roll recapitulation for 
distribution of costs, the W-2 tax with 
holding statement, bank reconciliation 
of outstanding pay roll checks, vari- 
ous statistical reports in connection 
with personnel, and preparation of 
statements covering deductions from 
employes’ wages for Blue Cross, city 
earnings tax, group life insurance, and 
so forth 

A sample of the pay roll card, which 
has five functions in this application, 
is shown in figure | 

A description of the various uses of 
the card is outlined in the following 
paragraphs 

l Pay Roll Master Card: 


by red stripe across top edge. This is 


denoted 


a permanent record card prepared for 
f I 


This is the tourth article in a series | 

Dr. Bradley and Mr. Anderson on_ the 
machine accounting procedure in use at 
Barnes Hospital, St Successive 
articles on this procedure appear in 
forthcoming issues of this magazine 


Louis 
will 
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each employe on the pay roll. It is 
used in preparation of departmental 
pay roll time sheets 

2. Current Earnings Card—denoted 
by yellow stripe across top edge. This 
card is used in preparation of the pay 
check and pay roll register. It denotes 
the gross amount of wages earned 
Card: 


blue stripe across top edge 


4 Deductions «denoted by 
Used in 
connection with deductions from gross 
earnings 

1. Year-to-Date Gross Earnings and 
Withholding 
brown stripe across top edge 


Card—denoted by 
This 
card is used in preparation of the pay 


roll register and W-2 


Tax 


withholding tax 
forms for accumulated gross earnings 
and tax to date 

5. Personnel 


green stripe across top edge 


Card — denoted by 
Used in 
preparation of statistical reports 
After the department head has noti 
fied the personnel office that the ap 
plicant has been told to report for 
work, the personnel office will fill out 
an engagement notice from the appli 
cation sheet and 


assign an employe 


number. On this engagement notice 
the personnel office will record whether 


or not the employe is tO receive room 


and laundry, and if so, such deduction 
card is punched at this time 
The code developed to designate 
various transactions in the pay roll ap 
plication is as follows 
Code 
Pay roll 


earnings card 


master and current 

Group hospital deduction 

Group life insurance deduction 

Room and laundry deduction 

Uniform deduction 

Miscellaneous deduction 

Year-to-date summary card 

Department name card 8 

As previously stated, the pay roll 
card which is actually one card has 
been designed to provide for the five 
types of transactions used in this ap 
plication 

The first portion of the card to be 
analyzed is the pay roll master card 
designated by a red stripe across the 
top edge. This card is punched from 
the engagement notice. It is divided 


into 12 fields which are used in the 
preparation of the departmental time 
sheets, withholding tax form, and pay 
roll register. These fields are enumer 
ated as follows 


|. Name 














Fig. |: The pay roll card which has five functions in this application. 





14061 


OEPARTMENT. 
AUN 


EMPLOYEE NAME 





) 


Employe number 

3. Social security number 

i. Hospital to be charged 

5. Account number—department to 
be charged 

6. Entry code 
Nursing division 


8. Shift employe works—designated 


by code 1, 2, 3, 4 
9. Marital status 
10. Tax 


tions, designated by code 


married, single 


code—number of exemp 


11. Base payment of wages—semt 
monthly, hourly or other 
12. Base salary or rate 


A pay roll master card is completed 


tor each employe at the time of em 
ployment with the foregoing informa 
tion, and is then filed for use in the 
preparation of all ensuing pay rolls 
A permanent card is also prepared 
showing address of the employe and 
is used repeatedly whenever it is re- 
quired 

The current earnings card is desig 
nated by a yellow stripe across the top 
edge and is divided into 15 fields 
which are as follows 

1. Name 

’. Employe number 
3. Hospital to be charged 
4. Account number—department to 
be charged 

5. Entry code 

6. Nursing division 

Tax code 

8. Time —days worked, hours 
worked, overtime hours 

9. Base wages 

10. Base salary or rate 


11. Withholding tax 


Fig. 2: The time and earnings 
record is a listing by depart- 
ments of each employe who is 
certified as having time accrued 
during the pay roll period. 


City earnings tax 
Net earnings after tax 
Pay roll period—coded from | 
to 24 for respective pay roll periods 
in the year 
15. Check number 
The current earnings card is pre 
pared from the detailed time sheet 
submitted to the business office by 
various heads of departments and de 
notes the gross amount of wages 
earned for the pay roll period. This 
card is prepared for each employe at 
the end of each pay roll period 
The deduction card, denoted by the 
blue stripe across the top edge, is 
divided into seven fields designed to 
produce the following information 
1. Name of deduction—group life 
insurance, group hospital, room and 
laundry deductions 
?. Employe number 
Hospital number 
Account to be charged 
Entry—transaction code 
Name of employe 
Amount of deduction 
deduction card is prepared tor 
each type of deduction; therefore, if 
one employe has group life insurance, 
room and laundry, and group hospital 
insurance, three cards would be pre- 
pared to cover these deductions. These 
deductions are comparatively standard 
in amount and, therefore, it is possible 


to reuse the same card repeatedly for 
each pay roll period 

The year-to-date 
withholding tax 


gross earnings and 
denoted by a 
brown stripe across the top edge, is 


used in 


] 
cara, 


preparation of the pay roll 
W.2 


forms for accumulating at the end of 


register and withholding tax 
each pay roll period the gross earnings, 
and tax to date. This card uses eight 
fields as listed below 

1. Name of employe 

2. Employe number 
3. Hospital number—hospital to be 
charged 

4. Account number—account to be 
charged 

5. Entry—transaction code 

6. Year to date earnings 

Year to date federal withholding 

tax 

8. Pay period—date of pay roll 
The accumulation of gross earnings 
withholding tax elim 


and federal 


inates the necessity of maintaining 
separate employe earnings records and 
withholding tax register accounts as is 


This 


matically accumulated on each pay roll 


customary. information is auto 
and, therefore, the required figures are 
obtainable from the last pay roll in 
the calendar year for preparation of 
information required to furnish to the 


The 
ready available to produce this infor 


taxing authorities cards are al 
mation as they were used to produce 
the final pay roll 

The personnel card, denoted by a 
green stripe across the top edge, is 
statistical re 


used in preparation of 


ports, and forms the final section of 


The MODERN HOSPITAL 





I> > pert-e™ 


the pay roll account card. This card 
is divided into 18 fields to reflect the 
information. These 


desired statistical 


fields are analyzed as follows 
1. Name of employe 
’. Employe number 
Social 
+. SEX 
». Race 
6. Marital status 
Date 
8. Shift 


security number 


male (1); female (2 
married, single 
of birth 
worked — day, evening, 
night or split 

9. Education — schooling classified 
by type and extent 

10. Date employed 

1] Hospital 


employe time 


hospital charged with 
12. Department—department 
charged with employe time 

13. Position 

14. Salary base—-monthly, semi 
monthly, hourly or other 

15. Present salary or rate 

16. Salary adjustments 
and 


17. Change in position—date 


reason: promotion, demotion, other 


18. Employment termination date 
month 
One ot 

plication is the repeated use of the 

ot 


exact current earnings and deductions, 


year, reason 


the advantages of this ap 


same pay roll card. In the event 


which is not uncommon, all cards from 


the previous pay roll are merely as 


sembled for reuse on the current pay 


roll, with the exception of the current 
be re 


punched each pay roll period 


earnings card which must 


The time and earnings record (fig 


is a listing by departments for a 
75, No. 4, October 


Vol 1950 


Ra >I-Ea DSS 
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BARNES HOSPITAL 


PAYROLL REGISTER 


PON NWHHUA 


Fig. 3: The completed pay roll 
register shows all details of 
the entire pay roll and when all 
columns have been filled out 
becomes a permanent record. 


pay roll period of all employes certi- 
fied as having time accrued during the 
The employe listing is pre 
pared from cards previously punched 
and in the master card file. These re 


period 


ports also show employe number, base, 
rate of salary, and tax code. This re- 
port is then distributed to the various 


department heads for completion, re 


cording: actual time worked for each 
employe under their supervision. The 
time sheets are then returned to the 
business office for computation of gross 
Each sheet 


earnings and deductions 


is extended and balanced and for 
warded to the tabulating department 
for processing. The remaining work of 
the application is entirely handled by 
punched cards as discussed in ensuing 
paragraphs 

The completed pay roll register ( fig 
}) is a comprehensive report, and be- 
comes our permanent record upon its 
All details of the 
pay roll are shown, including employe 
name, employe number, hospital to be 


be 


completion entire 


charged, department account to 
charged, gross earnings, tax deductions, 
other deductions, net earnings (which 
is the amount of the check), check 
number, earnings to date, gross earn 
ings to date, and federal tax. From 
and 


information 


the year-to-date 
federal 


Bross earnings 


tax column, the 
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necessary to file the withholding tax 
data is obtained 

Inasmuch as the pay roll register is 
classified and totaled by hospital de- 
partments, a recapitulation is readily 
obtainable for of labor 


costs to all hospitals as well as to the 


distribution 


accounts in the various hospitals 

The final step in the preparation of 
pay roll is the pay check. The pay roll 
check was designed to conform to data 
or fields incorporated in the current 
earnings card and the deduction cards 
which may be involved 

The check itself is of standard de- 
sign and printed in continuous or fan 
This type of check allows 
the tabulating machine to feed auto- 
matically or place each check in posi- 
tion for printing information from the 


fold style 


punch cards which have been placed 
in the tabulator previously. As each 
check is printed, the tabulator auto- 
matically aligns the next check into 
position, and the process is duplicated 
until all the 
tabulator have been depleted. Simul- 


such time as cards in 
taneously, a summary card is punched 
which is used Jater in reconciling the 
pay roll account from canceled checks 
returned by the bank at the end of 
each month 

The tabulator is capable of printing 
pay roll, which averages 
about 1300 checks per pay period, in 
approximately 55 minutes 


the entire 


Because of the large volume and 
many details, this particular, applica 
tion has proved to be outstanding as 
a time saver in the preparation of pay 
roll with tabulating equipment 





Small Hospital 


In the small hospital 


THE DIRECTOR 


N THI 


sonal contact stands out more 


small hospital where per 
than 
it possibly can in a large hospital, the 
quality of the employed staff looms as 
i vitally important factor. This factor 
is sO great in the eyes of some that it 
takes on a measure of the treatment 
Therefore, the nursing staff which com 
prises a large part of this group re 
quires careful consideration 

In any hospital, the key to the suc 
cess of a harmonious, well managed 
nursing service is the director of nurses 
Her personality, her nursing abilities 
ire important, but most of all, her at 
care of the 


kind of 


receive. In a 


titude toward “the patient 


will determine the care your 


patients will small hos 


pital, her responsibilities extend in 


many directions. She is not only 


lirector of nurses, but a supervisor of 
ill nursing service. She is of invaluable 
issistance to the administrator in inter 
preting hospital policies to patients 
the public and personnel and, by work 
ng with the dietitian and housekeeper 
in coordinating activities for efficiency 


ind economy throughout the entire 


hospital 


MORALE IS GREATEST FACTOR 
We believe that the 


and 


nurses attitude 


morale are the greatest factors in 
the smooth running of the department 


\ yood leader 1s essential in supplying 


lead 


teach 


these. Nurses like and need a 


who can develop interest 


In other 


ano 


irouse action words, the d 


rector have 


the-hour 


lates nursing interests by 


} } 
direct and guide and to sense 


for improvements 


a paper 


Assem| 


NURSES SETS THE STANDARD 


of nursing care of patients 


LIALA 


1. JOHANSON, 


Superintendent 
Lake Forest Hospital 
Lake Forest, Ill 


patients and to work with the nurses 
to that end 

In hospitals where the total number 
of patients probably will not equal the 
number on one floor or unit of a large 
hospital, there is not the real need for 
many nurses especially trained for su 
pervision or teaching only. A mater 
nity supervisor and an operating room 
supervisor, with postgraduate courses 
in their respective fields, and head 
nurses working with the director of 
nurses suffice. It is satisfactory to give 
the operating room supervisor added 
responsibilities and have her act as as 
sistant to the director of nurses. This 


stimulates and broadens her nursing 
interests and the added remuneration 
may be an attraction 

The organization of the nursing staft 
on the hospital floors is simple. It is 
comprised of graduate nurses, plus non 
professional workers, each in quality 
sufthcient for the needs (and availabil 
ity). At the top of the list is the “work 
ing head nurse” who accepts responsi 
bility for the service on the floor. Fol 
lowing are 


one or more graduate 


nurses, as necessary, who work nor s 


much under as with the head nurse and 


who are familiar with all the floor pro 


cedures and who relieve the head nurse 


on days off. Although responsibility 


must of necessity be 


placed in a 


head,’ it is vitally important in so 


small a group that others are made to 
sense the close relationship of all con 
cerned for the welfare of the patient 


} 


in the personal happiness ot the 


worker. Incidentally, we have reached 
the spot in our civilization where the 
happiness of the worker is recognized 
as a real factor in the accomplishment 
of any given project 

The graduate nurse service is being 
increasingly augmented by nonprofes 
sional workers. The evolution of these 
workers is still in progress and they 
are known by various names and per 
form many types of duties. In the 
small hospital, there is not the volume 
of late morning intern rounds and 
treatments met in larger hospitals and 
therefore it seems that more than one 
type of nonprofessional worker is un 
necessary. Too many grades of nursing 
leads to confusion and conflict among 


j 


the workers, and even doctors anc 


patients are confused, not knowing 


who does what 


TRAINING COURSES NEEDED 

At present, the hospital that has few 
or no teaching facilities yet needs and 
uses these nonprofessional workers is 
having to train them “on the job 
This is an arduous task and produces 
only average results. I cannot stress too 
strongly our need for training courses 

We 


there are few supervisory positions and 


find in small hospitals, where 


Opportunities for promotion, much 
emphasis must be placed on the gen 
eral duty staff. The nurses comprising 
this group are doing this work because 
they like it, because they believe it is a 
vitally important field, and because it 
them both 


vives personal and profes 
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The 
contact gives the human or personal 


sional satisfaction nurse-patient 


satisfaction and the nurse-disease con- 


tact is a constant professional chal- 


lenge. The diversification of duties 


should make this role highly interest- 


ing. These nurses many 
duties added to 


accept the 


their role in this last 


decade with fervor. The general duty 


and bedside nurse today is a person 


thoroughly adequate and thoroughly 
reliable to meet the professional nurs 
ing needs of the patient; and she is 
thoroughly competent in matters per 


taining to his social welfare 


BEDSIDE NURSING NOT MENIAL 


The trend relative to the status of 
nurses is definitely up 


Her 


individual rights have been given con 


general duty 


ward and should be encouraged 
side ration Better salaries, shorter 
working hours, straight eight-hour 
duty and better living conditions have 
all tended to increase her working abil 
ity and her welfare until we should 
now find a happy nurse-patient-hospital 
grouping with more tendency on the 
part of the nurse to seek and remain 
But 


nately, somewhere along the line—be 


in this field of nursing unfortu 


fore, during or after their training 


course—some young women have de 
veloped the idea that bedside nursing 
is menial and if they continue too long 
doing the actual bedside nursing care 
they are not important. Here, we stop 


to think how very important they are 


in any hospital, for whether we have 


few or many patients, we must have 


graduate floor duty nurses covering the 


»4 hour period. Supervisors cannot 
1 


maintain nursing care unaided 


Have we stressed the importance ot 


1 


supervisory positions tO sucn a point 


t be known 


general duty 


that a nurse hesitates to let 
still” doing 


nursing—or could it be that 


that she ts 
nurses 


strive for supervisory positions only 


because of the need for more security, 


both financial and social? Have we 


as hospital administrators failed to em 


phasize and show the importance of 


our general duty nurses? 


l. Are we offering opportunities 


for interesting professional growth and 


progress in their work? In hospitals, 


especially those remoze from teaching 


centers, there should be opportunity 


for study in this particular field, not 


study preparing the nurse away from 


bedside care, but courses given pri 
marily to increase her knowledge and 


to keep her abreast of the times. These 
are fast-moving times and such courses 
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Photograph by Willian 


Rittase. Courtesy 


East Orange General Hospital, East Orange, N.J 


Students must be taught the importance of general duty nursing. 


are necessary to meet the ever-forward 
trend of service in the modern hospital 
and to stimulate further interest on the 
part of the nurse. Again, small hos- 
pitals with no established educational 
staff should make every possible effort 
to arrange time for such courses, meet 
Stimulating — the 


ings or lectures 


nurses’ interests is a Challenging task 
2. Are we offering financial secur 
ity? We have our starting and maxi 


mum salary schedules, but over and 
above that, are we giving all the finan 
cial consideration we can to our nurses 
who show interest in professional prog 
ress, who are alert in bringing us new 
ideas, who are willing to attend lec- 
tures and 


professional meetings on 


their own time? As their value to the 
hospital increases, are we in turn giv 
ing worth-while bonuses or salary in 
creases to these nurses, encouraging 
them to stay with us in this branch of 
nursing which they enjoy and which 
is most suited for them? 

3. Are we offering emotional secur 
ity? A 


position if she knows that she has the 


nurse will feel secure in her 
backing of the hospital administration 
is long as she assumes her responsibil 
ities in keeping up the established hos 
pital standards of care and service to 
the patient and is loyal to the hospital 
feel 


nurses is willing to listen to and help 


She must that the director of 


her with problems. She should know 


that she will be told when her work 


is satisfactory as well as unsatisfactory 


She will feel secure if she is provided 
with a well organized working sched 
ule and time schedule giving her an 
opportunity to plan her working and 
leisure time, which leads to security 
in her social life 

1. Are we oftering social security? 
Social value, not only in nursing but 
in her life in the community must be 
We 


promote ways and means for her to 


emphasized to the nurse must 
become acquainted with groups in the 
community. A nurse not only feels 


more secure but she becomes a more 
valuable asset to the hospital when her 
interests take her outside the hospital 


atmosphere 


EACH GROUP CONTRIBUTES 


In closing, I want to leave this 


thought: There is great need in our 
hospitals for all groups giving care to 
our patients—directors, teachers, super 
visors and bedside nurses, professional 
and nonprofessional. The contribution 
to the given by each 


nursing care 


group of course varies. Each in its 


place is tremendously important. | 


must not leave the impression that | 
minimize the value of the supervisory 
staff but the value of the general duty 
nurse in the small community hospital 
cannot be measured. Her rdle at times 


covers all groups of nursing, as a 
teacher, instructing and supervising the 
worker, and as a 
Our task should be to make 


her role worth while 


nonprofessional 
worker 





Administrators 
Jessie J. Turn- 

bull retired as ad 

ministrator of the 

Elizabeth Steel 

Magee Hospital, 

Pittsburgh, on 

September 1. Miss 

lurnbull received 

edu Miss Turnbull 

niversity of Pennsylvania 


her nursing 
cation at the | 
Hospital and was director of the school 
West Penn Hospital for 
12 years. In 1921 Elizabeth Steel 


Magee Hospital entered into an agree 


ot nursing ot 
the 


ment with the University of Pittsburgh 


whereby it was afhliated as the first 


teaching hospital to be operated in con 
school and 


with the medical 


} 


yunction 
Miss 


the hospital as superintendent 


vull associated with 
She has 


every 


Turn became 


wen the recipient of practicall 


honor that could be conferred upon a 


nember of her She has 


| 


ed is 


profession 


president of the American 


lege of Hospital Administrators, be 


woman to serve in 
ipacity. In 1941 she 
| 


orary degree ol doctor ol 


the first that 
received the hon 
social science 


Miss 


idmin 


rom the University of Pittsburgh 
urnbul has been succeeded as 
trator by Isabel Weber, who had been 

1dministrator it the 


ir Miss Weber sw a 


niversity of Chicago 


hospital 
graduate 
course m 


idministr ition 


Thelma H. Kenyon, ass 


Children’s Hospital, 


stant superin 


Buftalo, 


named administrator of 


Dis 


N.Y 
Buffalo’s Chronic 
Miss 


with the 


stitute Kenyon, 
stafl of 
first as 
im nurs 


hurses 


Lee W. Yothers has been 
his adn 


ersity ¢ 


accepted tor 
residency by the Uni 


t Illinois Research 


rinistrative 


tional Hospitals Ee 
or of 

Lake Forest ¢ 
qualify for the 
munistration a 
June 


University next 


88 


About People 


Dr. Robert Cadmus, assistant director 


of University Hospitals of Cleveland 
since 1948, has gone to Chapel Hill, 
N.C., to be director of the new teaching 
hospital at the University of North Caro 
lina. He has been succeeded in Cleve 
land by Dr. Herbert E. Appleyard, who 


spent the last year there as administra 
tive resident. 


Brother Hugh Miller, administrator of 
\lexian Brothers Hospital, 
1941 to 1944, is the new 
the 


Resort, a 


Chicago, 
admin 
Moun 


men, at 


from 


istrator of Alexian Brothers 


tain rest home for 
Signal Mountain, Tenn. Brother Miller 
had been assistant administrator prior 
to his term as administrator in Chicago 
Since the he entered the 


time Congre 


gation of the Alexian Brothers in 1929, 


he has served as nursing supervisor, 
chief anesthetist, and pharmacist in ad 


dition to his administrative duties 


Sister Mary Alvina, S.N.D., who for 
hive years has served as supervisor or the 
Mary's 


been 


obstetrical department at St 


Hospital, Humboldt, Tenn., has 


elevated to 


the post of administrator 
Sister Mary Alvina succeeds Sister Mary 
Leah, S.N.D., who has completed 
ippointment as administrator 
Mary's and has re 


Motherhouse 


assignment 


her 
SIX-year 
and superior at St. 
Notre Dame 


new 


turned to the 


it Cleveland for a 


been named to succeed 
administrator of 
Pittsburgh 


Isabel Weber has 
Jessie J. Turnbull as 
Elizabeth Steel Magee Hospital 


Rev. J. Gordon Dandignac is the 
newly appointed superintendent of Dick 
inson County Memorial Hospital, Iron 
Mountain, Mich. The hospital, now un 
der construction, will be completed by 
April 1951 at a cost of $950,000. Rev. 
Dandignac was formerly assistant ad 


ministrator of Denver General Hospital. 


James V. Lappin, assistant adminis 
trator of Methodist Hospital, Philadel 
phia, has resigned to accept a similar 


position at Cooper Hospital, Camden, 
N.]. 
membership in the American (¢ ollege ot 


Hospital 


Mr. Lappin was advanced to full 
PI 
Administrators at its 1950 


convocation, 


Roy C. House 


has been named 
administrator — of 
the Warm Springs 


Hos 


pital, Gonzales, 


Foundation 
Tex. Prior to this 
appointment, Mr ys 

R. C. House 
ant administrator of Samuel Merritt Hos 
pital, Oakland, Calif. A 
Northwestern | 


House was assist 


graduate ol 


the niversity program 


in hospital administration, Mr. House 


is a nominee of the American ( 


of Hospital Administrators and 


sonal member of the American Hos 


pital Association 

Mrs. Norma Gannon, R.N., has retired 
as administrator of Hillsboro Hospital, 
Hillsboro, Ill. H. Byron Landholt suc 
ceeded her as administrator on Sep 


tember | 


Benjamin W. Wright, administrator of 
Memorial Md., 


has been appointed director of Wilming 


Hospital, Cumberland, 


ton General Hospital, Wilmington, Del 
Dr. A. J. Hockett. Mr 


gan his hospital administrative 


He succeeds 
Wright be 
career 1939 at Doctors’ Hospital and 
Medical Center, Washington, D.C. He 
served there for five years as comptroller 
and assistant administrator. For a short 
time during the construction of the \r 
Arlington, Va., Mr. 


in charge of setting up the 


lington Hospital, 
Wright was 
organization obtaining 


operating and 


equipment. He became administrator of 
the Cumberland hospital in 1944 
Continued on Page 178.) 
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Saftifilter, a new development in 
blood and plasma infusion, is Cut- 
ter’s exclusive new all-plastic and 
nylon filter unit. 


Saftifilter, with its triple stage filter- 
ing, removes clots and fibrin yet 
permits a constant flow of blood or 
plasma. 


Cutter’s completely new all-plastic and nylon Infusion Sets, 
with SAFTIFILTER, offer these advantages: 


Added Safety 


through 3 separate filters 


blood or plasma passes 
complete re- 


moval of clots and fibrin. 


Constant Flow 
ters minimize possibility of clogging. 


coarse, medium and fine fil 


Breakage Resistant all 


construction, 


plastic and nylon 


Plastic Needle Adapter 


Transparency gives 


ready for insertion 
n needle visual evi 
nce of entry into the vein. Softer than 
Its in tighter, more secure fit. 


, resu 


CUTTER LABORATORIES + 


| Pesity...cutte Blood and Plasma Sets 


¥ 
q 


et 


Expendable 


costs. 


saves space, time and labor 


Positive Pressure 


tive pressure 


sets are designed so posi- 
can be used. 
Ready for immediate use, these sets are 


sterile, pyrogen-free, easy-to-use, and pro- 
vide added safety. 





The 
an enlargement showing the weave 
of the fine inner Nylon mesh filter. 


red background of this page is 
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The Worlds 
Finest . Surgeon's Blade 


This is the A.S.R. Surgeon’s Blade with the ultra-keen ‘Command Edge.’ 
It represents the highest achievement of fifty years of precision craftsmanship . . . 
a blade so true, so precise, so perfectly balanced that it literally becomes a part of the 
surgeon’s hand. Many leading surgeons report that the keen, durable 
A.S.R. Surgeon’s Blade withstands incisions normally requiring three or four blades . . . 
saving many precious minutes of operating time. 


1. A.S.R. Surgeon's Blades get double 2. ...and are then hermetically sealed 
protection against moisture. They in aluminum foil. Can be stored 
are first wrapped in heavy wax paper for years and still retain matchless 
uniformity and keenness. 


A. S.R. / 
Double Edge Razor Blades j Sanitary Utility Protector 


(for hospital use) Has 8 practical uses, among them: 


Same superior steel—same * Bedpan Cover 
technical excellence as A.S.R. 
Surgeon’s Blades. 

Fit any standard double edge 
razor...Convenient packs of 100. 


* Treatment Tray Cover 
* Urinal Cover 
* Bedside Nursing Bag 
* Douche Tray Cover 
* Glove Case for 
Autoclaving 


SURGEON’S BLADES with the ‘Command Edge’ 


fit all A.S.R. and all standard surgical blade handles 
PRECISION Ask PRODUCTS 


A.S.R. HOSPITAL DIVISION, AMERICAN SAFETY RAZOR CORPORATION, BROOKLYN 1, NEW YORK 
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Volunteer Forum 


Conducted by Raymond P. Sloan 


a hospital consultant reports: 


British Health Service 


is giving satisfaction to the public 


| HE fact that in the recent parlia 
f n in Britain both 


mentary campaig 
major political parties claimed credi 
National 


n Lic if¢ 


for the establishment of the 


Health Service would seem to 
that the service is, in general, giving 
satisfaction to the public 

It is interesting to note that the sur 
viving contributory schemes, which are 
analogous to our Blue Cross, are more 
than maintaining their membership 
(approximately 3,000,000 subscribers 
and several, 


owing to mounting re 


serves, have substantially increased 
benefits paid to subscribers during hos 


pitalization 


COSTS AND CHARGES INCREASED 
The increased costs of operating the 
hospitals in the service, due largely to 
increases in the number of personnel 
made 


100 


and in its Compensation, have 


necessary increases of from 50 to 


per cent since 1948 in the charges for 


occupancy of the limited number of 


private rooms available. This condition 
together with the probability that an 
individual needing hospital care might 


be obliged to wait for a considerable 


time before gaining admission unless 


his condition were an emergent one 


ulated membership in contrib 


schemes which are planned to 


ver the cost to the subscriber of pri 


ommodations plus his 


| and specialists’ fees, 


similar to 
Blue 
Association 


} 


S individual 


cover 
Blue Cross and 


e London 


pounds 
shillings 
with na mun i ranging from 
OD t ) | ‘ not over six 
weeks of 
year 
Another 
Association 


of approximately 


lent 


lar subscription rates benet 


the above expenses ar 


90 


JAMES U. NORRIS 


Member: American Association of 
Hospital Consultants 
Consultant to Associated Hospital 
Service of New York 


in addition to a maximum of 297 


pounds in any one year 

With reference to the former volun 
tary hospitals which are now being 
operated under the National Health 
Service, information gained from two 
executives each now administering a 
group of six hospitals indicated that 
conditions have not materially changed 
from those of a year ago 


The of Health 


i central department tor the purchase 


Ministry has set up 
of supplies and this step is viewed with 
mixed feelings by the administrators 
who feel that while economies may be 
effected they will probably lose the per 
sonal contact with and interest and ad 
vice of the supplier 

An action of the Ministry which ts 
thoroughly approved is its request to 
the King Edward’s Hospital Fund and 
to the Nuffield Trust to investigate hos 
pital financing with a view to the es 
tablishment of a uniform system of cost 
accounting in all the hospitals operat 
ing under the Act. This is the first at 


tempt of this nature to be made in 
Britain 

A recent action of the Ministry 
which is greatly resented by some as 
an attempt at “snooping” is its ruling 
that its Regional Ofhcers must receive 
the minutes of all meetings of hospital 
authorities and must attend the meet 
ings of boards of governors, regional 
hospital boards and hospital manage 
ment committees when they ire re 
quired to lo so 

In view of the mounting cost of 


the National Health 


pitals have been asked to operate under 


Service all hos 
reduced budgets and to institute econ 
omies wherever possible 

The following is an interesting com 


ment made by the organization known 


( Political and Economic 


as P. E. P 
Planning ) 
Minister of Health at 
the one extreme and the professional 


Between the 


administrators on the other, the vast 


majority of the people concerned with 
hospital administration serve on a vol 


i 


untary basis. In this sense, the new 


service is not a whit less ‘voluntary’ 
than the old 

In England and Wales there are 
about 7000 persons serving on boards 
of governors, regional boards and man- 
agement committees and there is, in 
addition, a growing number serving on 
house committees. Ninety per cent of 
had 


experience in hospital work 


house committees have previous 


CHEAPER IN THE HOSPITAL 


A debatable point under a system of 
health been 
a professor in one of the 


national insurance has 
raised by 
university hospitals. In a recent letter 
to the Times of London he states that 
Among its several anomalies, the 
health act has made it cheaper to be 
ill in hospital than at home, for the 
inpatient is provided with free food 
at the taxpayers expense, whereas the 
domiciliary patient is not. On the basis 
of some 400,000 occupied beds, the an 
nual cost of this free food is about 20 
million pounds and there does not ap 
pear to be any specific legislation by 
which this large expenditure is author 
ized. As the Ministry has not yet pro 
vided sufficient hospital beds to meet 
the needs of the service the patient who 
is thereby compelled to be ill at home 
not only may be ata disadvantage med 


ically but also suffers a financial loss 
as compared with the luckier inpatient 
This suggests the creation of a major 
social Injustice 


The 


could surely be little hardship in charg 


writer ends as follows: “There 


ing inpatients a reasonable Sum (Say 


10 shillings weekly) towards the cost 


of their food. Such a charge would 


relieve, at least partially, the inequi 
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¥ 
) 
% 


$61,562 


+ 
4 
AVERY WORKING DAY since 


Pearl Harbor an average of $61,502 has been con- 
tributed to capital fund campaigns, under our di- 
rection, to build or expand 148 voluntary hospitals. 
This represents nearly 718,000 subscriptions totaling 
$131.867,036 by individuals and families, corporations, 
foundations and members of hospital staffs. 

Almost 6,000 persons made memorial gifts, 
amounting to $40,006,000, to establish parts of new or 
enlarged hospitals, and 15,199 corporations subscribed 
$47,117,356 to ensure adequate hospital facilities for 
their employees and the workers’ dependents. Physi- 
cians and surgeons gave $7,426,000. 

The average total contributed each working day 
during eight and one-half years was sufficient to create 
two major operating rooms, or three laboratories. or 
two radiography and fluoroscopy rooms, or at least 
sixteen beds for patients. 

Response to building funds directed by us in the 
first five and a half months of 1950 give new evidence 
that the American public will supply the funds re- 
quired for soundly conceived hospital projects. 

In Rochester, N. Y., a federated campaign to ex- 
pand five hospitals and build a new one resulted in 


contributions of $6,980,000, a $40,000 oversubseription. 


WORKING 


4 p> 


The $1,500,000 United Hospital Fund of Harris- 
burg, Pa., for enlarging two hospitals, ended with 
subseriptions of $1,531,000, supplementing $2,159,000 
raised under our direction in 1945. 

Residents of the area served by the North Coun- 
try Community Hospital at Glen Cove, N. Y., over- 
subseribed a $300,000 fund to complete the cost of 
an expansion project. In two earlier appeals for $2,750,- 
000, entrusted to us, this hospital raised $3,078,165. 

In Nassawadox, Va., $250,081 was contributed 
toward a $225,000 objective for a nurses’ school and 
increased accommodations in the Northampton- 
\ccomack Memorial Hospital. 

An oversubsecription of $122,342 was obtained in 
the $500,000 campaign for the Roger Williams Gen- 
eral Hospital at Providence, R. [. In two previous 
building funds for $1,600,000, which we directed, the 
hospital obtained contributions of $1,864,670. 

A $1,200,000 program for Overlook Hospital at 
Summit, N. J., was oversubscribed by $16,000. 

The current $19,720,000 federated campaign for 
the enlargement of ten hospitals and construction of 
four new ones in Detroit, Mich., is the sixth joint 
hospital capital project for which we have been en- 
gaged. Contributions to this fund, the largest of its 
kind ever undertaken, have passed $17,000,000, 


Charter Member of American Association of Fund-Raising Counsel 


25 WEST 43xp STREET, NEW YORK 18, N. Y. 


WILL, FOLSOM AND SMITH, Inc. 


126 NEWBURY STREET, BOSTON 16, MASS. 
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of the 


table 


tient and it might well mitigate the 


position domiciliary pa 
burden on the existing hospital beds 
The saving of several million pounds 
might profitably be used for the proper 
development of the service and so help 
to prevent its impending spiritual de 
mise while it is as yet in its cradle 
The King Edward’s Hospital Fund 
for London, being no longer obliged to 
use its funds for the maintenance of 
the former voluntary hospitals, has un 
dertaken the following new 
|. The 


ICTIVITIES 


establishment of staff col 


lege for the training of hospital admin 
buildings have 


been purchased and some 24 students 
I 


istrators. Two large 
will be in residence 

2. The carrying out of a pilot costing 
investigation in a number of selected 
hospitals with a view to the establish- 
ment of a uniform system of cost ac- 
counts for hospitals; this, as before 
mentioned, at the request of the Min 
istry of Health 

A great majority of the individuals 
interrogated as to their personal re- 
National Health 


ctions towards the 


PUBLIC RELATIONS 


starts at the hospital's front door 


—— public relations program 
starts right at the front door of 
each hospital and moves on 
institution. The 
desk 


first contact 


the entire front door 


is the information and in most 


Cases it 1s the 


patic nt ind visitor 


The public will find easy to form 


in unfavor ble impression when given 


the slightest opportunity, and it is not 


i simple matter to alter 


once it is established. John Doe's im 


MS Impression 


pression of a hospital is more likely to 


be formed by an unfriendly reception 


the information desk than it is by 


modern operating suite 


In visiting various hospit ls | 


rook 


particular note reception I re 


recognize 
self 


was one 


with 
to speak 
However, even 
bring results 
I was still iv 
ing to speak 
informed tha 
in due time 
pression that | was b 
seeking recognitior 
fered 

This is no exaggerat 
anyone is likely 
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treatment when he arrives as a stranger 


in some of our hospitals. Unfortunately, 


when such a situation is found, the 


prescribed cure is only a half measure 


The clerks are instructed to practice 


courtesy, but that is not enough. The 


true cure for such a situation lies not 


only in courtesy, but in friendly court 


esy and a sincere interest in the public 


AS MANY RULES AS PEOPLE 


It would be most helpful if definite 


rules of conduct for information clerks 


could be set down to ensure a proper 


reception every case. The difficulty 


here is that there would be almost as 


many rules as there are meetings be 
tween each member of the general pub 
l 1 each clerk 
il differs from another. There are 
} 


because every in 
iny human emotions which tenc 
ite a complex response with such 

and the intensity of reaction 

the personalities involved 
oes not make the task of pub 
reception completely hopeless, inas 
ich as certain qualifying factors can 
relied o i an evaluation of 
the information 


j 


e and this 


trom 


Service expressed their satisfaction 
with it in from mild to enthusiastic 
terms. Criticism, though infrequent, 
was often bitter 

John Dodd, honorary secretary of 
Hospitals Contributory 
Schemes Association (1948); T. S. 
Clarke, secretary of the Hospital Sav- 


the British 


ing Association, and Capt. J. E. Stone, 
director of the King Edward's Hos- 
pital Fund for London have again been 
most helpful and cooperative in sup- 
plying me with all information re 
quested 


evaluation it may be _ determined 


whether the clerks have the personality 
to do the job effectively. Second, there 


ire certain characteristics which are 


present in all human beings. With an 
understanding of these patterns the 
average Clerk can adjust her approach 
favorable reaction. In 


and obrain a 


any event, one cannot list 
Do's 


and expect the job to be well done 


a string of 


and “Don’'t’s” to be followed 


Sufficient intelligence and _ self-control 
ire required to deal favorably with all 
types of human reaction 

The public is rarely given the oppor 
tunity to witness the skill and efficiency 
of the personnel in the operating or 
emergency room, but the professional 
aptitudes of such personnel are often 
implied by the character of the infor 
mation desk where not even the slight 
est detail can escape public notice. The 


created at the front 


Lined 


bad impression 


door by poorly tr information 


clerks can hinder the best over-all pub 
lic relations program 


The support and 1 will of the 


LOOK 


public are vital to every hospital, and 
j 


; , 
care should be exercised at every point 


With this fact in mind 


© retain these 


one can easily evaluate the need for 
installing a program to have all comers 
greeted in a friendly 
The favorable 
ot such 


courteous Manner 


impression as a result 
reception can inspire the pub 
lics confidence in the 


entire hospital 
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EASILY MIXED... EASILY ASPIRATED... EASILY INJECTED 


Mixed with Water For Injection, U.S.P., or Isotonic Sodium 
Chloride Solution, U.S.P., Com-Pen quickly forms a homogene 
ous suspension. Its particles of procaine penicillin G are uniformly 


~ 


dispersed due to the presence of small amounts of harmless 
dispersing agents. A minimum of agitation is required prior to 
aspiration 


Because of the high degree of subdivision of its procaine peni- 
cillin particles, Com-Pen is easily aspirated through a 20-gauge 
needle prior to injection. Prepared suspensions of Com-Pen may 


be kept at room temperature for one week, or at refrigerator 


/ 
! 
! 
I 
| 
| 
1 
\ 
\ 
\ 
\ 
\ 
\ 


temperature for three weeks, without significant loss of potency. 


Com-Pen is readily injected through a 20-gauge needle. Small 
particle size and a homogeneous suspension make this prepara- 
tion unusually trouble free. This outstanding feature is especially 
important in both hospital and office practice. Com-Pen is 


indicated whenever a repository type of penicillin is called for 


Package Information — Mixed according to directions, Com-Pen 
produces a uniform suspension, each cc. containing 300,000 units 
of crystalline procaine penicillin G. Com-Pen is supplied in: (1 
five dose vials containing 1,500,000 units, (2) single dose vials 
300,000 units) in individual boxes, and (3) single dose vials in 
boxes of 50 


CSC Fluamacaitcds 


A DIVISION OF COMMERCIAL SOLVENTS CORPORATION, 
17 EAST 42ND STREET, NEW YORK 17,N.Y 
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Medicine and Pharmacy 


Safe practices in the use of 


ANESTHETIC GASES 


\ THEN speaking of safe practices 

in the use of anesthetic gases and 
mixtures, one’s thoughts naturally turn 
to the explosive hazards involved 
Actually, the explosion hazard is only 
one part of the complex problem facing 
hospital administrators and anesthesi 
ologists 

Assuming the producer of the anes- 
thetic gas has filled the cylinder with 
the correct gas of the required purity, 
and we must assume this as it is im 
practical and impossible to analyze the 
contents of every cylinder, the prob 
lems start when the cylinder is deliv 


ered to the hospital 


IDENTIFIED THREE WAYS 


Identification of the cylinder and its 
contents is of paramount importance 
there are three ways of 
(1) the label, (2) 


stamping in 


Ordinarily, 
identification the 
the metal at 
All three 
means of identification should be used 


The label should be easily read, firmly 


color, (4) 


the shoulder of the cylinder 


attached to the cylinder, and placed 


on the cylinder where it can be easily 
read when the cylinder is on the an 
esthesia machine 

Labels should not be covered with 
an Opaque Covering to protect the paint 
of the cylinder. Unfortunately, this is 
a common practice, especially on small 
cylinders. Such wrappers should be re 
moved immediately upon delivery to 
the hospital stores department, prefer 
ably by the person making the delivery 
Labels do not adhere well on painted 
surfaces. They are subjected to wet and 
moisture, and they may not be on the 
cylinder when it is desired to identify 
it. Again, the label may be rendered 


illegible by being torn or covered with 


Interna 


Francisco 


presented t& the 
Association, San 


From a paper 
tional Acetylene 
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paint or dirt. Therefore, the label alone 
is not to be relied upon as the sole 
means of identifying the cylinder. 
Supposedly, a uniform color scheme 
was accepted by the gas manufacturers 
in the United States to identify all com 
monly used gases. Actually, the color 
scheme has been only half-heartedly ac- 
cepted. Some manufacturers cover the 
upper one-fourth or one-third of the 
cylinder with the designated color; the 
remainder of the cylinder may be silver, 
gray or any other color which the man 
ufacturer may see fit to apply. In some 
instances mixed gases may be com- 
pressed in the same cylinder (carbon 
and helium and 


dioxide oxygen or 


oxygen) and this means that two 
identifying colors must be placed on 
the cylinder. When the manufacturer 
applies his own identification color to 
a cylinder the complications are obvi- 
ous. The identifying color may be of 
several shades, still further obscuring 
correct identification Inasmuch as 
most cylinders are moved and placed 
on anesthesia machines by male order 
lies, the problem of color blindness 
may be encountered. When the com- 
plications arising from color schemes, 
variations in shades, and color blind- 
ness are considered, it will be appre 
that 


cylinder should not depend solely upon 


ciated the identification of a 
its color 

Finally, identification should be ac- 
complished by means of imprinting 
into the metal shoulder of the cylinder 
the name or chemical formula of the 
Such 


cylinders should never be used for any 


gas contained in the cylinder 


other gas unless the identifying stamp 


Conducted by Robert F. Brown, M.D. 


ing is completely obliterated. This prac 
tice is not followed by all companies 
but it is a desirable one 
Hospital personnel handling cylin 
ders of anesthetic oxygen 
should be instructed always to identify 
>? 


each cylinder by (1) the label, (2) the 
color, and (3) the stamping into the 


Bases or 


metal of the cylinder, if present. If 
these are not in agreement, the cylinder 
should be so marked and returned to 
the manufacturer 


KEEP IN GOOD CONDITION 


As cylinders used in a hospital reflect 
part of the cleanliness of that hospital 
they must be painted frequently and 
maintained in first-class condition. Even 
then, operating room nurses sometimes 
pin white sheets around cylinders or 
have special cloth covers made in order 
to improve their appearance. This prac 
tice is a hazardous one, as the covers 


prevent proper identification of the 


(ylinder and its contents. Also in the 
process of putting on the covers or 
stripping them from the cylinders, a 
static charge may be generated which 
may well be the source of an anesthetic 
explosion. The practice should be dis 
couraged 

It has long been the desire of an 
esthesiologists to have noninterchange 
able cylinder connections to avoid the 
possibility ot connecting the w rong gas 
to an outlet. At the present time, it is 
the practice to use left-handed threads 
on the large sized cylinders containing 
This affords 
means of protection. However, large 


explosive £ases some 
oxygen and nitrous oxide cylinders are 
supplied with a standard medical valve 
which is the same for both cylinders 
This does nothing to avoid the possi 
bility of connecting the nitrous oxide 
tank to an oxygen inlet or vice versa 
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a mew 
antibacterial 


agent... 


Wide range of antibacterial activity, 

low toxicity and virtual elimination of 
renal complications distinguish the 

use of Gantrisin* ‘Roche’, a new and 
remarkably soluble sulfonamide. Highly 
effective in urinary as well as systemic 
infections, Gantrisin does not require 
alkali therapy because it is soluble 

even in mildly acid urine. More than 20 
articles in the recent literature attest 

its high therapeutic value and the low 
incidence of side effects. Gantrisin is 
supplied in 0.5 Gm tablets, as a palatable 
syrup, 0.5 Gm per 5 ec, and in ampuls. 


\dditional information on request. 


HOFFMANN-LA ROCHE INC « NUTLEY 10 « NEW JERSEY 


Gantfrisin 


* Brand of sulfisoxazole (3.4-dimethyL5- 
sulfanilamido-isoxazole 





Some G cylinders of oxygen are fur- 
nished with the washerless type of 
valve which will not fit the medical at- 
tachments. This would be satisfactory 
if there were some way of eliminating 
the multiplicity of adapters to connect 
any valve to any inlet. A careless or 
inexperienced person can connect the 
oxygen inlet to the nitrous oxide cylin 
around with 
fatal to 


ders or the other way 


results which are sometimes 
the patient 

Smaller cylinders, size AA, A, B, C, 
D and E, all have a standard valve irre 
spective of their contents. They may be 
connected to any inlet on a standard 
anesthesia or oxygen therapy machine 
This should not be. Each gas should 
have its own distinctive connection, 
making it impossible to attach a cylin- 
der to the wrong inlet. Several work- 
able schemes of this type have been 
proposed but nothing has been done 
about them. In this respect, it might be 
mentioned that in England, during the 
war period, the advisability of having 
noninterchangeable valves on all anes- 
thetic cylinders irrespective of size was 
suggested to the British Oxygen Com 
pany. In spite of their lack of material 
and manpower the English saw the 
wisdom of this move and did make the 
change. Prior to the change to the new 
type of valves, they had averaged about 
10 deaths 


wrong Connection 


a year from making the 


STORAGE OF CYLINDERS 


It is important to stress to hospital 
supply and anesthesia departments the 
necessity of having proper storage ta 
cility for cylinders. Each type of gas 


should be stored separately. At least 


the storage should be accomplished in 


a well demarcated bin or area and each 


storage spot should be conspicuously 


marked with the name of the gas stored 


there. The storage area should also be 


cool and well ventilated. Needless to 


say, it is desirable to segregate the full 
tanks from the empty ones. I have been 
informed by several gas manufacturers 


at least 25 pounds of gas pressure 


should be t in an empty cylinder 


valves closed This is to pre 


moisture, dirt and air 


and the 


vent from enter 


ing an empty cylinder before 


refilled by the manufacturer 


MANIFOLD SYSTEMS 


One of the most satisfactory 
of handling compressed 


pital is to install a manifold piping 


means 


gases ina hos 


system. This is especially true in the 


case of oxygen and nitrous oxide. Other 
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gases need not be piped in. In the 
operating rooms where both nitrous 
oxide and oxygen are piped in, outlets 
should be of the plug-in, noninter- 
changeable type. The outlet should be 
brought in from overhead to avoid the 
danger of hoses on the floor. 

The many advantages of the mani- 
fold systems need not be gone into, as 
the subject has been adequately cov- 
ered in many papers. It is to be re- 
gretted there is so little uniformity in 
existing underwriters’ codes and local 
fire ordinances that it is difficult to 
meet all of the requirements with the 
present manifold systems. 


EXPLOSIVE NATURE OF MIXTURES 


With the exception of filling small 
cylinders from large ones, as is prac- 
ticed in some hospitals, few explosions 
occur with gases under high pressure 
This is a highly dangerous procedure 
and should be discouraged completely 
It is far too expensive in the long run! 

Oxygen, gaseous anesthetic agents 
and mixtures of these with volatile an- 
esthetic agents are always administered 
ranging 
ot water- 


at relatively low 
few centimeters 
For this reason, it is 
not necessary to consider the heat of 


pressures, 
around a 
positive pressure. 


compression as being a source of an 
explosion in an anesthetic mixture 

It is surprising to find the number 
of people who regard oxygen and ni 
trous oxide as being either inflammable 
or explosive. Actually neither of these 
gases is inflammable or explosive. It 
is important to stress this fact to hos- 
pital administrators and nurse anesthet 
Each of these gases will support 
inflammable ma- 


ists 
combustion and if 
terial, heated to the proper tempera- 
ture, 1s brought into the presence ot 
these gases, the material will ignite and 
burn 

When oxygen therapy is given it is 
essential to avoid having the patient 
A cigaret, cigar 
the 


or his visitors smoke 
or pipe will burst into flame in 
presence of a high oxygen concentra- 
tion and may well set the bed on fire, 
especially if the patient is in an oxygen 
tent. Also, if the patient is in an oxy- 
gen tent, it is not desirable to use elec- 
tric blankets or to bring open flames 
such as lighted candles on a birthday 
cake, near the tent. However, it would 
seem to me the patient in the next 
bed, 6 feet away, might be permitted 
to smoke inasmuch as the patient re- 


ceiving oxygen therapy will not be in 


danger provided the cigar, cigaret or 


pipe does not come closer than this 


distance. This is a moot point and is 
subject to much discussion. 

Ethylene is a highly explosive anes- 
thetic gas with a low flash point. As 
it is always administered with oxygen 
and frequently with ether it will ex- 
plode violently from static sparks, elec- 
tric sparks, cautery and open flame. A 
number of patients have been killed 
in this manner in past years. Fortu- 
nately, ethylene is rapidly going out of 
common use 


FORMS CARPET OF VAPOR 

Ether, a volatile anesthetic agent, is 
probably the most commonly used an 
esthetic, and has been responsible for 
more fires and anesthetic explosions 
than have all other agents combined. As 
the specific gravity of its vapor is great, 
ether vapor will always seek the low- 
est level and will settle toward the 
floor tending to form a “carpet” of 
vapor in the operating room. The ex- 
plosiveness of this carpet depends upon 
the concentration of ether present 
This “carpet” of ether vapor may flow 
out a door and extend some consider- 
able distance from the operating room 
It may conduct a flame from a remote 
spot into the operating room where 
the ether vapor concentration is high 
and cause an explosion there. It fol- 
lows that flames, sparks, hot cauteries 
and other sources of electric sparks 
must be kept away from the areas in 
which there is any ether concentration, 
especially the floor. Electrical connec- 
tions on the floor or only a short dis- 
tance above the floor are a great haz 
ard because of the danger of sparks 
when made or 
broken. 

Ethyl chloride and vinethane, two 
other commonly used volatile anes 
thetic agents, are also explosive but to 
Chloro- 
form and trilene are completely non 


the connection is 


a lesser degree than is ether 


explosive; neither of these can be re 
garded as a safe anesthetic at present. 

Cyclopropane is a so-called new anes- 
thetic. However, it has been in clinical 
use since 1935. It is an excellent an 
esthetic agent allowing large amounts 
of oxygen to be administered with it 
Unfortunately, it is very explosive in 
anesthetic concentrations. The explo- 
sions which have occurred during its 
use have attracted wide publicity and 
given the agent a bad reputation. At- 
tempts to mix cyclopropane, oxygen 
and helium, in order to reduce the ex- 
plosiveness, have not met with marked 
success as the safe concentration with 
helium exists only over a very small 


The MODERN HOSPITAL 





ADVANCE in antibiotic therapy 


for the first time this logical combination 
of antibiotics is available 


Now, the combination of rapid-acting penicillin, repository peni- 
cillin and dihydrostreptomycin—in one convenient injection — 
places more effective therapy at the command of the physician. A 
broadened antibacterial spectrum gives greater coverage for more 
efficient and rapid control of many infections. 


icillin S-R 


ihydrostreptomycin 


Clinical Advantages of Penicillin S-R with Dihydrostreptomycin 


Effective against a wide range of gram-positive and gram-negative organisms 
Prompt effect on bacteria susceptible to penicillin or streptomycin alone 
“Crossfire” action on organisms susceptible to both antibiotics 
Synergistically increased antibiotic activity = Drug-fastness reduced 


indications: Infections due to organisms susceptible to penicillin and/or dihydrostreptomycin. 





preparation and administration: PENICILLIN S-R with Penicillin S-R with Dihydrostreptomycin 
DIHYDROSTREPTOMYCIN is easy to prepare and inject. It does (Parke-Davis Penicillin and Dihydrostreptomycin 
not plug needles as small as 20 or 21 gage. To each single- Sulfate ) 

dose vial aseptically add 3.3 cc. of: Water for Injection, U.S.P.; 
Physiological Sodium Chloride Solution, U.S.P.; or 5 per cent 
Dextrose Injection, U.S.P. Gently agitate to provide homog- : ; I 
eneous suspension—solution for injection. A single dose (4 cc. Crystalline sodium penicillin-G 100,000 units 
prepared as directed ) is injected intramuscularly, usually twice Dihydrostreptomycin (as the sulfate) . . . 1.0 Gm. 
daily. Care must be taken to avoid intravenous injection, em- DRAIN-FREE VIALS INSURE COMPLETE 
ploying the usual precaution of aspiration. WITHDRAWAL OF CONTENTS 


Each 4 cc. with aqueous diluent contains: 
Crystalline procaine penicillin-G. . 300,000 units 
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range. The control of the mixture has 
to be almost on an analytical basis and 
is not practical in clinical anesthesia 

In general, it may be said that fires 
or explosions with anesthetic mixtures 
occur under the following conditions 

1. The use of an explosive anesthetic 
agent mixed with air or oxygen 

2. The presence of a spark, flame, 
hot cautery, actinic rays (flash bulb) 
and possibly other factors connected 
with the soda of lime used in anes- 
thesia machines 

It follows that the elimination of the 
explosive anesthetic agent is the one 


certain method of avoiding anesthetic 
fires or explosions. This is what has 
been tried in our clinic, with some de- 
gree of success. Except for small chil- 
dren, who still receive ether, completely 
nonexplosive anesthetics are used 

In some clinics, this method is not 
possible. Then it becomes necessary to 
devise ways and means of eliminating 
those factors which may initiate explo- 
sions, As the human element is always 
present, it will be impossible complete- 
ly to accomplish this end. Many factors 
are involved. Electrical sparks may be 
eliminated by using any one of several 


The smooth, velvety action of 


VIM syringes is due largely to 


VIM's careful grinding and fitting. Each 


piston and barrel is uniformly ground to true precision 


standards, individually matched, fitted and tested 


to exacting tolerances. Dependably smooth 


performance in long service is characteristic 


hypodermic needles and syringes “Availoble through your surgical supply dealer 


MACGREGOR INSTRUMENT COMPANY, NEEDHAM 92, MASS. 
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approved safety outlets, safety switches 
and non-grounded electrical circuits. 
Such electrical equipment must be con- 
stantly maintained in first-class operat- 
ing condition, otherwise all the safety 
devices installed will be useless. 

Static electricity is believed to be the 
cause of the majority of anesthetic ex- 
plosions. Consequently, much has been 
done to prevent the accumulation of 
static electricity. Various intercouplers, 
grounded floors, conductive floors, con- 
ductive foorwear and conductive rub- 
ber tubing for the anesthesia machines 
have been brought out to drain away 
accumulations of static electricity 

Persons engaged around the patient 
or in the operating room, should not 
wear silk, wool or plastic outer gar- 
ments, as such material will build up 
a high electrical potential. All wheels 
on siretchers, anesthetic machines and 
other equipment must be conductive, 
or drag chains should be used. Non- 
conductive wax coatings and polishes 
should not be used on hospital floors, 
otherwise they will coat the conductive 
wheels with a coating of nonconductive 
wax and render the entire system use- 
less. The humidity of the atmosphere 
must be maintained at 55 per cent or 
above. Hot cauteries, electrocoagula- 
tion and electrodissection units should 
not be used in the presence of explo- 
sive anesthetic agents. (1 would like to 
point out, though, that some types of 
operations are impossible without the 
use of electrocoagulation and electro- 
dissection units. ) 

Recently, several devices have been 
placed on the market which give an 
audible or visual signal if static elec- 
tricity accumulates on or about the pa- 
tient. I do not know how reliable this 
equipment is. It has yet to prove itself 
in clinical use 

The use of flash bulbs for photog 
raphy in the operating room has given 
rise to some speculation as to the pos- 
sibility of actinic rays setting off the 
proper concentration of anesthetic 
gases. This is something that might be 
kept in mind. I do not know of any 
explosions which have been attributed 
to actinic rays at the present time 

The entire situation concerning the 
proper use of anesthetic mixtures is 
confusing. No single code of procedure 
meets with universal approval. It is 
to be hoped further experience will 
soon bring about a clarification as to 
the precautions to be observed in at 
tempting to reduce the hazards of op 
erating room explosions to an irreduc 
ible minimum 
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In summarizing results of 877 deliveries with Heavy 
Nupercaine, Schmitz et al comment: “Saddle 
block anesthesia is the most nearly ideal for 
obstetrical analgesia and anesthesia if used 
judiciously by an experienced obstetrician. The 
maximum safety to the fetus and mother, the 
dramatic relief of the discomfort of labor and 
the simplicity of the technique make it attractive 


for the mother, the nursing staff, and the attending 





obstetrician.’ 

“The condition of the baby when delivered under 
saddle-block anesthesia is a revelation to anyone 
not accustomed to its use. These babies are pink, 
wide awake and breathe and cry without delay.” 


Injected intraspinally, only 2.5 mg. (1/25 gr.) 





of Nupercaine usually will block sensory impulses 
from the uterus and birth canal for 114 to 3 hours, 
Prepared in a single ampul, Heavy Nupercaine 
(Nupercaine 1:400 and 5% dextrose) may be 
injected without mixing and without dilution. 


Brochure and bibliography on request. 

1. Jorgenson, Graves & Savage: South. M. J., Sept. 1948 

2. Schmitz, Towne & Baba: Am. J, Obst. & Gynec., 58:1, July 1949 . 

3. Dorgan, McGaughey & Litton: Am. J. Surg., Aug. 1949 S$ a re d | is) b | .@) Cc k wi t al 
HEAVY NUPERCAINE— Ampuls of 2 cc. in cartons of 10, 


Sale Tiited to oepial Heavy Nupercaine 


s 0 
ye 


Na PHARMACEUTICAL PRODUCTS, INC., SUMMIT, NEW JERSEY 


NUPERCAINE (brand of dibucaine)—Trade Mark Reg. U.S. Pat. Off. 2/1974 
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How one small hospital developed 


a successful program of INTERN P ROCUREMENT 


HE smaller hospital has generally 
not been able to compete success 
fully for a full or adequate complement 
of interns. The following are the meas- 
ures employed by such an institution 
(200 beds) which have enabled it to 
obtain its full quota of six interns for 
two successive years and a nearly full 
quota (five), the third year 
Fundamentally, the senior medical 
student expects the following of an 
ideal internship 
1. A good teaching program 
a. Adequate variety of clinical 
material 
b. Balanced work load per intern 
so that cases may be properly 
studied and followed 
Minimal amount of the drudg 
ery which is the proper work 
of technicians 
Instructive ward rounds. 
Well planned lectures cover- 
ing the various specialties 
f. Frequent and interesting clin 
ico-pathologic conferences 
Proper living conditions 
a Adequate living quarters 
b. Wholesome, appetizing and 
varied food 
c. Honorarium comparable to 
that paid by other institutions 
of similar size in the com 
munity 
Freedom from friction with hos- 
pital personnel whether medical, 
nursing or administrative 
Courtesy privileges after satistac- 
tory completion of internship 


TRIED TO ACHIEVE IDEALS 


It was recognized that the closest ap 
proach to these ideals would make for 
the most successful intern procurement 

At a conference between administra 
tive heads and the staff it was agreed 
tO mame an intern committee of three 
staff men who would be directly re 
sponsible to the administration and the 
staft tor the 


medical procurement of 


the proper training of interns, the ade 
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quacy and quality of the interns’ work, 
and their discipline. This committee 
has had the complete and whole 
hearted support of the administration 
and of the staff in the formulation and 
execution of the following regulations 

1. The committee assigns the serv- 
ices and determines the manner of 
rotation of the interns, keeping the 
work load reasonable 

2. The committee draws up a pro 
gram of lectures by qualified men who 
give these talks on specified subjects at 
predetermined dates 

3. The committee strongly supports 


full 


clinico-pathologic conferences as a 


and works for attendance of 
means for keeping the interns stimu- 
lated and interested 

1. The administration provides 
enough laboratory technicians so that 
the intern need not perform repeti- 
tious, routine laboratory work. Emer 
gency laboratory work at night is ex 
cepted 

5. All disciplinary problems and 
work assignments are handled by the 
committee only. This removes a fre- 
quent source of friction 

6. The administration has demon 
strated its spirit of whole-hearted co- 
operation not only by serving interns 
excellent meals of “home-cooked” qual 
ity but also by providing the interns 
quarters with a private, well stocked 
refrigerator. 

The monthly honorarium of $100 
was decided upon because this was the 
sum offered by other institutions of 
somewhat larger capacity in the same 
community 
7. The administration and the staft 
are holding courtesy staff positions 
open tor former interns 

In addition to these regulations two 
other series of measures were required 
to implement the program 


Methods of acquainting prospective 
candidates with the hospital and what 
it has to offer. 

Means of maintaining the morale of 
the interns; of continuously keeping 
their professional interest at a high 
level in spite of the strong tendency 
for a let-down toward the end of the 
intern year, and of cultivating a high 
esprit de corps 

The method of acquainting prospec- 
tive candidates with the hospital and 
what it has to offer is a simple and 
direct ene. The interns serving in the 
hospital are asked to meet with pro- 
spective members of the junior class of 
various medical schools at an informal 
dinner. There they discuss fully and 
frankly their feeling about the intern- 
ship. Then, or at a later date, a tour 
of the hospital is arranged 


MUST BE SYMPATHETIC 

The proper committee 
members is most important. They must 
be sympathetic to the interns’ point of 


choice of 


view and willing to devote time and 
effort to their problems, personal as 
well as professional. It may be advis- 
able to choose those of the staff (if 
they meet the foregoing requirements ) 
who spend the most time at the hos 
pital and who may come in closer con 
tact with more of the interns than do 
men. 
perience of this institution that interns 


other staff It has been the ex- 
come to such staff men for discussion 
of problems, professional or otherwise 
Thus a cordial, informal relationship 
has been developed 

Scientific interest is maintained at 
a high level by 
clinico-pathologic conferences in which 


means of weekly 
the case to be discussed is selected by 
the interns themselves. A second im 
portant factor are the necropsies which 
are performed to the accompaniment 
of lively discussions pertaining to clin 
ical significance of findings, differential 
diagnosis, and so on. Finally, there are 
weekly “journal club” meetings lasting 
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Only NCG offers you 


OXYGEN PIPING EQUIPMENT 


that meets every 


hospital need 


mended for such areas. 
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220-3 Zoning Valve Box 
Emergency shut-off valve for 
individual floors or sections 
of floors, and for operating 
rooms 


226 Double Oxygen Outlet 
for Wall Installation. Equipped 
with needle valves 


ive 


@ 


228-40 Combi- 
nation Vacuum and 
Oxygen Station. 
Showing oxygen 
flowmeter and hu- 
midifier (right) and 
suction bottle (left). 
Equipped with 
Schrader ‘Safety 
Keyed" Quick-Con- 
nect coupler. 


226-8 Double Oxygen 
Outlet for Wall Installation 
Equipped with Schrader 
coupler. 








More and more hospitals are discovering that 
NCG'’s line of oxygen piping equipment is the 
most complete available. Selections of mani- 
folds, station outlets and related apparatus are 
so extensive that an NCG system can be im- 
mediately devised that will satisfy every specific 
requirement. 

Hospital administrators, architects and build- 
ers are learning, too, that NCG's wide experi- 
ence in the planning of oxygen systems can be 
of genuine help. Such specialized engineering 
counsel is offered without charge or obligation. 

The diagram at left shows the areas to be con- 
sidered for piped oxygen in a typical installation. 
Use the coupon below to get NCG’s newest 
catalog on the piping of oxygen and other med- 
ical gases in new and existing hospitals. 


221-8 Single Oxy- 
gen Outlet for Wall 
Installation. Equipped 
with Schrader "Safety 
Keyed" Quick-Connect 
coupler. 


228-0 Oxygen Sta- 
tion Outlet. Equipped 
with Schrader "Safety 
Keyed" Quick-Connect 
coupler. Mounts flush 
with wall. 


NATIONAL CYLINDER GAS COMPANY 

840 N. Michigan Ave., Chicago 11, Ill. 

Please send me without charge or obligation a copy 

new NCG Catalog of Oxygen Piping, to be published 
MEDICAL SERVICES 


MEDICAL GAS DIVISION 








NATIONAL CYLINDER GAS COMPANY 








840 NORTH MICHIGAN AVENUE + CHICAGO 11, ILLINOIS 
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one hour during which the interns re 


port and discuss current medical 
articles 

The intern committee 
sumed the responsibility of counseling 
those interns who intend to specialize 


By writing to friends and acquaintances 


has also as- 


in strategic positions it has been possi 


ble to offer such interns considerable 
assistance in obtaining desirable resi- 
dencies. 

By virtue of the good will and en- 
thusiasm exhibited by its interns this 
institution has gained a position high 
on the list of desirable internships. An- 
other important and gratifying result 


Notes and Abstracts 


has been the attainment during the 
last year of a necropsy percentage 
which is higher than that of any other 
hospital in this community. Inasmuch 
as this percentage reflects the scientific 
interest and sustained energy of the 
interns, it speaks well for the intern- 
ship program. 


Prepared by the Committee on Pharmacy and Therapeutics 
University of Illinois College of Medicine, Chicago 12 





DIMERCAPROL (BAL) 


and detoxication with sulfhydril compounds 


N ADDITION to the regular excre 


tory routes the human body has 


various protective mechanisms by 


which detoxication (or detoxification ) 


can be accomplished. These chemical 


reactions provide some margin of 
safety against the drugs, poisons and 
chemicals to which man, in modern so 
ciety, is constantly exposed. These may 
be summarized brietly as follows 
Oxidation of the noxious sub 
stance. The commonest example of this 
type of detoxication occurs with ethyl 


ilcohol where we know that this sub 
stance is oxidized to acetaldehyde, ace 
tic acid and, finally, carbon dioxide 
ind water 

Red 


curs in the 


tron ot the poison also oc 


j 


body and as an example 


chloral hydrate is reduced to trichloro 
ethyl alcohol 


Hydrolysi 


great many compounds and thus acetyl 


ilso occurs with a 


choline is hydrolyzed to the less active 


, 
choline 


4. Deposition or storing of the nox 


ious agent in relatively inactive por 


tions of the body—thus lead is depos 


ited in the bones 


>. Coninega n ot the chemical 1s 
common mode of detoxication wherein 


the chemical reacts with acetic acid 


glycuronic acid, sulfuric acid, glycine 


glutathione or cysteine 


102 


This last reaction wherein the sulf- 
(SH 


molecule combine 


hydril groups of the 


the 


cysteine 
with noxious 
substance represents one of the reac- 
tions which has been most effectively 
exploited since the war 
the which 


Dimercaprol” is name 


the Council on Pharmacy and Chem- 
istry of the American Medical Associa- 
tion has given to 2,3 dimercaptopro- 
panol which was known during the war 


as BAI 


This compound is the direct result 


( British anti-Lewisite ). 


of a search by Peters and his co-work- 
ers at Oxford University for a more 
sulfhydril detoxifying sub 
stance than either glutathione or cys- 


effective 


HS =- CHa 


/ 
Cl-CH= CHAS + 


| 
Cl HO - CH, 


Lewisite BAL 


FIGURE | 


teine HCl. The British found an im 


disulfhydril com 
This 


is simply glycerol with two of the ad 


portant containing 


pound effective against Lewisite 


jacent oxygen atoms replaced by sulfur 


This compound in ointment form has 


already saved the eyesight of many 
workers in poison gas shell loading 
plants where the story is told that in 
the British Lewisite plants billy clubs 
about at 
the 


(truncheons) were hung 


strategic aisle intersections. If 
slightest trace of Lewisite happened to 
get into a worker's eye the pain was 
so intense that the worker would get 
a pain-fear-flight reaction and run 
madly. The clubs were necessary to 
anesthetize the patient rapidly so that 
BAL ointment could be quickly applied 
and thus save the worker's eyesight 
The detoxifying chemical reaction 
which probably occurred is shown in 


figure | 


HS - CH = 2HCl + Cl - CH = CH As 


We now know that this compound 


will also detoxify and allow for the 


harmless excretion of mercury from the 
body according to the reactions which 
are illustrated 
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in figure 2 (see page 


The MODERN HOSPITAL 











For more than forty years Novocain has been a standard 
spinal anesthetic. Quick onset, dependable action and 
excellent tolerance are the outstanding characteristics 
that have made Novocain universally accepted. 


Novocain Crystals for spinal anesthesia in 
hermetically sealed ampuls containing 

50 mg., 100 mg., 120 mg., 200 mg. 

and 300 mg., boxes of 10 and 100. 


fs FOR 
Novocain Solution 10 per cent, ~ BLOOD PRESSURE MAINTENANCE 


ampuls of 2 cc. (200 mg.), ‘ DURING 
SPINAL ANESTHESIA 
boxes of 10 and 100. — 


Neo-Synephrine hydrochloride 
1% solution, 


vials of 5 cc. and ampuls of 1 cc. 


Neo-Synephrine hydrochloride 
0.2% solution, 
ampuls of 2 cc. 


Ephedrine-Novocain Solution, 
ampuls of 1 cc. and 2 cc., 
ephedrine 50 mg. and 100 mg. 


THE PIONEER BRAND OF PROCAINE HYDROCHLORIDE in 1 per cent Novocain solution. 


BACKED BY MORE THAN FORTY YEARS OF MANUFACTURING EXPERIENCE 


Novocain, trademark reg. U. S. & Canada 
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A similar detoxication of an arsen- 
oxide type of arsenical can be indicated 
by figure 3. 

Availability and Dosage: BAL is un- 
stable in aqueous solution and therefore 
is marketed in oil. At present BAL or 
‘Dimercaprol” is available for human 
use as a 10 per cent sterile solution 
in a vehicle consisting of 20 per cent 
benzyl benzoate and 80 per cent peanut 
oil. Man will tolerate up to 5 mg./kg 
intramuscularly every three hours of 
BAL in 
toxic symptoms whereas 8 mg./kg. pro- 


this solution without severe 


duces severe intoxication. Heavy metal 
poisoning should be treated diligently 
and continuously by an initial injection 
of \%4 cc. per 10 lbs. body weight (4 
cc./160 Ib.) followed by ¥ cc. per 10 
lbs. body weight intramuscularly every 
three to four hours for as long as four 
to 10 days, depending on the severity 
of the intoxication 

Toxicity: In animals the generally 
tolerated, nonlethal intramuscular dose 
is approximately 35 to 100 mg./kg. de- 
pending upon the species. Doses in 
excess of this rapidly produce lacrima- 
blepharospasm, 
edema, salivation, vomiting, dyspnea, 
muscle tremors, rapid thready pulse, 


tion, conjunctival 


tonic or clonic convulsions, coma and 
death, which is probably due to the 
interference with enzyme metabolism 
in the body since BAL keeps the cellu- 
lar respiratory enzyme cytochrome ( 
in a reduced state 

In man the toxic symptoms as de 
scribed by Gold and Cattell of Cornell 
University are lacrimation, burning of 
the lips, dryness of the buccal cavity, 
muscular aching, and restlessness with 
intramuscular doses of 5 mg./kg. With 
doses of 8 mg./kg. marked symptoms 
of intoxication lasting from 30 to 60 
minutes occur. These are paresthesias, 
sweating, generalized pain, vomiting, 
apprehension, rapid pulse, and elevated 
blood pressure. Thus, while the lethal 
dose of the compound is not as yet 
known, we can assume that the thera 
peutic index of the compound in man 


is at least 2 


kg 


rate of destruction or excretion of the 


when doses of 3 to 5 mg./ 
are used therapeutically and the 


compound is rapid 

SH Group v. the Chemot/ erapeul 
Effect 
of the 
therapeutic effect because the BAL ex- 


Unfortunately the detoxication 
arsenical also destroys the chemo- 


hibits a greater affinity for arsenic than 
do the tissue enzymes, such as the SH 
groups in trypanosomes. If trypano 
somes, treponema or sperm are made 


immobile with arsenic and then treated 
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1) SH -R - SH + Hg** 


S. 
\ 
2) if Nati 
Stabilized 


\ 7 


FIGURE 2 


Hg ———"— _ RFR 
\ 








FIGURE 3 


Soluble and excretable 





with adequate doses of BAL, normal 
motility and morphology are promptly 
restored. This antagonism is even more 
dramatic im vivo in the infected rat 
where an intramuscular 50 mg./kg. 
dose of BAL given after a 5 mg./kg. 
intravenous dose of mapharsen will 
completely negate any chemotherapeu- 
tic effect of the arsenical on the try- 
panosoma equiperdum as shown by 
complete constancy of trypanosome 
counts during the experience. This dose 
of mapharsen will ordinarily clear all 
of the trypanosomes from the blood 
stream within 15 minutes. Moreover, 
BAL given 30 to 45 minutes after the 
disappearance of T. equiperdum from 
the blood will still reverse the chemo- 
therapeutic effect and allow the rat to 
die of trypanosomiasis. Thus the thera- 
peutic effect of arsenicals is, as Voegt- 
lin first demonstrated, completely nulli- 
fied when sulfhydril groups are used to 
counteract the toxic effect of arsenical 
chemotherapy 
Clinical Arsenic Poisoning: Eagle 
and his co-workers at Johns Hopkins 
Hospital report on the use of BAL for 
the treatment of the numerous com- 
plications arising from the intensive 
Of 55 patients 
with arsenical hemorrhagic encephalitis 
(40 were in convulsions or coma when 


therapy of syphilis. 


first treated ), 44 recovered and 11 died 
Treatment was, however, delayed in 
five of the fatal cases. Of 51 cases of 
arsenical exfoliative dermatitis, 80 per 
cent improved within three days with 


complete recovery of all in 13 days. In 
10 of 11 cases of agranulocytosis, the 
neutropenia disappeared within seven 
Three with aplastic 
anemia were not benefited 


days. patients 
Post-arseni- 
cal jaundice was favorably influenced 
in only five of 14 patients. Three pa 
tients who were mistakenly given 400 
to 600 mg. of mapharsen at a single 
dose were successfully treated. A pa 
tient given 1200 mg. of mapharsen 
showed a favorable response but died 
later because BAL. therapy 
not continued long enough 


the was 


Clinical Mercury Poisoning: Long 
cope and Leutscher of Johns Hopkins 
Hospital report on the successful treat 
ment of 23 cases of mercury poisoning 
with BAL. Eight patients had ingested 
only 0.5 Gm. of bichloride of mercury 
prompt BAI 
Five of six patients who had 


and recovery with 
therapy 


taken | Gm. of the same poison re 


was 


covered and the sixth died on the ninth 
hospital day because of inadequate BAI 
therapy. Nine patients swallowed from 
1.5 to 2.0 Gm. of the poison, but were 
all saved with systematic BAL therapy 
which consisted of 300 mgm. (3 cc.) 
of the 10-per-cent-in-oil solution fol 
lowed by 900 to 2870 mg. in the fol 
lowing three to day period 
Prompt relief of the most alarming 
symptoms occurred in every case. Toxic 
reactions to the BAL were not noted 
and their experience in the one fatal 
case makes them emphasize the impor 


four 


tance of a large initial dose 
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E.vipment like this brings added convenience— 


and extra protection—to vour sterilizer room. 


Why? Because it has so many solid advantages 


built right into it 


Solid advantages, for example. that vou alwavs get 
from a solid metal like Mone.®. And the advantages that 


go hand-in-hand with a completely smooth inner chamber. 


That's right! Smooth as glass and easy to keep 
surgically clean. AMERICAN STERILIZER COMPANY 
has designed a new end ring of forged Monel which 
permits joining the inner Monel shell and the Monel 


steam jacket shell in an all-welded construction 


There are, of course, several important 
reasons for AMERICAN’s use of Monel end 
rings and shells in their cylindrical pressure- 
type sterilizers. Chances are you're familiar 
with at least some of these reasons if 


you've used Monel anywhere in the hospital 


In that event, vou know about the 
strength and toughness of Monel. You 
know 


resists corrosion. You've watched it 


it never rusts; vou've seen how it 


stand up against heat, steam, moisture, 
and the corrosive action of acids, alkalis, 


detergents and hospital solutions. 


Solid metal through and through, 
Monel does not chip or peel. It has no surface coating 
to wear away. It is solid metal with solid advantages - 
and every one adds up to increased protection, long 


service life and reduced maintenance expense. 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, N. Y. 


eMeLem i SERVICE 


ENDS GUESS WORK, LOST MOTION, WASTED 
TIME. American Sterilizer Company‘s new “Cy- 
clomatic Control’ unit (above door) is designed 
not only to simplify operation and to save time, 


but also to guarantee complete 
sterilization. Nurse merely loads, 
sets timer and selector, turns 
starting valve. From that point 
on, entire sterilizing cycle is 
automatically governed. When 
buzzer sounds, nurse turns valve 
to “Off” position, and removes 
finished load. 


REMOVING FINISHED LOAD 
from a Monel pressure-type ster- 
ilizer. Note how welded, forged 
end ring of solid Monel (stand- 
ord on American 16” and 20” 
Monel pressure-type sterilizers) 
permits smooth joint between in- 
ner shell and steam jacket shell. 


Sterilizing chamber, steam jacket shell, trays 
and supports are all made of long-lasting, 
corrosion-resisting Monel. For full information, 


write Ameri 


LONG LIFE « 


icon Sterilizer Company, Erie, Pa. 


CLEAN PACKS 


SOLID CORROSION RESISTANCE 
LOW AMORTIZATION COST 


INTENANCE COST 


SILY CLEANED 
FREEDOM FROM RUST 


FREEDOM FR 
PROVED 


OM DETINCIFICATIO 
PERFORMANCE 


FMA al ay... rx000s 
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In animal experiments lethal oral 
and intravenous doses of bichloride of 
mercury have been antidoted as late 
as five hours after the instillation of 
the poison. The renal damage was ef- 
fectively antidoted in almost every case, 
but some deaths occurred due to the 
enteritis that was produced by the oral 
dk Save 

Therefore, it should be reemphasized 
that the successful treatment of either 
arsenic Or mercury poisoning with BAL 
depends on the institution of treatment 
at the earliest possible moment before 
irreparable tissue damage has occurred. 


Adequate amounts should be given in 
repeated doses. 

Safer Mercurial Diuretics: With the 
use of intravenous mercurial diuretics 
in heart disease, occasional deaths have 
occurred as the result of ventricular 
fibrillation induced by the mercurial 
compound. Long and Farah discovered 
that the combination of the mercurial 
with one sulfhydril group will protect 
the heart but not the kidney. Thus, 
diuresis is obtained with the thiomer- 
curial diuretics without danger of sud- 
den cardiac failure when a thioglycol- 
late derivative of the mercurial is used. 


NOW.-Thie 
ICELESS MECHANAIRE 


The Firs 
Tent of 

Ever 4 Any Type 

Underwr; ors nat by 


June 23, 1949 °res 
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Here is another new contribution by 
O.E.M. to better oxygen therapy 
the O.E.M. Mechanaire. This new 
iceless oxygen tent, first to be awarded 
the approval of the Underwriters’ 
Laboratories, is a major contribution 
to the profession, offering features of 
safety, efficiency and economy never 
obtainable before. 

Of major importance to users, the 
O.E.M. Mechanaire coil will not freeze 
up (ice) regardless of humidity or 
weather conditions. Perfectly balanced 
air conditioning prevents deposition 
of moisture on coil with consequent 
icing—permits instant, even thermo- 
static control of temperature, humid- 
ity. No defrosting is necessary. 

The O.E.M. Mechanaire is also 
equipped with the full-bed O.E.M. 
Cleerlite Transparent Permanent Can- 
opy (thickness, 5 mil). It is water- 
proof, will not pit or stipple in oxygen, 
is resistant to air, alcohol, acids 
not deteriorate or become brittle. 

The O.E.M. Mechanaire is the light- 
est oxygen tent available today, weigh- 
ing only 17/ pounds. It handles easily 
with practically no effort. 

here are still other important fea- 
tures you should know about the 
O.E.M. Mechanaire. Write today for 
our new catalog. 


RPORATION 


(Oxygen Equipment Mfg. Corp.) 
FITCH ST., EAST NORWALK, CONN. 


does 


BAL in Clinical Gold 
The use of gold salts in the treatment 
of rheumatoid arthritis has been made 
safer by the use of Dimercaprol to anti- 
dote the toxic symptoms. Thus Cohen, 
Goldman and Dubbs at Philadelphia 
General Hospital found BAL to be ef- 
fective in five patients where it in- 
creased the gold excretion. In four of 
the five patients the rash was dimin- 
instances the use of 


Poisoning: 


ished. In a few 
BAL has proved the therapeutic effec- 
tiveness of gold in that the symptoms 
of arthritis may return promptly when 
BAL detoxifies the patient. 

Ryder reports that BAL is of no 
value in treating lead poisoning al- 
though the amount of lead execreted 
is increased. The lead-BAL complex is 
not less toxic. The suggestion that BAL 
be used in the deleading of a patient 
should be considered with care since 
the complex seems to have a greater 
affinity for nervous tissue than does 
lead. BAL seems to inactivate lead not 
up by 
actually deleading cells 

Mazie and Schaposnik report a case 


yet taken cells rather than 


of acute thallium poisoning successfully 
treated with BAL, but generally BAI 
is not considered useful in this type 
of Case. 

MacNider reports that BAL increased 
the nephrotoxic action of uranium 
Amdin successfully treated three pa- 
tients exposed to tellurium fumes 


BAL 


crease the tolerance of rabbits to lethal 


Experimentally seems to in- 
doses of either bismuth, chromium or 
nickel 

Gerard et al. report that BAL causes 
cadmium to be excreted by the kidney 
rather than through the intestines. Gil- 
man et al. have found that cadmium 
plus BAL 
cause severe kidney damage. 

In general it may be stated that the 
use of BAL in the treatment of poison- 


in sufficient dosage may 


ing due to some heavy metals is still 
in a controversial stage and that care 
must be exercised in its use that toxic- 
ity of the metal is not increased, that 
kidney damage is not aggravated, and 
that the effect of the metal on the cen- 
tral nervous system is not enhanced. It 
is hoped that new dithiols will be 
formulated which will have a more 
specific detoxifying action and none of 
the objectionable features of BAL or 
BAL glucosides 
At present the three metals which 
certainty are 
mercury, arsenic and gold—C. (¢ 


PFEIFFER, Ph.D., M.D., and W. J. R 
Camp, M._D., Ph.D 


can be detoxified with 
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completely fulfills every 
~ Carbohydrate requirement 


KARO Syrup is a perfect 
carbohydrate...a mixture of 
dextrose, maltose and dextrins 


FOR INFANT FEEDING physicians have prescribed 


KARO® Syrup for 30 years, recognizing it 
as an ideal milk modifier. For all types of 
formulas... for all infants; well or sick. 





FOR HIGH CARBOHYDRATE FEEDING KARO, being a 


mixture of dextrose, maltose and dextrins, 
can be given in larger amounts than any 
single sugar. 


gon TEE StBESES carbohydrates provide most of 


the calories. KARO Syrup is ideal for the 
delicate digestive tract. KARO is easily 
digested, well tolerated ... resistant to 
intestinal fermentation. It is completely 
absorbed and utilized. 





Medical Division 


CORN PRODUCTS REFINING COMPANY nen Syrup is readily 


17 BATTERY PLACE . NEW YORK 4,N. Y. available in case lots, 
from any food wholesaler. 
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CLINICAL BRIEFS 


Conducted by 
E. M. Bluestone, M.D. 





P.A.S. Against Tuberculosis 

The effects of para-aminosalicylic 
acid in the treatment of pulmonary 
tuberculosis is the subject of an article 
written by the Therapeutic Trials Com- 
mittee of the Swedish National Asso- 
ciation Against Tuberculosis and pub- 
American Review of 
1950 


lished in the 
Tuberculosis, May 


In 1943, on the basis of studies 
made by Bernheim, Lehmann and Res- 
dahl, investigations on para-amino- 
salicylic acid were started, and soon 
after, the production of P.A.S. was be- 
gun at Ferrosan Research Laboratories 
in Malmo, Sweden. Clinical tests with 
P.A.S. in treatment of pulmonary tu- 
berculosis were started in March 1944 


NUCLEAR Isotron, 
developed for Northwestern University 


Medical School, for developing techniques for external 


counting through concentration of radioactive dye within the brain and its 


contiguous structure, 


Radioactivity is now ready for its new 
role as a major tool of the physician. 
ewe work with radioisotopes has 
been largely confined to research and 
experiment in a few institutions, clinical 
evidence indicates many ways in which 
the use of radioisotopes will speed accu- 
rate diagnosis and provide unique oppor- 
tunities for improved therapy. 
Instruments for radioactivity detection, 
measurement and analysis play an import- 


ant part in all medical uses of radioiso- 
topes. NUCLEAR builds these instru- 
ments with a background of experience 
which brings to the medical field the 
specialized knowledge gained in war and 
peacetime manufacture of finest quality 
nuclear measurement equipment. 

A new bulletin, “Medical Instruments 
for Use with Radioactivity,” is available 
free upon request to medical men and 
hospital administrators. 


nuclear INSTRUMENT & CHEMICAL CORPORATION 


225 West Erie Street «+ 


Chicago 10, Miinois * Cable Address “Nuclear” 


“PRECISION INSTRUMENTATION FOR NUCLEAR b> 


at the Renstrom Hospital in Gothen- 
burg and later in many other hospitals. 

The present investigation, writes the 
committee, was carried out in five 
Swedish sanatoriums, using a control 
group. One group of 94 cases of active 
pulmonary tuberculosis was treated 
with para-aminosalicylic acid for three 
months, while another group of 82 
similar cases served as controls. Tem- 
perature, sputum amount, erythrocyte, 
sedimentation rate, weight, differential 
count, and content of acid-fast bacilli 
in smears of sputum were analyzed at 
regular intervals during the test period. 
Pulmonary roentgenograms were taken 
every month. In all respects the pa- 
tients treated with para-aminosalicylic 
acid improved considerably more rap- 
idly than did patients in the control 
group. The results are statistically and 
in every other way significant—MaAlI 
COLM SMITH. 


Clinical Research 

The rewards of clinical research, as 
well as some of its pitfalls, are erudite- 
ly discussed in “The Pure Delight” by 
Edgar V. Allen, M.D., in the Journal 
of Laboratory and Clinical Medicine 
for January 1950. 

The pure delight of the title refers 
to the thrill of satisfaction for those 
in clinical research who contribute 
significant, complete and _ certain 
knowledge to the limited fund now 
at our disposal. The doctor engaged 
in clinical research is, in the author's 
opinion, “the most favored of all 
the entire scope of medical practice.” 

The author then reviews conditions 
inimical to the full utilization of our 
clinical research potential. Inadequate 
salaries prevent many able men from 
continuing in research. The schism 
between research and clinical practice 
results in either ivory tower with- 
drawal from the ultimate source of 
clinical research, i.e. the bedside, or 
may so tie the investigator to clinical 
routine that research is impossible. 
Both the clinical and the research areas 
are important and while not all men 
are blessed with skills in both fields, 
administration should realize that one 
without the other, whether in one man 
or in a team, will not produce op- 
timum results. 

Dr. Allen deplores misplaced em- 
phasis in the fields of clinical research. 
The most important problem in the 
medical field, ze. cardiovascular dis- 
ease, is receiving little attention from 
investigators and far less money from 
fund raising organizations than are 
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TO CONSUMER. 
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UNDIVIDED 
RESPONSIBILITY! 


The exceptional 

quality of Heyden anti- 
biotics—the high-assay and 
outstanding purity of Penicillin and 
Streptomycin products—is the direct result of 
pioneering experience, intensive research, and advanced 
manufacturing methods. Accuracy of control and constant 
supervision—undivided responsibility from original culture to final 
production and delivery—-are your guarantee of unvarying uniformity and 
assured results. 

All of the Penicillin and Streptomycin products listed here are produced 
in Heyden’s own extensive laboratories and plant at Princeton, N.J. They are 
shipped direct to medical and hospital consumers, and to ethical manufacturers 
a packagers who market these Heyden antibiotics under their own labels. 


PENICILLIN PRODUCTS 
Crystalline Penicillin G Sodium or Potassium (in vials); Crystalline Procaine 
Penicillin G in Sesame Oil with 2% Aluminum Monostearate w/v (cartridges, 
single- and multiple-dose vials); Crystalline Procaine Penicillin G for aqueous 
injection (single- and multiple-dose vials of “PPA”’.) 
#s: Buffered Crystalline Penicillin G Potassium (50,000, 100,000 and 
250,000 units, sealed in foil, for oral use.) 
Crystalline Penicillin G Potassium Soluble (50,000 and 100,000 units, 
sealed in foil, for oral use.) 
Troches: Crystalline Penicillin G Potassium, (5,000 and 10,000 units, sealed in 
foil. Pleasingly flavored, slow to dissolve.) 


STREPTOMYCIN PRODUCTS 


Crystalline Dihydrostreptomycin Sulfate (1-gm. and 5-gm. multiple-dose vials.) 
Streptomycin Sulfate (1-gm. and 5-gm. multiple-dose vials.) 
Dihydrostreptomycin Sulfate. 
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actions, oxidation-reduction reactions 


Respiration studies of living cells. absorption of gases by 
cells or tissues or reagents 
Blood gas measurements, determination of exchange equi- 
librium between gases or living cells and gas 
Study of fermentation in various media, determination of 
urea and various acids. ete. 
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@ Simple operation; easier control. reliable accuracy 

7 Better design. engineering, more compact, longer lasting 

@ (pictured) holds 20 Warburg or 10 Summerson manometers 


@ Alternate refrigerated unit: half« apacity unit available 
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the more “popular appeal” diseases. 

“The seduction of competent clin- 
ical investigators” by those who would 
make them administrators probably ac- 
counts for the sharp fall in investiga- 
tive productivity for those in the fifth 
decade of life, the author maintains. 
He does admit, however, there is a 
slight possibility that the administra- 
tor so seduced might increase his use- 
fulness a hundredfold by stimulating 
and guiding others. 

The author closes with a plea for 
more scholarly writings. He blames 


| the present “faulty sentence and 
| wretched arithmetic,” so prominent a 
| feature in most medical literature, on 


poor training in rhetoric and grammar 
Most physicians have not been “taught 
to write, to speak — or to refrain 
from writing and speaking.’"—JOHN 
D. THOMPSON 


Laboratory Is Essential 
The intelligent use of antibiotics 


| makes it imperative that every hospi- 
| tal have a bacteriological laboratory 


This is the meat of an article entitled 
“The Intelligent Use of Antibiotics in 
the Prophylaxis and Treatment of Sur- 
gical Infections” by Dr. F. L. Meleney, 
asssociate professor of clinical surgery 
at the College of Physicians and Sur- 


| geons, which was published in the 


Dec. 20, 1949, issue of New York 
Medicine. 

No surgeon or physician, the au- 
thor writes, should treat a patient with 
an infection indiscriminately with 


| penicillin or any other antibiotic with- 


out the aid of a near-by laboratory and 
no patient should be deprived of these 
services. The cost of such tests is 
relatively small compared to the in 
creased cost of medical care and the 
economic loss to the patient, if the 
wrong treatment is given and the cor 
rect treatment is delayed 

What, the author asks, shall a doc 
tor do if he does not have available 
the services of a bacteriology labora- 
tory? The answer is that every surgeon 
must have access to a hospital and 
every hospital should have a laboratory 
with these facilities. If it does not, it 
will have to admit that it cannot give 
the patient adequate service 

It is pointed out by the author that 
every hospital would better serve the 
community and also save money now 
wasted on useless hospitalization, if by 
adequate laboratory facilities, it could 
point the way to earlier diagnosis and 
more intelligent treatment of surgical 
infections MALCOLM SMITH 


The MODERN HOSPITAL 





/ hether the condition under treat- 

ment is an acute infection, a 

bowel upset, an injury or a metabolic 

derangement, nutrition is always a pri- 

mary factor in therapy. Regardless of 

other indicated measures, nutritional ade- 
quacy is essential for prompt recovery. 

When dietary supplementation is the 

indicated means of increasing the nutrient 

intake, the food drink, Ovaltine in milk, 


can prove highly beneficial. Providing 


REGARDLESS OF INDICATED THERAPY 
Nuthition ida Viimary checkin 





significant amounts of all nutrients con- 
sidered essential, it virtually assures dietary 
adequacy when the recommended three 
glassfuls daily are taken in conjunction 
with even a fair diet. 

Temptingly delicious and readily 
digested, this dietary supplement fits well 
into the framework of most indicated 
diets, and finds ready patient acceptance. 
Its generous nutrient content is detailed 
in the table below. 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 


Three servings of Ovcltine, each made of 
Y2 oz. of Ovaltine and 8 oz. of whole milk,* provide: 


PROTEIN 

FAT 
CARBOHYDRATE 
CALCIUM — 
PHOSPHORUS 
IRON 

COPPER 


32 Gm VITAMIN A 3000 1.U 
32 Gm VITAMIN B, . <* 1.16 mg 
65 Gm RIBOFLAVIN ‘ 2.0 mg 
1.12 Gm NIACIN... 6.8 mg 
0.94 Gm VITAMIN C “> ‘ 30.0 mg 
12 mg VITAMIND . ses 417 1.U 
0.5 mg CALORIES 676 


*Based on overage reported values for milk. 


Two kinds, Plain and Chocolate Flavored. Serving for 
serving, they are virtually identical in nutritional content. 
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Food and Food Service 


Conducted by Mary P. Huddleson 


Current advances in F 00D P ROCESSING 


packaging, preparation and storage 


HE greatest amount of experi 
mental work during 1949 appears 
fields of 


including 


to have been done in the 
freezing and frozen foods 
packaging, electronic cooking, the use 
of antioxidants, and a continuance of 
studies of the effects of different cook 
ing and preserving methods on vitamin 


retentions 


FREEZING AND FROZEN 
FOODS 


Frozen foods cover a tar greater 
range than is commonly thought; prac 
tically everything we eat today comes 
under the common denominator of 
quick freezing, including the freezing 
The 
of quick frozen fruit 


of complete meals introduction 


juice concen 
trates gave tremendous impetus to the 


W ith 


have 


frozen food industry as a whole 


in One years time concentrates 


become the number one item, and it 


is the aim of the manufacturers to 


make this product as available as cola 
‘ 


drinks are. (1 To attain this end, 


drink 


ivailable for 


dispensers have been made 


with a 10 
mak 


per cent gross profit for the 


fountains, 


ounce glass selling for 10 cents 


ing a 
retaile; 

in the processing of frozen orange 
juice it was found that the highest 
initial quality is obtained from orange 
concentrated by 


juice freezing out 


water and centrifuging the slush 5 


With an 


and 


increase in evaporation time 
temperature, this initial quality 


Although 


initial quality unfavorably through re 


decreases leaeration affects 


moval of some characteristic fractions 


a low entrained oxygen level improves 
storage lite High oil and peel juice 
content also reduces storage life. Flavor 
This is the first section 
tood processing, packaging 
storage The second w 


November iss 
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PATRICIA BROCKBANK 
Clinic Dietitian 
Veterans Administration 
Regional Office 
Seattle 


changes have been associated with 
changes in the more volatile fractions, 
and are promoted by higher tempera 
tures and the presence of air. Although 
the presence of oxygen promotes flavor 
change, it was interesting to note that 
the addition of antioxidant did not 
eliminate it 

The method of concentrating citrus 
juices employed by one organization 
in California (4), entails concentrat 
ing under a vacuum of 29.6 inches of 
mercury within a few minutes at 
temperatures which are maintained un- 
der 60°F. Concentration in the vacuum 
cylinder is made to a higher degree 
than the strength desired in the fin- 
ished product; the exact concentration 
is acquired by the addition of fresh 
juice. The blend of fresh and concen- 
trated is then flash cooled to a point 
a few degrees above its own freezing 
temperature and sterilized by ultra 
violet lamp before being packaged and 

The 
to obtain the desired strength 


frozen addition of pure fresh 


yuice 
in the final product is important from 
the standpoint of flavor as well as con 
trol, and this principle has also been 


ipplied in the processing of frozen 


prune concentrate. (5) 


A juice of 40 degree Balling is ob 
tained by heating prunes with water 


in the usual manner. The juice is 


cooled and treated with  pectinol 


enzyme tor trom eight to 12 hours 


ind filtered. Part of the juice is con 


centrated to 65 degree Balling; the 
final strength of 55 degree Balling is 
then obtained by the addition of un 


oncentrated juice. This juice has alse 


MARTHA DRESSLAR 
Associate Professor 
School of Home Economics 
University of Washington 
Seattle 


The 


question of adulteration has also come 


been fortified with ascorbic acid 


up in the case of frozen citrus juices 
When sugar is added only three crates 
of oranges are needed as compared 
four when 
(6) 

Some of the newer products appear 


food market 


with crates sugar 1s not 


added 


the frozen 
be classified as “specialty” products, and 
their appeal lies mainly in ease and 
creole 
stuffed 


ing on may 


speed of preparation. Frozen 


seafood gumbo, creole 
(deviled) crabs, stuffed flounder, oys 
ter stew, crab a la king patties, shrimp 
a la creole, oyster pie (7); rolls and 
(38); 


and an ever increasing assortment ot 


pies coffee (9); eggs (10, 11) 


precut meats and poultry (12) are 


but a 


tew 


PROCESS OF FREEZING EGGS 


Factors involved in the process of 


freezing eggs in the shell are: (1) de 


crease of under vacuum, 


(2) reversion of rate of freezing be- 


expansion 


tween yolk and white because of slight 
evaporation of water from the white, 
and (3) partial change of solid white 
to liquid white connected with change 
in volume. Partially dehydrating the 
egg (1 to 1.5 grams of water per egg) 
expansion of the 


allows room tor 


freezing yolk. The dehydrant used in 
one process was potassium pentoxide 
and rapid freezing is by solid carbon 
dioxide under vacuum. Freezing re 
duces further weight loss of the egg 
during storage and inhibits biological 
leterioration 

Precut frozen meats include a large 
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SS YUM 
of the fruit 


When you serve your guest one of 
these delicious Sexton juices, you have 
given him all there is... the full 
flavor, the sparkle, the vitamin value. 
These true fruit juices are brimming 
with stored-up energy. Stock a full 


variety and be prepared. 





DISHWASHER 
Model AM-7 


High-Powered 


PEELER 


Kitchen ‘‘Helpings” ws: 


Enhance food flavor and appearance . . . raise standards 


. . . Cut cost per serving . . . with a helping hand from Hobart! MIXER 

Model S-601 
Here's nete where you need it—in kitchen, salad preparation, dishwashing 
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means Hobart cleanness in design and performance. It means Hobart service (the most 


extensive in the world!). 


Add it all up, and what do you get? Finer servings. A saving with every 
serving. Higher sanitation standards at lower cost. And a thoroughly 
dependable installation with size and capacity of each machine selected 


for most efficient operation 


Choose from the widest selection of food, kitchen and bakery 
machines in the industry, available in the widest 
choice of models. There’s convenient Hobart 
representation—to show them today 


and serve you any d ly. 


~ Angle Feed SLICER 
Model 1512 


Hoba rT Food Machines 
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The World's Lergest Manufacturer of Food and Kitchen Machines 





variety of veal, lamb, pork, beef roasts 
and steaks; the last cuts include 
porterhouse, sirloin club, t-bone, del- 
monico, filet mignon. Poultry and game 
are also offered: rabbit, turkey and 
turkey steaks, roasting and 
chickens, chicken giblets 


frying 
A roasting 
chicken stuffed with dressing is also 
offered. Packaged in a plastic bag, di- 
rections require only removing the 
chicken, sprinkling with salt and pep- 
per, and roasting for two and one-half 
hours. Several problems have been 
overcome in the freezing of poultry 
An undesirable odor encountered in 
both chicken (13) and turkey (14) 
was found to be due to viscera. In 
clusion of rendered fat 
speeded up deterioration, regardless of 


viscera ofr 


the packaging materials used 


CHANGES IN FOWL STUDIED 


In a study conducted at lowa State 


College (15), the histological and 
palatability changes in fowl and roast- 
ers during aging, freezing, thawing 
Disin- 


more 


and cooking were observed. 


tegration of muscle fiber was 


extensive in frozen than in unfrozen 
birds, but no noticeable difference in 
aroma or flavor of breast muscles could 
trozen or un 


be detected between 


frozen. Aging tended to decrease 
juiciness, but aging and freezing de- 
Tenderness in 


creased it more so 


unfrozen birds was correlated with 


aging time. Freezing increased tender 
ness markedly in cases where halves 
had been aged less than six hours; 
apparently freezing did not increase 
tenderness beyond what was accom 
plished by aging. A 24 hour thawing 
period before cooking was thought to 
have some effect on the tenderness 
owing to the aging after thawing 
Another study (16) of differences 
in tenderness, juiciness and flavor re 
sulting from defrosting methods re 
vealed that little difference was noted 
in flavor via any of the methods used, 
which included defrosting in the re- 
frigerator for about 20 hours; at room 
hours; 
standing in warm water (49° C.), and 


temperature for about four 
placing immediately in the oven at 
350° F. 
noted in 


Slightly more juiciness was 


roasters defrosted at room 


temperature. Tenderness was better in 
birds defrosted before cooking. It was 
concluded that it was a matter of con- 
venience alone which method is used, 
keeping in mind that defrosted mate 
to bacterial ac 


that 


rial is readily subject 
(17) 


eviscerated poultry rapidly develops ; 


tion. Tests show cut-up 
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bacterial slime accompanied by an off- 
odor in defrosted frozen chicken if re- 
tained at high temperatures. 

A new protective coating for frozen 
meats has been developed. (18) In- 
stead of using the customary beef caul 
fat, an emulsion of oleo stock, gelatin 
and flour is preferred, which is applied 
to the meat after it has been frozen 
The function of the flour is to prevent 
the meat from sticking to the roasting 
or frying pan during the cooking op- 
eration. 
dipped into the emulsion when it is 
about 110 to 160°F. Successive coat- 
ings provide the needed thickness on 
the finished product. Edible color and 
an antioxidant may be added to the 
emulsion if desired. 

Probably the most frequent causes 
of off-flavor in frozen meats are rancid 
ity and dehydration or freezer burn 
caused by improper wrapping and/or 
poor wrappers. (19) Other 
may come from various sources: grade 


In practice, frozen meat is 


causes 
of carcass (age); sex, especially 
cryptorchids; stag hogs if slaughtered 
too soon after castration, and bull meat 
The off-flavor caused by wild onions 
and garlic, sometimes eaten by animals, 
can be prevented by giving animals 
different feed for a few days before 
slaughter. Delay in gutting a slaught- 
ered animal may give the odor of fer- 
mentation absorbed from the paunch; 
sprays to control mange, lice and mites 
impart a musty odor to meat, espe 
cially to fat and lard. Dirt on the car 
cass, storage with other foods, and 
use of deodorizers in lockers also con 


tribute to off-flavors 


EFFECT OF COLLAGEN 

Again at Iowa State College (20), 
the widely accepted hypothesis that 
beef 


storage is due to a chemical degrada 


tenderization observed in after 
tion of collagen occurring postmortem 
The 


that the collagen and elastin content of 


was tested, results indicated 
beef muscles is not affected by stor- 
The ex- 


planation for the increase in tender 


age for as long as 30 days. 


ness observed was thought to be found 
in physical rather than in chemical 
changes in the connective tissue. An 
inverse relationship between the 
amount of collagen and tenderness was 
observed 

Palatability of meat stored at 0°F. 
did not differ significantly in meats 


having either a high or a low weight 
f moisture 


content However, 
an increase in the oxygen content of 
the atmosphere 


loss of 


around the meat 


brought a decrease in palatability. 
(21) Enzymes, bromelin, trypsin or 
papain, have been used to tenderize 
blood vessels of liver without affect- 
ing the tenderness of the tissue. The 
refrigerated to maintain 
with 


liver is 
enzyme 
sels in a dormant state until the liver 


(22) 


association blood ves 
is cooked 

A comparison of home-canned and 
home-frozen snap beans (23) revealed 
that the freezing process was less de- 
structive of asorbic acid and thiamine 
than was canning. Both color and palat- 
ability were better in frozen beans both 
before and after storage. Storage 
temperature was shown to have an 
effect on quality of frozen peas. (24) 
In a comparison of temperatures 
of 10°F, 0°F., and —10°F., loss of 
and 
chlorophyll to pheophytin were least in 
samples stored at —10°F. and greatest 
in peas stored at the highest tempera 


ascorbic acid the conversion of 


ture 


NEW SEED VARIETIES DEVELOPED 
The demand for frozen foods has 


led to new developments in seed 
varieties which are particularly adapt 
able to freezing. (25) Seed companies 
are engaged in research to develop new 
beans, lima 


rhubarb 


varieties of peas, snap 


beans, sweet corn, squash, 


and others. Not only are these vege 
tables most suitable for freezing but 
their production is assured by their 
being disease-resistant. One seed com 
pany is producing pelleted seeds which 
are coated with layers of beneficial and 
protective materials which encourage 
better germination, give young plants 
nourishment, and protect them from 
disease in the early stages of growth 

A new method of treating apple 
slices (26) with sirup preparatory to 
freezing involves removal of tissue 
gases from apple slices by vacuum and 
replacement of the gases by solutions of 
sucrose sirup containing small amounts 
of antioxidant. By this procedure the 
amount of sulfur dioxide required to 
prevent browning during defrosting 
has been reduced by a third to a half 
of that required by usual procedures 
In addition to improvement in the tex 
ture of soft varieties of apples, such as 
Delicious, the drip, or liquid draining 
from the slices during defrosting, is 
A sirup of from 40 to 60 
per cent was best; flavor was much 
improved over that of the conventional 
method when used in pies 

In the line of frozen desserts, a 
dessert developed by Dr. Dahlberg of 


reduced 
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Corne]l (27) consists of liquid milk 
enriched by 3 per cent fat, 15 per cent 
nonfat dry milk solids, 14 per cent 
sugar, and The 
dessert can be made for less than 50 
cents a gallon, and is especially recom 


i per cent gelatin 


mended for use as a supplement to the 
diet 
to be acceptable after short periods of 
storage either when baked and frozen, 


Chocolate butter cake was found 


or when batter was frozen and then 
baked. (28) The volume of the baked 
cakes decreased markedly during stor 
age; the longer the storage period, the 
the The thawed 
rated only 


greater decrease 


product, however, was 


slightly lower than the other cakes 

Butter and sponge cakes baked be 
fore freezing both maintain good 
quality throughout long periods of stor- 


age at 0 to —5S°F. (29) However, un- 


baked batters for the two types of 
cakes exhibit differences after frozen 
Butter cakes from frozen bat 
months 


storage 
ter, stored up to and 
thawed to room temperature before 
baking, were practically equivalent to 
Butter cakes baked from 
frozen batter without thawing were 
seven months of 


Six 


fresh cakes 
good throughout 
freezer storage, but were slightly more 
compact, smaller in volume and 
humped rather than rounded in shape 

Sponge cakes baked from frozen 
batter were not satisfactory, especially 
when the batter was allowed to thaw 
before baking; the foam broke during 
thawing resulting in a heavy soggy 
cake of When baked 


without thawing, a satisfactory cake 


poor volume 


was produced during the first month 


of freezer storage although it was 
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6. Uhrig, L.: Lithographed Metal Cans 
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Packages 


Food 


coarser grained and of smaller volume 
than were fresh baked cakes. Sponge 
cakes which were baked from frozen 
batters began to have an off-flavor 
after one month of freezer storage and 
were inedible by the end of three 
months. A similar flavor was also de- 
tected in butter cakes baked from bat- 
ters stored for six months. A sug- 
gested cause of the off-flavor is an 
oxidative deterioration of the egg 
yolk lipids. 

As a measure of protection for the 
consumer, a warning device has been 
patented to inform the buyer whether 
quick-frozen foods have been thawed 
between quick-freezing and time of 
purchase. (30) Comprised of a casing 
of synthetic resin of such shape as t 
be easily inserted into the food mass, 
and of such length that its inner point 
is substantially at the center, it con 
tains a moisture-absorbent wick and a 
capsule of water. On quick-freezing 
the water capsule bursts, leaving the 
ice free to melt and saturate the wick 
if thawing occurs before purchase. The 
wick carries the moisture to a chemical 
at the surface of the package causing 
a color to develop 


NEW PACKAGING 

Within the last year there has been 
an almost abrupt about face in the 
design and color of packages for frozen 
The 
reminiscent 
with the 
that 


foods. trend of replacing the 


of the “frozen 
life-like 


foods them 


images, 
North’ 


vignette 


colored 
shows the 
selves has proved most effective as re 
flected in sales. Standardized packag- 
ing is future 


This seems to be due to two reasons 


not seen for the near 
(1) the tendency, especially in fruits 
and in some specialties, to go to a 
wider range of unit sizes, and (2) 
the greater variety of products coming 
on the market call for a big selection 
of all kinds of packaging materials 

cellophane, foil, plates, waxed wrap 
bakery trays, 


and so on 


pers, cartons, window 
In the long run it would 
seem that the trend of packaging will 
be principally influenced by the meth- 
od of freezing employed, the type of 
product and how it can be most at 
tractively labeled. The greatest major 
ity of foods are first frozen and then 
packaged; quick filling here is impor 
tant. Others are packaged and then 
frozen by air circulation, or by contact 
" (31, 42) 


plate method 


In a review (33) of wrapping 
methods, several suggestions were made 


which would profit both locker men 
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and owners of home freezers and lock- 
ers. It was pointed out that no one 
can afford not to use top quality 
wrapping paper. Butcher wrap will 
give as good results as drugstore wrap 
will, but often it is much easier to 
become careless with the former. Also 
using the drugstore wrap seems to 
reduce the amount of material needed 
15 inch stock, instead of 18 inch or 
wider, was sufficient; and a 12 
foil was wide enough. Drugstore 
wrap decreased the amount of 
locker space needed. Three types of 
wrap were tested at the University of 
Missouri: (1) foil, (2) cellophane 
with outer wrap, and (3) laminated 
paper types. All showed a straight 
line loss of weight and flavor over the 
entire storage period; however, foil and 
cellophane held moisture best owing 
with meat 


inch 


also 


to their close contact the 
packaged. 

Two of these types of cellophane 
wraps, MSAT 87 and MST 53, differ 
in the following way. The “A” means 
that the cellophane is anchored; MST 
53 is not anchored; therefore the coat- 
ing on the cellophane can split off and 
adhere to the frozen meat. This type 
is, however, less expensive than MSAT 
87. (34) A review of locker and 
freezer kits, packages and containers 
offered to the public was recently pub- 
lished. (35) Among these products 
were aluminum foil, three-layer lami- 
nated wrapper paper, polyethylene 
coated locker paper, cellophane mois- 
tureproof bags, stockinettes, aluminum 
foil laminated to vegetable parchment, 
poultry bags that shrink to conform 
to the size of the bird, plastic tubing 
which may be cut to the desired length 
and then heat sealed at the ends; jars 
and carton variety of 
locker tapes and sealing bars. 


containers, a 


LITHOGRAPHING HAS INCREASED 

Lithographing of metal cans has 
also increased within the last year. Be- 
sides affording a good medium for 
realistic reproductions of the products, 
it has offered protection against break- 
age and light deterioration of those 
foods previously packaged in glass. The 
cans are also more easily stacked. (36) 
The ever-present occurrence of leakage 
in canned goods was shown to depend 
on both surface tension and viscosity 
(37) A seal that is impervious to 
water may pass organic solvents or 
even a 40 degree sirup which has a 
lower surface tension than water; in 
creased viscosity will, however, bal 
ance surface Bacteria 


tension are 


116 


known to find their way into cans of 
food through seals capable of holding 
60 pounds of pressure in swells. It 
is believed that they penetrate the seal 
when the seam changes its shape dur- 
ing cooling as the ends of the can 
flip from convex to concave. If this 
takes place in a water cooling bath, 
sufficient contaminated water enters to 
infect the contents. Therefore chlor- 
inated cooling water is advised to re- 


duce the possibility of this type of 
infection. Both aluminum and tin- 
plate cans can be made amply strong 
by controlling the composition and hot 
or cold working of the metals. Internal 
corrosion may be a problem with acid- 
containing packs. In aluminum con- 
tainers this may be controlled by the 
use of alloys, anodizing or lacquering; 
tinplate is affected less if its base metal 
is a low phosphorous steel 
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Distinguished for Cookery 

First woman among 17 men to re 
ceive the Distinguished Service Award 
of the U.S. Department of Agricul- 
ture is Lucy Maclay Alexander whose 
research on meat and poultry cookery 
established basic principles for cook- 
book writers and home and institu 
tional cooks. 

Miss Alexander's studies in the Bu- 
reau of Human Nutrition and Home 
Economics led to the modern method 
of suiting temperatures to the meat be- 
ing cooked and to using low to mod- 
erate heat—instead of the high tem- 
peratures formerly used—and thus 
keeping protein tender, lessening 
shrinkage and holding in juices. In 
these experiments she supervised the 
cooking and judging of some 2900 
cuts of beef; 3800 cuts of lamb; 1700 
cuts of pork, 900 turkeys and 300 
chickens. Her belief that a meat cook- 
ery thermometer would be practical 
for housewives led to the manufacture 
of a special short, sturdy thermometer 
to insert in roasts. 


Futile Flare 

Pans and kettles with straight, up- 
and-down sides are most convenient 
for use on modern ranges, equipment 
specialists of the U.S. Department of 
Agriculture say. Cooking space on 
most modern ranges is limited. Thus, 
when several pans are in use at the 
same time straight sides allow them 
to stand closer together. In contrast, 
those with flaring sides may jostle each 
other out of position. 

The flare which makes the pan 
wider at the top than at the bottom 
may not only make it difficult for pans 
to stand side by side but also prevent 
them from standing squarely on the 
burner or electric unit where they get 


even heat. Thus, flaring sides may in 
directly cause waste of heat and uneven 
cooking 

Styles in pans should change to suit 
modern ranges and modern cooking 
methods. The flare-top style seems to 
be a leftover from the days of the old- 
time cookstove where Space-saving and 
exact position were less important. For 
modern cooking, the pan needs to fit 
the heating unit on which it stands and 
also have its own well fitting cover 
Many flare-top pans come without 
to straight-sided 


covers. Compared 


pans, they require larger covers 


Tropical C Fruit 

The West Indian cherry, a little 
deep red fruit which grows wild on 
small bushy trees in Puerto Rico and 
other tropical and subtropical regions 
of America, is reported by the Puerto 
Rico Experiment Station as one of the 
richest, if not the richest, fruits in vita- 
min C (ascorbic acid) known to man 
The fruit is not like familiar 
cherry of the United States but is more 
of a cherry-like berry, having five or 
six small seeds. The tree is very hardy, 
adapts itself well to poor soils, appar- 
ently can resist most diseases caused by 
insect pests, and bears fruit heavily. 
The juice of the fruit is pleasantly tart 
and has an attractive reddish color 

The Puerto Rican scientists who 
have been studying this fruit suggest 
that its high C content might be used 


the 


to advantage in several ways. A small 
amount of its juice might be added to 
other juices low in C to make a blend 
which rates high in C. They find that 
as little as one part of the “cherry 
juice to nine parts of low-C juices pro 
duces a pleasant blend offering more 
than the average 


vitamin (¢ does 


orange Juice 
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TO A FLAVORFUL BREW... 
COFFEE MADE IN BEIEYUITE URNS 


( Y) Here is your solution to the problem of making 


perfect coffee. The permanent stainless steel 
Tri-Saver filter extracts full flavor from the 
coffee you use. Tri-Saver filter's coffee-friendly 
This permanent stoinless steel aN 15 stainless steel surfaces do not absorb essential 


filter eliminates urn bags or 

+h el eg th ne flavoring matter—every ounce of goodness passes 
through the filter. No more spoiled batches due 
to torn filter paper or rancid urn bags. For that 
consistently clear, delicious brew — all evidence 


points to Tri-Saver, America’s finest coffee urns. 


THE TRI-SAVER STORY = Free 


Colorful illustrated book gives convincing 
proof of Tri-Saver benefits. Describes single 
urns, batteries, twin, combination and insti- 
tution urns--in capacities from 3 to 80 gallons. 


5. BLICKMAN, INC., 1510 Gregory Ave., Weehawken, N. J. 
New England Branch: 10 High Street, Boston 10, Mass. 
A FULL LINE OF HEAVY-DUTY INSTITUTIONAL FOOD SERVICE EQUIPMENT—FROM A SINGLE UNIT TO A COMPLETE INSTALLATION 


#) Blickman-Buit 


FOOD SERVICE EQUIPMENT ie 
COFFEE URNS STEAM TABLES FOOD CONVEYORS 
ur exhibit at the American Dietetic Asseciation Convention, National Guard Armory, Washington, D. C. 
Booths No, 600 and 602. Oct, 17-20 
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Menus for November 1950 


Mrs. Lena Katner 
Bath Memorial Hospital 
Bath, N.Y. 





1 


Fresh Grapefruit 
Scrambled Egg 
. 
Tomato Soup 
Cube Steak 
Escalloped Potatoe 
roccol 
and Butter Pickles 
Chef's Salad 
Pineapple Upside-Dowr 
Cake 
. 
French Toast 
Canadian Bacon 
Lettuce Hearts With 
French Dressing 
Baked Apple 


Crackers 


7 


Blended Juice 
scrambled Egg 


Bread 


Graham 


# Potato Soup 

ed Pork Chop 

d Sweet Potatoe 
h With Lemor 

> and Pineapple 
Salad 

ed Plum Pudding 


reen Salad 
an Bread 
Baked Lemon Pudding 


Baked Apple 
ed 


Pot ast 
Browned Potatoe 
Buttered String Bea 
leslaw 
Fluffy Tapioca 
. 
ped Potatoes and 
Ham 
Buttered Spinact 
and Cottage 
Cheese Salad 
Peach Pan Dowdy 


Tomat 
ato 





2 


Tomato Juice 
Poached Egg 


Consommé 
Stuffed Veal Birds 
Whipped Potatoes 
Stewed Tomatoes 

Colesiaw 
Apple Pie With Cheese 


. 
Spanish Rice 
Bacon 


Carrot and Raisin Salad 
Grapenut Puff Pudding 


California Grapes 
3 Minute Egg 


. 
Home-Made Vegetable 


up 
Baked Ham With 
Rasin Sauce 
Creamed Potatoes 
Hubbard Squash 
Mustard Pickles 
Chocolate Ice Cream 


Macaroni and Cheese 
Sliced Tomatoes 
Home-Made Rolls 

Apricot Whip 


14 


Stewed Raisins 
Scrambled Eggs 


Vegetable Soup 
Roast Duckling 
Whipped Potatoes 
Baked Hubbard Squash 
Celery and Olives 

Cherry Cobbler 
. 
Italian Spaghetti With 
Meat Balls 
Cottage Cheese and 
Chives Salad 


Green Gage Plum 


20 


Pineapple Juice 
rnmeal Mush, Sirup 


of Celery Soup 
Meat Loaf 
Browned Potatoes 
red Cau 

mato Salad 


Hast 
flower 


Deviled Eaqg 
Potato Salad 
Pickled Beet 
ced Cheese 
conut Cake 


herrie 


26 


Applesauce 
age Links, T 
. 
nme 
Broiled Lamb Chop 
Buttered Rice 
reamed Carrot 
Beet Pickle 
sStard Ice Cr 
. 
Cold Cut 
Potato Chip 
Stuffed Pry 


Stewed Prunes 
3 Minute Egg 
. 
Broth 
Beef, Onion and Carrot 
Stew With Biscuit 
Topping 
Whipped Potatoes 
Perfection Salad 
Gingerbread With Whipped 
Cream 
. 
Escalloped Potatoes 
With Ham 
Cabbage and Pineapple 
Salad 
Lemon Bavarian 


Stewed Apricots 
Bran Muffins, Jam 


Cream of Pea Soup 
Escalloped Oysters 
Baked Potato 
Harvard Beets 
Celery, Olives 
Baked Lemon Pudding 


Cream of Tomato Soup 
Tuna Salad Sandwiches 
Red Cabbage and 
Cauliflower Salad 
Spice Cake 
Pears 


Sliced Oranges Fresh Grapefruit 
Sausage Patties Poached Egg 
. . 

Tomato Soup 
Salmon Loaf With Lemon 
Escalloped Potatoes 
Broccoli 
Pickle Relish 
Lemon Grapefruit 
Pudding 


Chicken Noodle Soup 
Porcupines 
Whipped Potatoes 
Succotash 
Dill Pickles 
Cherry Cobbler 
. 

. 
Creamed Chipped Beef 
Baked Potato 
Buttered Waxed Beans 
Coleslaw 
Pineapple Sauce 
Cookies 


15 


Apple Juice 
Sweet Rolis, Jam 


Oyster Stew 
Assorted Sandwiches 
Potato Chips 
Chef's Salad 
Doughnuts 


16 


Orange Juice 
Bacon Curls, Toast 
. 


. 
Cream of Celery Soup 
Scrambled Eggs With 
Chipped Beef 
Twice-Baked Potato 
Stewed Tomatoes 
Lettuce Hearts, French 
Dressing 
‘ Pineapple Sundae 
. 
Hamburger in Roll 
Hot Potato Salad 
Buttered Wax Beans 
Baked Apple 


22 


Applesauce 
3 Minute Egg 


Iced Tomato Juice 
Roast Ribs of Beef 
Hash Browned Potatoes 
Cauliflower au Gratin 
Chef's Salad 
Blueberry Pie 


Beef Goulash 
Buttered Carrots 
Chinese Cabbage Salad 
Strawberry Gelatin 


21 


Stewed Apricots 
Sausage Cakes 
. 

Tomato Broth 
Roast Corned Beef 
Whipped Potatoes 
Creamed Carrots 
Lettuce Hearts With 

Roquefort Cheese Dressing 
Bread Pudding With 
Raisin Sauce 


Stuffed Peppers 
Grilled Tomatoes 
Chinese Cabbage Salad 
Apricots 
Chocolate Chip Cookies 


Split Pea Soup 
Baked Pork Chop Casserole 
With Potatoes 
Mashed Hubbard Squash 
Perfection Salad 
Steamed Blueberry 

Pudding 
. 
reamed Chicken on Toast 
Fried Parsnips 
Tossed Green Salad 


Huckleberry Pie. Cheese 
Grapes 


mato Juice 
Muffins, Jelly Bacon Curls, T 
° . 
-getab! Split Pea Soup 
B Pe cia ney. Liver and Bacon 
essing Mashed Potatoes 
Creamed Pearl Onions 
Tossed Green Salad 
Gingerbread With 
Whipped Cream 
. 


Bran ast 


: tash 
pple Salad 
Pireapple Cream 
- Cold Sliced Ham 
Welsh Rabbit Hot Potato Salad 
Twice Baked Potat Pickles 
Fruit Salad Frosted Cup Cakes 
ate Cake Apricots 


Choco 


Sliced Bananas Applesauce 
Bacon, Muffins French Toast, S'rup 
. 

- Vegetable Soup 
Liver and Bacon 
Casserole With Carrots 
and Tomatoes 
Twice Baked Potato 

Pickled Beets 
Floating Island 
Wafers 


Barley Soup 
Fried Chicken 
Whipped Potatoes 
Frozen Peas 
Celery Hearts 
Ice Cream With 
Chocolate Sirup 

. 
a Salisbury Steak 
French Fried Potatoes 
Tomato Wedges 
Shredded Lettuce and 
Cheese Salad 
Walnut Cake 


12 


and 


Vegetable Soup 
Deviled Egg Salad 
Assorted Sandwiches 
Pickled Pears 
Tapioca Cream 


Stewed Prunes Fresh Grapefruit 
Sausage Links Scrambled Eggs 
. 
: Cream of Pea Soup 
Baked Ham Slices With 
Glazed Pineapple Rings 
Whipped Sweet Potatoes 
With Marshmallow 
Topping 
Buttered Brussels 
Sprouts 
Peach and Cream Cheese 
Salad 
Butterscotch Sundae 
. 


Bouillon With Noodles 
Breaded Vea! Chop 
Frozen Buttered Parsnips 
Red Cabbage and 
Cauliflower Salad 
Fruited Gelatin With 
Custard Sauce 


Corned Beef Hast 
Poached Egg 
Frozen Peas 
Chef’s Salad 
Applesauce 
Gingersnaps 


17 


Fresh Pears 
Poached Egg, Toast 
. 


Grilled Cheese Sandwiches 
Celery Hearts and 
Pickles 
Chocolate Cake 
ears 


18 


Grape 
Coffee Cake, Jam 
. 


Bouillon 

Roast Loin of Pork 
With Dressing 

Candied Sweet Potatoes 
Buttered Frozen Peas 
Combination Vegetable 

Salad 
Apple Turnover 

. 


Vegetable Soup 
French Fried Scallops. 
Tartare Sauce 
Baked Potato 
Spinach With Lemon 
Cabbage Salad 
Baked Lemon Pudding 
. 


Escalloped Salmon 
Green Beans 
Harvard Beets Baked Lima Beans In Milk 
Peach and Cream Bacon Curls 
Waldorf Salad 


Salad 
Caramel Pudding 


Sponge Cake 
23 24 
Grapefruit Sections 


Sliced Bananas 
Broiled Ham Poached Egg 
. 


heese 


Roast Turkey and . 
Dressing 
Whipped Potatoes 
Giblet Gravy 
Buttered Peas 
Cranberry Relish, Celery 
Orange and Grapefruit 
Section Salad 
Pumpkin Pie With 
Whipped Cream 
. 


Cream of Celery Soup 
Baked Fresh Codfish 
Tartare Sauce 
Twice Baked Potato 
Stewed Tomatoes With 
Toast 
Celery Hearts 
Lemon Grapefruit Pudding 
. 
Oyster Stew 
Assorted Sandwiches 
Potato Chips 
Waldorf Salad 
Fruit Cake 


29 


Grapefruit Sections 
Scrambled Eggs 


Tuna and Noodle Casserole 
Buttered Asparagus 
Green Garden Salad 

Apple Delight 


30 


Applesauce 
French Toast, Sirup 
e . 
Tomato Soup PR ee 
Stuffed Veal Birds _ pore a. ne 
Glazed Sweet Potatoes Whipped Potatoes 
Buttered Lima Beans Creamed Peas 

Apple and Date Salad * 
Romaine Salad 

Blackberry Pie, Cheese 
. Leme n Bav ariar 
Baked Spaghetti and ° 
Meat Balls 
Cabbage and Pineapple 
Salad 


Spanish Rice 
Canadian Bacor 
Apple Salad 
Peaches Floating Island 
Angel Food Cake Vanilla Wafers 
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SENSATIONAL HOTPOINT 


supe 


DELIVERS 


SUPER PERFORMANCE 


ow } a FOR EVERY MEAL—and in be- 
MORNING i i tween!—the phenomenal new Hotpoint 
SUPERange has EXACTLY the facili- 


ties your operation needs! EACH of its 


Use your new Hotpoint 
SUPERange as a griddle 
for breakfast special- 
ties... pancekes, ba- 
con and eggs, french 
toast, etc. 


three top sections is both a griddle and 
a hotplate, with a full range of automatic 
dial-measured temperatures between 250° 
and 850°! Users say the Hotpoint SU- 
PE Range does the work of TWO ordinary 


ranges—and does it far better! 


FIRST TIME ever: Kocipe Robetrol, 
Use one or more sections of 


the Hotpoint SUPERange top 4 Accurate Automatic SURFACE COOKING CONTROL 

as hotplates for stock-kettle t 

woik, seulalea... . the test 00 . : » All the Way from 250° up to 850° 

the top as a griddle for < _ . 2 

homburgers, steak sandwiches ; > Recipe ROBOTROL—Hotpoint’s sensational exclusive new 

: } t y 

end similar orders feature—gives you exact (on-the-dial) control of cooking 

Use @ section of your Hotpoint heat on each top-section of the Hotpoint SUPERange! 

SUPERange top as a hotplate T re TIESS T y : . a 

der coun, venules <eakieys FAKES THE GUESS OUT OF SURFACE COOKING! 
the others for griddle products You dial and get ANY HEAT you need—constant and evenly 
such as steaks and chops. distributed! Uniform cooking perfection becomes an auto- 


matic certainty —every time! 


SEE THE COMPLETE NEW HOTPOINT GLAMOUR LINE: ALL-ELECTRIC COOKING 

Let us tell you ALL about ALL of the startling new features in 

Hotpoint’s sensational new Silver Gray Glamour Line, brilliant new 

companion line to Hotpoint’s world-famous Standard Line of com- 

mercial cooking equipment. Send in the coupon for the 24-page 

booklet “Glamour Comes to the Commercial Kitchen” TODAY! 

PERMALUCENT-FINISHED FOR THE ‘ae ee 
“ALWAYS-NEW LOOK"! 2 - . - = 66 ap ee as ane @& « 
Bright, beautiful, time-defying PERM ALUC ENT , Hotpoint Inc., C cial Equip t Dept., 

finish gives Hotpoint’s G our Line the “always- 229 South Seeley Ave., Chicago 12, lilinois 

New Look”! Withstands heat, resists wear, repels 

rust, defies finger marks—RETAINS “always-new” SHOW- Gentlemen: Please send full details on the new Hot- 
PLACE. beauty! ! point GLAMOUR line and the SUPERange. 
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aintenance and Operation 


Stop Maintenance Problems tetore they start 


by proper mechanical engineering in the plan 


1948 I had the 
engineer 


N SEPTEMBER ot 
rare opportunity, as an 

of addressing an assembled group of 
and on that 


architects, occasion my 


introductory words were as follows 
It has been my good fortune to 


look at 


survey many hospitals all over these 


have the opportunity to and 


United States in the past several years 
I find that, in taking stock of my feel 
ings about the numerous complaints 
I have heard about hospital design, | 
lo not share the animosity of those 
who vent their spleen on architects 
generally for their supposed oversights 
The fact is that one of the misfortunes 
we suffer from today is our inheritance 
of buildings of such structural superior 
ity as to make them endure beyond 
their economic life as hospital build 
ings in a time of rapid change and 
scientinc progress 

I repeat these words from my earlier 
liscussion because the crux of many 
problems is to be found in these struc 
tures which are built apparently to be 
rather than 


landmarks or cathedrals 


buildings intended to offer facilities 


for the care of the sick and injured 


WERE NOT MISTAKES AT ALL 


1 am still convinced that many of 


the errors seen in hospitals today were 


not mistakes at all when the buildings 


were originally constructed. Some of 


the deficiencies are now glaring be 


cause the hospitals are required to of 


fer and deliver services other than 


those for which they were designed 


Day by day they are delivering serv 


ices which were considered marginal 


frills or exploratory excursions at the 
date of laying the cornerstones 
Condensed from 


Southern Conterence 
Biloxi, Miss 


4 paper presented 


on Hospital P 


120 


T. JOSEPH HOGAN 
Chief 


Construction and Maintenance Branch 
Division of Administrative Management 
U.S. Public Health Service 


There are numerous examples of the 
handling of mechanical engineering 
problems, or perhaps lack of it, in most 
of our hospitals. A perennial ques- 
tion, for example, is whether pipe 
should be exposed or concealed. In 
the planning stage of a certain hos 
pital a member of the building com- 
mittee may have remembered the un- 
happy experience of witnessing the 
cutting of walls or ceilings to reach 
may 
the lost revenue, the loss of bed accom 


concealed know of 


pipes. He 


modations, and the consequent dis 
comfort to patients caused under these 
conditions by repairs to steam or con 
densate lines. Or the 
well as members of the hospital board, 


may look with horror at the prospect 


architect, as 


of exposed piping and the additional 
housekeeping it entails. Between these 
two extremes there is a solution which 
is not so much compromise as sound 
rationalization when critical analysis 
is made of each pipe service and its 
routing and destination. For example, 
when the esthetic view prevails and 
the piping is to be concealed, then do 
provide access doorways and just a 
little more generous pipe shafts than 
the immediate economy may dictate 
Also, tag or identify each valve, which 
is a simple thing to do during construc 
tion and which in future years will 
prevent many troublesome interrup 
tions to the smooth functioning of the 
hospital's services 

Many of the complaints about build 
ing design that are voiced by the oper 
ating personnel of a hospital are, upon 


investigation, found to be based on a 


functional distortion of the architect's 
plan. I have found, for example, that 
the storerooms which were said to be 
lacking had actually been provided, 
and are now labeled laboratory, x-ray 
department, sewing room, linen room, 
or some other service. The originally 
designed use of these rooms had long 
since been forgotten and consequently 
a frustrated body of hospital personnel 
wanted to belabor 
his deliberate deficiencies and 
How, in a room designed 


some architect” for 
incon- 
sistencies 
as a ull the necessary 
mechanical available to 
make it into a laboratory with all the 


storeroom, Can 


services be 


required utilities? Moving an x-ray 
department to this kind of area will 
require extraordinary measures to pro- 
electrical 


vide the necessary Services 


ventilation, lighting and protected 


walls 


ORIGINAL PLANS CHANGED 

Perhaps most of our hospital build 
ings have been constructed of neces 
sity with sharp emphasis on a budget 
that constricted the original plan. They 
were finally erected from curtailed 
plans which have resulted in the neces 
sity of using rooms originally designed 
as storerooms or mechanical shops as 
space for the x-ray department, the 
laundry or the physical therapy depart 
Reworking completed plans to 
within a proposed 


ment 
make them fit 
budget often means that important 
functions must be carried on in space 
originally assigned to something else 
and creates an acute problem in the 
matter of providing mechanical or util 
ity services 

Now, let us consider the mechanical 
problems of some of the hospital de 
rather than recount 


partments, and, 


the mistakes and deficiencies of the 
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past, take a positive view of what can 


and should be done. 
DIETARY DEPARTMENT 


A dietary department, for example, 
should have the exclusive use of a 
freight elevator located adjacent to the 
kitchen. Otherwise the department is 
doomed to work inefficiently through 
the years. Careful and thorough study 
is required to provide this department 
with proper facilities for quick stor- 
ing of foodstuffs. Such facilities will 
include refrigeration with adequate 
cubic capacity, a vegetable preparation 
unit designed to eliminate excessive 
transportation, and provision for “feed- 
ing” the rations to the kitchen. 

The main kitchen should be de- 
signed to reduce to the minimum the 
number of steps required in preparing 
a meal and to provide the principle 
of a “line” assembly. The task of pre- 
paring the food requirements for a 


raw 


hospital and its staff is a major under- 
taking. Relatively, its volume is “big 
business” in its own right. High-pres- 
sure steam should be provided for the 
kitchen and a duplicate pair of reduc- 
ing valves should be installed to main- 
tain a constant predetermined supply 
of medium-pressure steam. Each piece 
of equipment requiring low-pressure 
steam should have a secondary reduc- 
ing valve, provided with a strainer on 
the initial pressure side 


SHOULD OFFER EASY ACCESS 

All equipment in the kitchen should 
be so placed as to offer easy access for 
piping, and 
equipment. There 


maintenance to valves 


auxiliary should, 
of course, be a ventilating hood over 
kettles. The 


specifications should provide accessi 


the ranges and hood's 
bility for cleaning both the hood and 
the breeching to its terminal. Untold 
hours of labor are spent in poorly de 
signed kitchen hoods in a vain attempt 
to reduce to a minimum the fire haz 
ards built into these hoods and ventilat 
ings st icks 

Too few of our hospitals have suf- 
ficient refrigerated storage space to 
ensure the serving of palatable food 
Walk-in refrigerators should be pro 
vided for each of the cooking services 
and placed functionally for the prep 
aration of the food. There should also 
be a walk-in type of cooler for frozen 
foods, designed to open into a thawing 
room so as tO minimize the tempera 
ture differential when doors are open 
The walls of the walk-in refrigerator 


should be finished in a clay or ceramic 
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tile. Floor drains should be built out- 
side in the entrance to the refrigerator 
rather than within the box. Ample 
lighting is necessary, both for the 
proper selection of raw foods and as 
an aid to cleanliness. With the use 
of modern convection blower units, 
many of the old problems of refrigera- 
tors are eliminated. The use of pipe 
coils adds to the general untidiness 
as well as the insanitary aspects of 
these food storage units. 

Few hospital meat refrigerators have 
been equipped with rails and trolley. 
This device can easily be planned and 
installed during construction. But 
many discover that it cannot be added 
later when needed because of a low 
ceiling, a main steam line, or other 
piping obstacles. The rails should be 
installed to facilitate handling carcasses 
of meat at the unloading platform and 
so planned that, with a minimum of 
physical labor, the meat can be trans- 
ported both into the box and later, by 
a switching device, into the cutting 
room. The original expenditure for 
the rails and trolley, which will both 
facilitate the handling of carcasses and 
encourage the economical purchase of 
meat in larger quantities, will pay 
dividends in better operation of the 
dietary department and also in pro- 
moting personnel morale. 

Consideration should be given to 
providing special refrigeration for 
stocking large quantities of food, with 
separate refrigerators tor storing the 
daily needs of the kitchen. It is also 
well to have a refrigerator exclusively 
for left-overs. This will 
the economical use of foods and the 


encourage 


safe and sanitary storing of cooked 


foods. It can be designed to handle 
the additional heat load created by 
the frequent opening of the doors as 
well as the effect of receiving heated 
foods 

In the design of a hospital it is well 
to investigate thoroughly the problem 
This, of 


course, may well be part of the gen- 


of the removal of garbage 


eral problem of disposal of trash and 


refuse. The solution may be an in- 


cinerator to consume all such waste 
products, or it may be advantageous 
to dispose of only part of these by 
If it is decided that the 


garbage is to be kept at the hospital 


incineration 


tor some time either for sale or for 
later disposal, a refrigerated garbage 
Ad- 


jacent to this garbage area, to facilitate 


room is practically mandatory 


cleaning and sanitizing of trash and 
garbage containers, a can washer and 


sterilizer of an approved sanitary type 
should be installed. 

There seems to be no set pattern 
in the selection of equipment for the 
culinary department. Many hospitals 
have equipment installed which has 
never been used. I believe that the 
equipment manufacturer can, from his 
experience, be of material help in the 
selection of culinary gear as to type, 
size and quantity required. I note that 
at many hospitals there are huge steam- 
jacketed kettles which are used infre- 
quently, or not at all, because of their 
size. Smaller sized kettles generally 
make for better utilization, and a 
“pony” sized steam kettle should always 
be provided. Trunnion kettles are not 
often available in the hospitals. They 
are more functional in design than is 
the stationary type and lend themselves 
to more flexible use. 


SELECT DISHWASHER CAREFULLY 


Careful attention should be given 
to the selection of a dishwasher. The 
equipment manufacturers should be 
consulted to learn the trend in dish 
washing machines and to get some 
The 
dishwashing setup has long been a 
neglected phase of the dietary depart- 
ment, but it is now being properly 
stressed. Many important advances 
have been made and will be made in 
this area, as health officers recognize 
its importance more and more. Some 
years ago the single tank dishwasher 


comparison of the latest models 


seemed to be an important advance in 
providing sanitized dishes. It 
then found that the job could be more 


was 


thoroughly controlled by the two tank 
We then advanced to the 
multiple tank washer, and today a new 
departure has been made from that 


dishwasher 


with a separate piece of equipment 
for prerinse; also today there are avail- 
able three tank dishwashers which pro- 
vide prerinse, wash and rinse 

Our thinking of some years back 
that it tem- 
perature of 120° to F. for wash- 


was necessary to have a 
130 
for rinsing has appar- 
perhaps the 
entire job can be more accurately con- 


trolled by 


temperature of 170 F 


ing and 180° F 
ently been punctured; 
providing water at one 
This method 
reduce the neces- 
hot 


also will materially 


sity for two sources of water at 


the dishwasher. Mechanically, it will 
simplify the matter of maintaining a 


proper temperature by the use of the 


domestic water supply through a 
booster heater for both wash and rinse 


Handwashing facilities must be pro- 
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vided at convenient areas within the 
kitchen, and these lavatories should be 
equipped with either pedal or knee 
control valves for operation of the 
faucets. If gas is to be the fuel for 
the ranges, it should be metered at 
the point of use. This will have a 
salutary effect on the use of gas by 
the kitchen personnel and will offer 
a control tool for management. The 
main kitchen ranges should be metered 
separately from the bake oven, and if 
there is a therapeutic diet kitchen it 
also should be metered. 

In no hospital that I know of have 


I seen any provision made for the 
drying of mops, and in too many hos- 
pitals no provision is made for the 
storing of janitorial equipment. Me- 
chanical means should be provided for 
airing and drying mops used in a 
kitchen. 

Finally, in regard to the kitchen 
area, the general lighting can be an 
important factor in over-all efficiency 
and can serve as an aid to cleanliness. 
As I have said previously, the valves 
and piping should be identified. It is 
constantly brought to my attention by 
dietitians and chefs that legible and 


Architect: Maguolo & Quick, St. Lovis, Mo. General Contractor 
James |. Barnes Construction Co., Springfield, O. Plumbing Dis- 
tributor: Sterling Sanitary Supply Co., Cincinnati, O. Plumbing 
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The 300-bed general hospital, 


Springfield, Ohio, operated by Sis- 
ters of Mercy, is equipped with 
Kohler plumbing fixtures and fit- 
tings. Included are Carmont hospi- 
tal baths, Greenwich vitreous china 
lavatories, Penryn siphon jet closets, 
Vanguard drinking fountains, and 
Camberley acid-resisting enameled 
iron sinks with Duostrainers. 
Kohler fixtures are made of mate- 
rials proven by time and use non- 
absorbent, safe and easy to clean 
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codes. The chromium-plated brass 
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tal Catalog P. Kohler Co., Kohler, 
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easily discernible identification of 
valves would simplify their supervisory 
duties. 

I have discussed the problems of 
the kitchen at some length, but I be- 
lieve it is necessary in view of the 
fact that from 30 to 35 per cent of the 
hospital dollar is expended in this im- 
portant department 


BOILER ROOM 


The mechanical 
quired to set up adequate and neces- 
sary boiler room equipment is com- 
plex. It is as serious a mistake to 
overdesign as it is to be deficient in 
necessary equipment in this area. Flex- 
ibility in the boiler equipment, as 
well as in the furnace and types of 
equipment to feed fuel, calls for in- 
tense study and experienced counsel 
Generally it is wise to provide for 
flexibility. 

Advantage can be taken of the mod- 
ern steam generator which will oper- 
ate in a wide range of ratings based 


engineering re- 


on pounds of steam per hour. These 
boilers are designed to operate as well 
at 200 per cent rating for peak Joads 
as they do at 100 per cent rating. I 
believe that more false economy has 
been 
boiler room equipment than in the 
selection of equipment in any other 
single department of the 


practiced in the selection of 


hospital 
Money saved, in the construction pro- 
gram, in the selection of a low-cost 
boiler simply transfers the cost from 
construction to a fixed cost against the 
operation of the hospital. 

I am not going to select the boiler 
for any hospital in this discussion. I 
can only repeat that the problems in 
this field of hospital equipment, as in 
many others, have been worked out 
by reputable manufacturers and the 
information is available. However, it 
is well to remember such simple facts 
as the policy of providing boilers for 
a hospital which will not produce 
steam at a minimum of 125 pounds 
gauge pressure. A look at the engi- 
neering steam tables will reveal that 
no economies can be accomplished by 
producing steam at low 
There is no saving of fuel accom- 
plished by maintaining a steam pres- 
sure of 15 pounds rather than 100 
pounds. 

The quality as well as the quantity 
of the water available should be con- 
sidered in planning 
means should be provided to ensure 


Water 


used for boiler feed will require one 


pressu re 


a hospital and 


uninterrupted water service 
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type of treatment, while that for the Inefficiencies have become apparent 
laundry may require only some soften more recently because of the advances 
ing process. It is well to consider the made in laundry machine design. If, 
idvantages which would accrue to the however, there is sufficient square 
institution by the use of treated water footage allocated to the laundry the 
within the hospital Scientific treat previous mistakes can be corrected 
ment of the water will be insurance We do find that, because of the size 
against pipe failure and stoppage by of the old equipment, a fair job of 
precipitation of calcium and magnes streamlining can effectively be done 
ium in the lines For example, replacing two 40 by 96 

inch tumblers which occupy 208 


LAUNDRY square feet with three 26 by 30 inch 


Experience shows that laundries modern tumblers which occupy 42 


have been better designed than has any square feet will produce the same 


other single unit of the hospital plant amount of laundered clothes (240 
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pounds). The selection of equipment 
again requires enlisting the aid of the 
manufacturer to be aware of modern 
trends and new technics. The new 
steam heat laundry equipment is be- 
ing designed to operate at 125 pounds 
pressure, a development that will in- 
fluence selection of a boiler if the 
laundry is to operate efficiently 


FOR 100 POUNDS’ PRESSURE 


The laundry equipment with which 
we are familiar has been designed for 
100 pounds’ steam pressure. I have 
found in the majority of hospitals 
that, although the boilers and the 
laundry machinery were installed un 
der the same construction contract, 
too frequently the boilers were not set 
to produce steam of 100 pounds pres 
sure at the laundry machinery. This 
is, of course, a mistake, but it is largely 
owing to a lack of appreciation of cer 
tain implications. The laundry ma- 
chine manufacturer is not so much 
concerned with the pressure of the 
steam as he is with the heat units avail- 
able in each cubic foot of his equip 
ment When he specifies that the 
equipment ts to operate at LOO pounds 
pressure he wishes to be provided with 
306 heat units in each cubic foot of 
his equipment If that pressure is 
dropped to 60 pounds, as frequently 
happens, only 202 heat units per cubic 
foot are provided and the laundry 
operation is penalized by reducing the 
drying capacity one-third 


AIR CONDITIONING 


In the matter of air conditioning 
there are mistakes in planning which 
indicate a conception of the term that 
confuses any system for the circulation 
of air with a system of complete air 
conditioning as we generally under 
stand it. A common mistake is that 
of undertaking to condition wide areas 
of varied uses by the same system 
Every problem of providing air cool 
ing or heating, filtering, humidifying 
or dehumidifying should be confined 
to areas of similar use. Difficulties arise 
when, for example, the prime consid 
eration is to condition the area of 
the operating rooms, and we find that 
we are expected to include one room 
and then another for the comfort of 
the entire surgical staff. I] agree that 
many areas of the hospital should be 
air conditioned, including as much of 
the surgical suite as possible, but the 
inclusion of other rooms in a system 
designed to air condition the operat 

| 


ing room should be ivoided 
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EXPENSIVE MAINTENANCE 

Now, briefly, I should like to men- 
tion a few of the practices that lead 
tO expensive maintenance or continu- 
ing costs in the hospital operation. 
The sizes of pipe present a problem 
should be properly 


the steam 


in design that 


considered and often 


lines in particular are oversized. This 


too 


condition not only causes continuing 
excessive heat loss but also entails the 
of control valves 


cost of installation 


and reducing valves. A reducing 


valve should certainly be accurately 


sized for the steam flow. In place of 


the traditional by-pass valve, it is good 
practice to install a second and small- 
er reducing valve. The combination 
of both valves can be used for the 
maximum load and each of the valves 
can be used separately for minimum 
load and medium or normal load 
There is no use in our type of opera- 
tion for the by-pass line unless it is 
controlled by a second reducing valve. 
This is also true where we have in- 
stalled by-passes around traps. The by- 
pass line is not required and it only 
provides a convenient alibi for the 
incompetent maintenance engineer 
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Any compromise made in the in- 
stallation of space heating equipment 
and its necessary controls, along with 
heat conserving construction, sets up 
an unnecessary fixed cost on the hos- 
pital’s balance sheet. The onus for 
compromising on mechanical equip- 
ment by substituting products of 
mediocre quality rests upon the archi 
tect only because he acquiesces in its 
selection 

In vertical transportation, mistakes 
have been numerous in hospital plan 
ning, especially in sheer mislocation 
and in equipment doomed to early 
obsolescence. Generally the cause has 
been failure to think through to the 
ultimate services and requirements of 
There are mistakes in 
the 


the elevator. 
the mechanical 
elevators only because of a lack in 


engineering of 


the planning of a thorough knowledge 
of hospital operations. Most of the 
cars installed today, however, will be 
well engineered and able to supply 
the services required if the architect 
carefully lays out all the possible de 
mands that will be required. 

I have previously referred to the 
functional distortions which crop up 
when the plans developed in a com- 
pleted set of drawings are curtailed 
because of insufficient building funds 
I mention this common dilemma again 
to point up the hard fact that when 
it becomes necessary to eliminate any 
cubage of the building it also is actu 
ally to replan the entire 
hospital structure de novo. The prob 


nec essary 


lem will not be soundly resolved by 
squeezing out space for the dislocated 
functions, but by an actual replanning 
of the entire structure 

The economy of hospital administra 
tion would be much better served by 
removing X number of beds instead of 
sacrificing a single room designated 
for adjunct services 

Looking toward tomorrow, let the 
architect plan our hospitals from a 
strictly functional rather than from 
the exclusively artistic point of view. 
He will consult with equipment manu- 
facturers and keep himself abreast of 
the latest developments and trends in 
each field. When he designs a new 
hospital the architect will consult with 
hospital dietitians, chefs and stewards, 
with the director of nursing service, 
and supervising nurses on the wards 
The wise hospital architect will have 
his engineers seek advice of operating 
hospital engineers and learn first hand 
about the things that cause continual 


maintenance problems 
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Housekeeping 


Conducted by Alta M. La Belle and Jane Barton 


Boston University presents — 


The Housekeeper’s Path to Success 


HE housekeeping department in 

the institutional field differs from 
domestic housekeeping in the size of 
the activity and the purposes for which 
the services are rendered. The underly- 
ing responsibility of housekeepers, re- 
gardless of the organization they serve, 
is the management and direction of 
personnel engaged in maintaining the 
areas in which people live, and other- 
wise use, in a clean, sanitary, safe, or 
This 


housekeeping has its ramifications and 


derly condition definition of 
many specializations, but the important 
questions asked by each housekeeper 
should be: How well have I prepared 
myself for my job? And what are its 
Opportunities? 
Let us inquire into what an execu 
tive housekeeper is expected to know 
The 


subjects I shall cover bears no rela 


to achieve success order of the 
tion to the order of their importance so 


far as your knowledge is concerned 


KNOWLEDGE PLUS EXPERIENCE 
y ou 


edge 


knowl 


education 


I used the word 
that | 


combined 


notice 


j 


and by mean 


ind experience Your first 


task in any undertaking is to become 
to become 
should 


theory 


informed and that means 


educated 


When 


education 


Experience follow 


(that 1s, 


loing 


you combine 


with practice (that is « 
the work), you have a perfect training 
program 
Now, to get to the point of what 
management expects you to know 
Personnel Management. You must 
know how to hire people who 


You m 


duties 


work for you ist know | 


organize ind issue instructions 


to get the work done. You must know 


something about your company’s con 


tract with the union, if one exists, so 


you know how to deal with your em 


ployes and pay them the correct wages 


} 


You should know something about ac 


cident prevention so you can 


keep 
You 


should know how your workmen's com 


down injuries and loss of time 
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pensation insurance operates and the 


employes’ privileges thereunder. If 
your organization has a welfare pro- 
gram for its employes, you should 
know it thoroughly and see to it that 
your employes and your institution 
share in it fairly. 

You should also know in detail your 
organization's management policies in 
order to communicate them to your 
employes. You should know manage- 
ment’s rules and regulations, so that 
you can treat your employes fairly and 
thus keep them happy. You should also 
know your state's fair employment 
practices law and its unemployment in- 
surance law, so that you will know 
what you are doing all the time when 
you handle employes and in that way 
protect your organization 

Your cardinal principle in depart 
mental management should be to de- 
velop and maintain a happy organiza 
tion. A happy employe, in my opinion, 
is one who knows the rules of employ- 
ment and management; one who is not 
being harassed constantly by incon 
sistencies in the rules; one who is be 
ing paid the prevailing market price 
for his services, and one who knows 
he will receive fair treatment under 
all circumstances 

Another important principle of em 
ployment is to teach everyone in the 
ganization, no matter what his job 
is, his importance in the creation and 
maintenance of good public relations 

more commonly known as good will 
Employes must be made to understand 


that, in every contact they make with 


the public, they are representing the 
management. Therefore, every contact 
must be a pleasant one, dignified by 
self-respect and pride in the service be 


ng rendered. All employes must be 


taught the difference between notoriety 
and publicity. Notoriety destroys g« od 
Publicity builds it up. It is an- 
Each em- 


will 
other form of advertising 
ploye and, perhaps, the executive, too, 
must be made to recognize that em- 
ployes are salespeople 

It has always been my sincere belief 
that every maid, houseman, plumber 
and electrician, in fact, everyone in the 
employ of the institution, is an impor- 


tant part of the sales department, and 


each should be inspired by sales talks 


periodically and kept informed about 
management's policies. The director of 
the organization should create this 
esprit de corps by presenting himself to 
his staff at intervals so that the last and 
least important employe may see and 


hear him 


PERSONNEL MOST IMPORTANT 

If you enjoy good personnel rela- 
tions, the rest of your task is easy be 
cause you have established the founda 
fairness and de- 


tion of confidence, 


pendability among your employes, 
yourself and the management 

Purchasing. What should a house 
keeper know about buying? She should 
first have respect for tested products 
and guests’ preferences. Management's 
sincerity and honesty in giving the 
public and the employes a square deal 
are frequently judged by the products 
used in the various departments. In 
the housekeeping department, it may 
be the quality of the bed linen that 
is the tell-tale, or maybe the soap 

You should understand that there are 
two kinds of merchandise used in the 
operation of a business: asset or invest 
ment merchandise and expense of op 
eration merchandise. Investment mer 
chandise should be purchased by top 
management, upon the approval of the 
board’ of directors and with the advice 
and guidance of the housekeeper. Ex 
pense merchandise, or supplies and 
services entering into the daily opera 


tions, should be purchased by the 
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... OFFERS A COMPLETE LINE OF BLANKETS 


Chatham, one of the world’s largest manufacturers of woolen blankets, has employed 
over 70 years of experience to create a line of blankets particulary designed for insti- 
tutional service. These blankets are more closely woven than ordinary household blankets 
and are specially finished with a low, tight, institution-type nap. That's why you'll find 
Chatham's label! on blankets in the best hotels and hospitals from coast to coast. 


No. 500. To the best of our 
Woo! knowledge, this is the best constructed 25% 
400% No. 300. Closely woven of wool—75% cotton blanket on the market. 


tightly spun, high tensile strength all-wool Its nap is more than 45% wool. 
yarns, this blanket is designed to provide 


extra years of satisfactory service. 
No. 600. Core-yarn filled on an 


all-cotton warp for maximum strength, this 
blanket is the most closely woven blanket 
of its kind on the market. 

forms the all-wool nap. Extra closely 

woven on a selected cotton warp for maxi- 

mum warmth and strength No. 700. The utmost in strength, 
warmth, and service in an all-cotton 


50% wool blanket. Especially designed for use in hos- 


No. 900. For “warmth without 
weight” and really rugged strength. Al- 
though this blanket is 50% wool and 50% 
cotton by weight, its nap is over 85% wool. 


pital operating sections. 


5 


Sold only through selected institutional distributors 


iM 


-ef 8 


Send for free swatches 





5.008? and latest price list 


= rT ¢ ge qi ‘ 
| he Chatham Manufacturing Co., Mills—Elkin, N. C. © Institution Blanket Dept.—57 Worth St., N. Y. 13, N. Y. 
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This NEW 3-FOOT 
CHART tells all about 


Here are complete facts about finishing 

floors in this handy, new 3-foot chart! 

Helpful in estimating coverage, drying 

time, selection of materials and other 

data for all floors. This chart will be 

sent free upon request... 

also, a complete new 

A.L.A. file on prepara- 

tion, finishing 

£4 and maintaining 

. all types of floors. 

i New—a com- 

e Va plete line of 

f American quality 

~ finishes for all floors 

and each desired re- 

sult! Glossy or satin 

—fast-drying or nor- 

al drying—on 

wood, cork, ter- 

razzo, asphalt 

tile, rubber tile, 

other types. Send 

for the free 3-foot 

Chart and Speci- 

fication Sheets. The American Floor 

Surfacing Machine Co., 546 So. St. Clair 
St., Toledo 3, Ohio. 


AMERICAN 


MATERIALS ~~ 


FLOOR SURFACING MACHINE CO. 
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housekeeper after the standards of 
quality have been established by the 
manager and the board of directors. 
Standards of quality must be the re- 
sponsibility of the board of directors 
in order to maintain the proper rela- 
tionship between selling prices of the 
service being offered the public and 
the cost of it 

Perhaps a good question at this time 
would be “What is merchandising?” 

Merchandising is a program devel- 
oped by the owner or board of direc- 
tors for the purpose of putting together 
items or services that are to be sold 
and the prices at which they are to be 
sold. It involves preparation, packag- 
ing, services, advertising and all ex- 
penses that enter into the production 
of what is to be sold. In the hotel 
business, there are three definite mer 
chandising programs: (1) rooms; (2) 
food, and (3) beverages. The rooms 
program 
housekeeping department and many 
other departments. It involves the sup 
plies, furnishings and maintenance that 
go into a room to present it as a salable 
product. A proper “room package 
should be presented to the buyer with 
as much care as are the perfume or 
candy manufacturers’ products; eye- 
appealing and clean and with the pride, 
personality and the character of the 


involves the services of the 


housekeeper and management reflected 
in it 
When is 


superior’ and 


Another good question is 
merchandise considered 
when is it ‘inferior?’ 

Let us assume a guest is being 
charged $10 a day for his room and 
bath. If he finds flat, shallow pillows, 
cheap muslin bed linens and blankets, 
small face and bath towels and an in 
adequate supply of them, cheap soap 
and toilet paper, the merchandise is 
inferior to the standard represented by 
the price being charged and will lead 
to business failure. If, on the other 
hand, the room charge is $3.50 and the 
guest finds luxurious linens or percales 
on his bed and extraordinarily large 
towels and an over-abundance of them 
in his bathroom, soap cakes large 
enough for a two weeks’ stay, and so 
on, it is superior merchandise and may 
lead to bankruptcy, too There is a 
median of standards fixed by compe 
tition and good judgment which gov 
erns all merchandising, but in the final 
analysis, the customer or buyer will be 
the judge of the value of the product 
or service being offered 

When you buy soaps, cleansers and 
something 


polishes you should know 


about the chemistry connected with 
them. The same is true of deodorants, 
antiseptics, insecticides and vermin de 
stroyers. 

You should know a great deal about 
textiles, because you use them in so 
many different ways. Linens, curtains, 
draperies, upholstering materials, blan 
kets, bedding, carpets all have a variety 
of qualities and processes of construc- 
tion. 

Furniture, Supplies and Equip- 
ment. The housekeeper must know as 
much about furniture as she does about 
bedding 

Painting and decorating involve a 
study of a variety of things: washing 
compounds for paint and for paper 
tools for workmen and the care and 
preservation of these tools 

The purchase of vacuum cleaners, 
carpet sweepers, brooms, brushes, dust 
cloths, towels, glass washing and win- 
dow cleaning equipment, pails, mops, 
rug washing and floor polishing ma- 
chines, and similar equipment requires 
a vast knowledge and without it your 
success in your job will be retarded 

One thing I would like to urge is 
that you never refuse to see salesmen. 
The best reason I can give for the high 
standards of living in the United States 
is the competition we see all around 
us as the result of the free enterprise 
system which gives each and everyone 
of us the opportunity of success. We 
merely have to know how to make 
and sell “a better mousetrap,” which 
is to say, a better product. Therefore, 
salesmen are teachers who have the re 
sponsibility of presenting merchandise 
and products for consideration. When 
they do it, you can learn a great deal 
The right to judge and decide is re 
served to you 

The Business End of Your Busi- 
ness. It is with considerable regret that 
I must say the things I am going to 
say on this subject because they will 
reflect on management and department 
heads alike, but I do feel I must be 
honest about it and, therefore, be frank 

I shall first charge owners and man- 
agers with not appreciating the im 
portance of the directing heads of their 
operating departments. This includes 
the housekeeper as the head of the 
most important income-producing de 
partment of the business. I shall then 
charge that this condition may exist 
because department heads are too often 
unequipped with a knowledge of busi 
ness figures, their interpretation and 
how to put them to work 

Except in a few rare instances in 
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Style 820 Nurses’ Scrub Gown. 
New tunnel loop belt 
construction for proper fit 
eliminates costly belt replace- 
ments and repairs. Full cut 
and ample neckline with cloth 
knob button in back. Quickly 
and economically finished on 
a flatwork ironer. Colors 
white, jade green and blue 
with white trim 


Style 610-625 Operating 
Shirt and Trousers 
V-neck shirt with full 
cut armholes to allow 
surgeon complete 
freedom, all seams 
finished with 6-thread 
safety stitched serger 
Strain points at shoulders 
and under arms securely 
bartacked. Pajama 

style trousers with draw 
string permanently 
stitched in back, 

roomy crotch to 
eliminate binding, 
non-transparent 
materials. Colors: jade 
green and white 


WIDE SELECTION 


GREATER COMFORT 


UNIFORM CO. 


Sales Branches: 
1496 Olive, St. Louis 3 177 N. Michigan, Chicago } 
107 W. 48th, New York 19 1101 S. Main, Los Angeles 15 


ANGELICA UNIFORM COMPANY 


1496 Olive Street St. Lovis 3, Mi i 


A 


PROMPT DELIVERY 


~ 


HIGH QUALITY DURABILITY 


The new Angelica Hospital Apparel line is getting a great 
reception from hospital administrators and purchasing agents 
everywhere. For now you can outfit your staff and patients 
fully and completely in bleached or unbleached 
materials, Sanforized or not... 
ments ... and whatever your budget. 


whatever your require- 


Angelica’s research department has devoted years of con- 
stant study to give you the best value in hospital apparel. 
Each garment has been ‘Task-Tested’ under actual conditions 
to assure you of greater comfort, better wear and longer 
service. 


Be sure to take advantage of this opportunity to provide 
the best, most satisfactory apparel for all departments in 
your hospital. See your Angelica Sales Representative im- 
mediately . . . in most principal cities he's as nearby as 
your telephone. 


American The Symbol 
Institute of of Proven 
Laundering < Washability 
Seal of Blt and 
Approval Durability 





ANGELICA UNIFORM CO., 1496 Olive St. © St. Louis 3, Mo 


Send me complete information on Angelica’s Hospital Apparel Line 
NAME 

TITLE 

COMPANY 


ADDRESS 


__ <I Oe __ ae. 








75, No. 4, October 1950 











our business, the only people in the 
organization who see the final depart- 
mental operating figures are the ac- 
countant, the manager and the board 
of directors. In other words, the execu- 
tive housekeeper goes on from month 
to month, year in and year out, totally 
in the dark with regard to the results 
of the business end of her work. If 
she did not have to approve the bills 
of her department and, in some in 
stances, her pay roll, she would never 
see any business figures 

How can you be expected to know 
the cost of operating without seeing 


a departmental statement. Please do 
not misunderstand me. I do not feel a 
department head should have the privi- 
lege of reviewing the complete finan- 
cial statement. That privilege is re- 
served to the board of directors and 
the investors. But I do believe all de- 
partment managers should know the 
result of their efforts in figures. How- 
ever, if you are unprepared to receive 
them, because you do not know what 
to do with them, you can hardly expect 
the management to turn them over to 
you. It is to this point I wish to ad- 
dress myself. I feel you should learn 


HELPS MAINTAIN 
, HOSPITAL STANDARDS 
© SGM. - OF CLEANLINESS 


THE OVERWORKED facilities of today’s hospitals 
make necessary a quick, effective cleaning method. Use 


Floor-San . . . it serves every normal hospital cleaning 


purpose. Floors, walls, rubber and metal goods are safely 


cleaned with Floor-San. Effective for scrubbing instru- 


ments too. Write for complete, interesting Floor-San facts. 


HUNTINGTON LABORATORIES, 


HUNTINGTON, INDIANA 


INC. 


- TORONTO 


something about business figures. A 
great many women dislike figures but 
those who do like them in your busi- 
ness go on to become managers. 

What would you do if your man- 
ager notified you on November 1 of 
any year to submit to him by Decem- 
ber 15 a budget of operations for the 
following year and a statement of re- 
pairs and renewals with approximate 
costs for the ensuing year? This is be- 
ing done in many businesses today be- 
cause many department managers are 
prepared and equipped to render such 
estimates of their costs. I will venture 
this opinion: that it will be your re- 
sponsibility to prepare such estimates 
in the not too distant future, because 
the high cost of operating will require 
more efficiency if profits are to be 
made. You must, therefore, prepare 
yourselves if you expect to continue 
in the business. Competition and eco- 
nomic necessity may overtake you. Fur- 
thermore, without such knowledge your 
work cannot be too interesting; nor are 
you completely prepared to achieve the 
success you hope for. In America, am- 
bition for success is prevalent every- 
where. That is one of the reasons why 
we have so many schools. Business- 
men who have enjoyed a reasonable 
amount of success, and sometimes those 
who have enjoyed a great deal of suc- 
cess, believe in sharing their knowledge 
with people like you. I call it “sharing 
the wealth” because it is just that and 
it lasts as long as you do, unless you, 
too, will share it with others and then 
it is distributed again 

Now, I wish to call to your attention 
an interesting development during the 
last 20 years in the hotel and institu- 
tional fields: women hotel managers; 
women at the head of hospitals and 
other institutions. The American Hotel 
Association publishes a directory of 
hotels in the United States, its posses- 
sions, Canada and Mexico. It is very 
interesting to me to turn its pages and 
find that about one name in every 50 
managers of residential hotels is that 
of a woman. The hotels managed by 
women, principally, are residential 
hotels or apartment hotels. There is 
no better way to prepare for such a 
position than by way of the housekeep- 
ing department 

Your success in your field of activity 
will be limited only by you and the 
amount of study you put into your 
work. When you close your books on 
study and when you stop reading, you 
will close the door to your own 


progress 
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CAPE COD HOSPITAL, HYANNIS, MASS. 
James H. Ritchie & Associates, Architects * Francis R. van Buren, Administrator 


A distinctive architectural feature of the newly expanded Cape Cod hospital (present capacity more than 150 
beds) is the skilful blending of the new with the old to retain the traditional atmosphere of the New England sea- 
coast. FABRON was used not only throughout the new addition but also in the remodeling of the original building. 


Another FABRON Installation! 


When so many of the new hospital projects going up these 
days insist on FABRON wall coverings as their decorative 
treatment — there must be a reason for it! 

Perhaps it’s because this fabric-plastic-lacquer wall cover- 
ing combines advantages no ordinary finish can duplicate — 
such as a decorative latitude of more than 160 patterns and 
colors . . . long-term durability . . . positive protection against 
plaster cracks unlimited washability . . . easy repairability 
in case of damage 

Or maybe it’s because of FABRON’s unmatched economy 
— lowest on the basis of cost-per-year-of-service, Or its initial 
cost, well within the average budget. 


More than 1100 hospitals throughout the country have 


already adopted FABRON, so that in considering it for your 
new building program you are not weighing the merits of an 
unknown product . . . but one that has been tested and proved 
by years of service 

Why not write for the new FABRON Data Sheets? They 
contain important information on comparative costs, the 
proper time to consider FABRON, how to obtain it at lowest 
cost, free estimating and decorating services, etc. No obliga- 
tion, of course! 


FABRON helps prevent fire spread. Ei ery roll carries the label 
of the Underwriters’ Labor- 

atories, Inc., sponsored by 
the National Board of Fire 


Underwriters. 


listed 


Inc 


tested ® 
aynderwiters Laboratories 
National Beord of Pre Undereriiers 








bron. 


The fabric-plastic-lacquer wall covering for hospitals 


FREDERIC BLANK & COMPANY, INC. ¢ Established 1913 «© 230 PARK AVENUE, NEW YORK 17, N. Y. 
Represented in Canada by the Robert Simpson Company Limited—Special Contract Division 


Vol. 75, No. 4, October 1950 





DECKERT 3-CRANK SPRING 

The Deckert 3-crank spring with the new 
intermediate wing section, provides flexibility 
no other hospital spring offers. It is 
adjustable to 12 different standard positions, 
and to easier bedpan positions which are 
most appreciated when handling comatose, 
and paralytic patients, and those in body 
casts. The smallest nurse can handle the 
heaviest patient with ease, because this spring 


has made manual lifting obsolete. 


-..and for all other types 


of hospital sleep equipment, 
it's SIMMONS, too! 


SIMMONS SELF-ADJUSTING SPRING 


A big help to over-worked floor nurses 

and attendants. It permits the patient to adjust 
his bed to a new, more comfortable position 
any time he desires a change! That 

means fewer bell calls to answer, and better 
service for critical patients. Side-adjusting 
feature permits the nurse to place the 
patient in Trendelenburg, Fowler, shock, 
hyperextension and many other 

positions without lifting. This spring 
operates entirely without cranks. 


Beautyrest Mattresses made for hospital use 
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3 improved posture springs! 


Simmons engineers, working with hospital authorities, 
have perfected the three most popular springs in use 
today. They are designed to enable the hospital to 
meet any type of service it is called upon to provide. 
As a result, many new hospitals, and hospitals enlarging 
their facilities, are including all three types in equip- 
ment orders! 

Simmons springs, like all other products in the 
complete Simmons Line are top quality in materials, 
manufacture and performance. They require little 
maintenance and repair. And, these Simmons springs 


are designed to save time and work for doctors and 


SIMMONS NEW 2-CRANK SPRING 


; : é : nurses, and speed the recovery of both critical and 
Completely redesigned, Simmons 2-crank spring 


now has flexibility never before achieved. convalescent patients. 

In addition to all the standard spring positions, Ask your hospital supply dealer about these hospital- 

the new Simmons model permits lowering spring : . , f 
; : = tested springs—how they can provide maximum flexi- 

ends below horizontal. Now Trendelenburg, 

Fowler and heperextension positions bility of equipment and service. Or write to any 


are possible. Spring fabric length is full Simmons display room. 
80 inches. Spring can be folded in the 


center to permit easy 
cleaning. Automatic check 


prevents the spring 


being cranked too far. SIMMONS COMPANY HOSPITAL DIVISION 


Display Rooms: 
Chicago 54 
Merchandise Mart 

New York 16 

One Park Avenue 

San Francisco 11 

295 Bay Street 

Atlanta 1 

353 Jones Avenue N.W. 


Bedside Cabinet . 
Bassinets 
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NEWS DIGEST 


A.H.A. House of Delegates Considers Approval Program . . . President Signs 


Doctor-Dentist Draft Bill . . 


. Blue Cross Enrollment Totals 38,500,000 ... 


Protests Tabling Medical Aid Bill . . . A.M.A. Launches Advertising Campaign 








A.H.A. House of Delegates Considers 
Proposal to Establish Approval Program 


CHICAGO.—Proposals looking toward 


issumption of responsibility for approv- 
ing hospitals were to be considered by 
the house of delegates of the American 


Association at the Atlantic 


Hospital 
City 


nual 


convention last month. The an- 


report of the association president 
released here in advance of the conven- 


tion referred to the question as “one 


ot the most important decisions ever 


presented to the house of delegates.’ 
Prior to the 


convention, association 


trustees studied the approval program 
| 


ind recommended that it be taken over 


ind carried forward by the association. 
Under the recommended procedure the 
program will be financed by an increase 
m association membership dues 


For Hos- 


tal Association has been greatly in- 
‘ 


some time, the American 


in the hospital standardization 
of the American College of 

the president's report stated 
years ago the association's coun- 
issociation development consid- 
advisability of the 


length the 


n adopting such a program 

ime the council did not recom- 
mend such action, despite a desire regu- 
larly expressed by many association 
members that the association undertake 


The 


levelopment of an ex- 


the 
telt 


cellent 


ipproval ot hospitals council 


that, by the 


program, the American College 
field 


ungrateful 


ot Surgeons had preempted the 
and that it would be 


for the 


most 


American Hospital Association 


to enter this area as long as the college 


wished to continue its excellent pro- 


gram. It was realized, moreover, that 


it would be costly for the association 


tu establish its own approval program 
and funds to finance it were not avail 
able 

Recently, the American College of 
Surgeons has considered withdrawing 


138 


from the hospital standardization field 
to apply its present resources to the im- 
provement of graduate and postgraduate 
all 


those in its membership 


training of surgeons, particularly 

Conversation during the last three 
months has indicated a willingness on 
the part of the college to consider the 
transfer of the hospital program to the 
Hospital This 
removed one of the major obstacles that 


American Association 
has stood in the way of previous as- 
sociation consideration of undertaking 
the program 

The 
of the additional cost of the hospital 


structure Committee, conscious 
approval program, has recommended a 
dues increase which would yield the 
association additional revenue of ap- 
proximately $200,000 a year. (Its sug- 
gestions will be presented to the house 
of delegates and the membership by 


(Continued on Page 146.) 


Army Issues Call for Nurses, 
Dietitians and Therapists 
WASHINGTON, D.C.—A call for addi 
tional nurses, dietitians, physical thera 
pists and occupational therapists for the 
Army Nurse Corps and Women’s Medi- 
cal Specialists Corps was issued here last 
month by the Department of the Army 
Additional personnel in all these classi 
fications is needed to bring the corps 
up to requirements called for by mili 
tary expansion, it was explained. The 
present numbers 6382 


reserve Corps 


560 medical 


Ex 


army nurses and women 


specialists, the department said 
panded requirements at the time the 
call was issued indicated a need for 
650 additional nurses, 70 dietitians, 40 
physical therapists and 65 occupational 


therapists 


President Signs Bill 
to Draft Doctors, Dentists 
WASHINGTON, D.C.—A bill authoriz 
ing the drafting of doctors, dentists and 
allied specialists up to the age of 50 
was signed here last month by President 
Truman following prompt approval in 
the Armed Forces Committee of the 
Senate and the House and, subsequently, 
passage by both Houses of Congress 
The bill is aimed at inducting an esti- 
mated 5500 doctors into military service 
principally those who received all or 
most of their medical training at gov- 
ernment expense during World War 
II but did 
terms on active duty following gradua- 


who not serve extended 


tion. Backers of the legislation in the 
Senate and House Armed Forces group 
thought its passage would stimulate vol- 
untary enlistmients of professional per- 
sonnel, making actual drafting of doc- 
tors virtually unnecessary 

Under a new law the President may 
order medical or 


registration Of any 


allied group up to age 49; those whe 
register would be subject, through age 
50, to call for two and one-half years 
service. Draftees would be inducted as 
privates and commissioned later in rank 
based on age and experience 

To make certain that no community 
will be stripped of medical care for 
civilian populations, the President will 
establish a national medical committee 
to advise Selective Service on the num 
bers to be called from various sections 


of the country 


A.D.A. Announces Meeting 
CHK 


ing of the 


The 33d annual meet- 


American Dietetic 
will be held in Washington, D.C 


AGO 
Associ: 
tion 
October 16 to 20, it was announced at 
association headquarters here last month 
More than 3000 dietitians are expected 
to attend the meeting and take part in 


disc usslons 
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FILLeT oF FINGER: Reproductions of six frames of a motion picture 
which traces the case from initial diagnosis to discharge of the patient, 


Picture the patient in motion...add sound 


Then, for the best projections ore 


Kodascope Pageant Sound Projector (16mm.) | 
| 


Easy to carry. ..A single case houses the pro- 
jector, powel cord. speaker, speaker cord, 
extra lamps. Weight is less than 33 pounds 





“pick-up” weight, 27 pounds. 
Easy to set up...¥Five simple steps and the 
“show” is ready to start. 
Easy to operate . . .Threading is simple, quick. 


All controls are conveniently located. 





Special features... Operates on alternating formation, write to... Eastman Kodak Com- 


or direct current. Quiet running. Built-in pany, Medical Division, Rochester 4, N.Y. 
lubrication. Brilliant, even illumination with 

corner-to-corner picture sharpness. Superb Kodak products for 

sound reproduc tion. Rec eptac le for muicro- the medical profession include , 


phone to permit narration. X-ray films; x-ray intensifying screens; x-ray proc- 





essing chemicals; electrocardiographic papers and 
These features and many other advantages — {Jm: cameras—still- and motion picture; projectors 
make the recently announced Kodas« ope still- and motion picture; enlargers and printers; 
Pageant Sound Projector ideal for individual photographic film—color and black-and-white (in- 


: cluding infrared); photographic papers: photo- 
physician, clinic, hospital. See it at your & , 


graphic processing chemicals; synthetic organic 
photographic dealer’s—or, for further in- chemicals; microfilming products ys 


4s 


Serving medical progress through Photography and Radiography 


__— Isodals 
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NEWS... 


Harvard Dean Deplores 
Tabling of Bill to Aid 
Medical Education 
WASHINGTON, D.C.—A bill for fed- 
eral aid to medical and nursing educa- 
laid month 
when the House Commerce Committee 


tion was aside here last 
voted not to approve it for action by 
the 8lst Congress. Opposition of the 
American Medical Association was cred- 
ited with blocking the legislation by 
administration supporters who favored 
its passage 

Commerce 


James 


Following the House 


Brig. Gen 


S. Simmons, dean of Harvard Univer- 


Commitees action, 


sity's school of public health, said the 


action was “a tragic mistake” in a tele- 


gram to President Truman 


Simmons said the bill was favored by 


all graduate public health schools 


the country and by 75 per cent of 


medical school deans 


I am confident that if the American 


General | 


in | 


people realized what a crippling blow 


this negative action has dealt to 


nation’s military and civil preparedness 
the 
General 


program they would demand that 


tragic mistake be rectified, 
Simmons declared in his telegram to 
Health of 


and industrial 


the President 


fighting men workers 


the | 


American | 


must be conserved by a strong national 


program of public health and military 


preventive medicine to guard against 


diseases as deadly and disabling as 


bombs and bullets 


Many highly trained specialists will | 


be 


ing is available only in the 10 accredited 


required 


schools of public health in this country 


The financial plight of the 10 schools 


Their postgraduate train- | 


| 


is such that their total output of special- | 
| on or in some instances by well-meaning 


ists is now only one-fifth of the number 


needed to operate the nation’s peace 


time health program. Surely the Korean 


ind threat of another global war 


Crisis 


must make it evident to all that an al 


ready critical situation has now become 
more perilous 


W ithout 


are helpless to fulfill their obligation to 


added funds the schools 


is obvious that they need 
This 


kind of aid that would be provided by 


the nation. It 


emergency financial aid is the 


the federal aid to medical education bill 
already passed by the Senate and now 
tabled in the House committee 

I am convinced that one of the most 
important responsibilities now facing 
the Congress and the country is to act 
immediately to the 


ensure training of 


an adequate and continuing supply of 


140 


experts in the prevention of disease and 
conservation of health among our work- 
ers and military forces. 

‘It is my earnest belief that the need 
for swift passage of the bill for federal 
aid to medical education is imperative. 
Its cost compared to enormous outlays 
necessary for armaments is relatively 
minor, yet the need it would serve is 
of major importance to the maintenance 
of our national strength.” 


In a statement appearing in the New 
York Times, Dr. Howard A. Rusk, who | 
has been named chief medical adviser | 


to the National Security Resources 


Board, said federal aid was essential to | 


continued operation of medical schools. | 


It is obvious that if the medical schools 
are tO maintain even the present qual- 


| 


ity of medical education, much less ex- | 


pand to meet the present shortage of | 


doctors, they must have financial help,” 


Dr. Rusk said. “In view of the present | 


national emergency, differences must be 


resolved and action taken, for some kind | 


of federal aid is an urgent necessity.’ 


A.M.A, Will Launch 
Advertising Campaign 


CHICAGO.—A nationwide advertising | 


campaign will be launched in news- 
papers and magazines and on the radio 
October 8 to 22 by the American Med- 
was announced at 


ical Association, it 


association headquarters here last month. 


The campaign is designed “to draw at- | 


< | 
tention to the right way of seeking | 


health as sponsored by the medical pro- 
fession and thousands of other groups 
and to the wrong way which is advo- 
by 


arrogant politicians or political hangers- 


cated a comparatively few selfish, 


but misled citizens,” according to an 


| editorial in the Journal of the American 


Medical Association. 

The American Medical 
advertising is scheduled to run in 11,000 
newspapers, in magazines totaling 94,- 


Association 


000,000 circulation and on more than 
1000 radio stations, it was explained 
intended to sell 
but “is try- 
ing to sell what has been our heritage 
in this country—faith, hope, freedom, 
an association announcement said 


The campaign “is 


American medicine itself, 


not 


The advertising campaign will seek 
to promote voluntary health insurance 
it offered by medically 
founded nonprofit organizations, acci- 
dent and health companies, 
or labor, industrial or fraternal groups 


whether is 


insurance 


Rep. Bolton Addresses 
Graduating Class at 
Provident Nursing School 
CHICAGO.—Mrs. Frances Payne Bol- 
ton, Congresswoman from Ohio, was the 
featured speaker at the 60th commence- 
ment exercises of Provident Hospital 
School of Nursing here September 7 
Addressing the second largest class 
in the history of the school, which was 
founded in 1891 and is the largest Ne- 
gro school of nursing in the country, 
the speaker emphasized that graduates 
of Provident “carry the responsibility 
of leadership wherever they go.” Nurs 
ing offers a wide field of opportunity 


Photo by Rus Arnold 
of ap- 
Bolton 


presents scroll 
Frances P. 


Evelyn L. Thigpen 

preciation to Mrs. 
not just to the white nurse but to the 
Bolton told 
"You are graduating at 


colored nurse as well, Mrs 
her audience 
a moment when qualified nurses are 
needed as never before. Most of 
barriers broken down and 
not dreamed of even 10 
New 


closed are awaiting you 


the 
have been 
an integration 
years ago has become 
fields hitherto 


as they are aw 


a reality 


aiting all nurses 

Among the areas mentioned by Mrs 
Bolton in which nursing graduates are 
seriously needed are hospitals and in- 
stitutions, the Indian Service, the Public 
Health Service, the Veterans Adminis- 
tration and the army nurse corps 

Diplomas were presented to the 22 
graduates by Beatrice F. Alston, direc- 
of nursing. The 
climaxed by the presentation by the 
graduating class of a scroll of appre 


tor ceremonies were 


ciation to Mrs. Bolton 


Campaigns for $100,000 


LI 


finance 


A 


the 


RIVERHEAD, 
$100,000 
Suffolk Hospital under construction near 


campaign for 


to new Central 


here was under way last month, hospital 
officials announced 
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SALUTE TO THE STAFF DOCTORS 
OF TRENTON’S 
ST. FRANCIS HOSPITAL 


LAWSON ASSOCIATES congratulates the staff doctors of St. 
Francis Hospital in Trenton, N. J. 
With gifts still coming in, they've already taken $239,450 from 
a aera their own pockets to give to the LAWSON ASSOCIATES conducted 
General Drive Chairman drive for the enlargement and modernization of St. Francis Hospital. 


The figure 1s nearly 


one quarter of the 
full hospital goal 
of SLO00000 . . . 


That means 82 doctors out of a staff of 94 have so far con- 
tributed an average of $2920. 
The medical division is shooting for a $250,000 goal although we i, Geom 0 i encod 
estimated that $200,000 could be raised by this group. Honorary Drive Chairman 
So we say again—congratulations to the staff doctors of St. 
Francis Hospital. Congratulations to Dr. L. Samuel Sica, Medical 
Division Chairman; Dr. George N. J. Sommer and Dr. Horace D. 
Bellis, Honorary Chairmen, and their campaign workers. 
They've shown the way for the people of Trenton and Mercer 
County, N. J., who soon will be asked to contribute the remainder 
of the $1,000,000 goal. 
Perhaps you are thinking of enlarging or modernizing your hospi- 
tal or building a new one. Without obligation to you B. H. LAWSON 
ASSOCIATES will use their vast experience and resources to survey 
your area and tell you how much you can expect to raise. 
Write today to Department A-7 for the illustrated brochure 
“Fund Raising.” 


B. H. Lawson Associates 


INCORPORATED 


ROCKVILLE CENTRE @© NEW YORK 


Dr. Horace D. Bellis 


Honorary Drive Chairman 
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EXACT 
MEASUREMENT 


* 


The beginning of professional 
perfection lies in the establish- 
ment of standards by which we 
can measure exactly what we 


do. 


Diacks have been measured ex- 
actly by the National Bureau 
of Standards, an organization 
locked upon by all scientists as 
“the best in the land.” They 
report 10 minutes—248° as the 
melting ratio of Diacks and this 
laboratory data is backed up by 
38 years of successful usage of 


Diack Controls by our foremost 


American hospitals. 


* 


SMITH & UNDERWOOD 

Sole Manufacturer Diack and Inform Contr 
1845 North Main Street 
ROYAL OAK, MICHIGAN 


Diack Controls 


047 NORTH MAIN STREET ROYAL OAK MICHIGAN 








NEWS... 


Blue Cross Enrollment 
Reaches 38,500,000 


CHICAGO. 38,500,000 


persons in the United States and Can 


More than 


ada were enrolled in the 89 voluntary 
nonprofit Blue Cross hospital care plans 
30, 1950, Richard M. Jones, 
director, Blue Cross Commission of the 


Hospital 


on June 


American Association, an- 
Enrollment 


gains for the first six months of 1950 


nounced here last month 


assure enrollment of more than 40,000, 
000 persons in Blue Cross by the end 
of the year, Mr. Jones stated. 

Leading all plans in enrollment gains 
was Michigan Hospital Service, Detroit 
which reported 131,187 new members 
during the second quarter. Second and 
third were Associated Hospital Service 
of New York with 125,277 members 
and Blue Cross Plan for Hospital Care, 
Chicago, with 58,091 

Largest percentage increase in en- 
rollment was reported by Arkansas Med- 
Little 
Rock, which had a 25.20 per cent gain 


ical and Hospital Service, Inc., 


Plans reporting enrollment gains of 


more than 10 per cent were: South 
Carolina Hospital Service Plan, Green 
ville (13.44 per cent); Mississippi 
Hospital and Medical Service, Jackson 


and Akron Hospital 


Service, Akron, Ohio (10.84 per cent 


12.11 per cent), 


In Rhode Island, three out of four 
persons in the state were enrolled on 
June 30, 1950; Delaware had enrolled 
97 per cent of its population and the 


District of Columbia, 53 per cent 


Committee to Review 
Lists of Essential Activities 
W ASHINGTON, D.¢ 


mittee on essential activities and critical 


A joint com 


occupations has been established by the 
U.S. Departments of Commerce and 
Labor, secretaries of these departments 
innounced here last month. The joint 
committee will review lists of essential 
activities and keep necessary adjust- 
ments current, it was explained; the 
committee will also make recommenda- 
tions in connection with requests for 
revision of modification ot essential 
ictivity and critical occupation rulings 

by the government and_ private 


industry 


Lists of essential activities and crit 
cal occupations are already being used 
by the Department of Defense in con 
sidering delay in the calling up of re 
National Guard 


imnouncement stated 


serve and units, the 


F.S.A. Drafts Model Law 
for Hospitalization of 
Mental Patients 

WASHINGTON, D.C A model law 
covering procedures tor hospitalizing 
mental patients has been drafted by the 
Federal Security Agency and sent to all 
state governors, Federal Security Ad- 
ministrator Oscar Ewing announced here 
last month. Mr. Ewing predicted that 
the newly drafted law would be of 
substantial assistance to state legisla- 
tures considering revision of existing 
laws 

The law provides assurance to per- 
sons who are mentally ill of maximum 
opportunity for prompt medical care, 
protection against emotionally harmful 
or degrading treatment, and protection 
against wrongful confinement and dep 
rivation of rights, Mr. Ewing said. The 
model law was developed under the 
direction of Dr. Robert H. Felix, direc- 
tor of the National Institute of Mental 
Health, and Alanson W. Willcox, gen 
eral counsel of the Federal Security 
Agency, it was explained 


Health Foundation 
Names New Members 
of Advisory Board 

New YORK 


uating the results of multi-phasic screen- 


Studies aimed at eval- 


ing clinics are being conducted by the 
research staff of the Health Information 
Foundation, it was announced at foun- 
dation headquarters here last month 
Other projects conducted by the foun- 
dation include pilot studies of the health 
facilities and needs of individual com- 
munities, the foundation said 

Herbert Hoover, chairman of the citi- 
zens’ advisory committee of the founda- 
tion, announced the appointment of new 
members to this group, which will ad- 
vise on foundation programs and sug 


gest ways of improving the nations 


health facilities. New members of the 
advisory group are: Dr. Karl T. Comp- 
ton, chairman of the board, Massachu 
setts Institute of Technology; Donald 
W. Douglas, chairman of the board, 
Douglas Aircraft Company; Dr. Lee A 
DuBridge 


stitute of Technology; 


president of California In 
Ferdinand Eber 
I berstadt & Co.: 
Houghton, president, 


stadt, president of F 
Mrs. Hiram (¢ 
General Federation of Women's Clubs; 
Allan B 


Farm Bureau Federation, and Lewis | 


Kline, president, American 


Strauss, financial adviser and consultant 
to the Re ckefeller Brothers Inc 
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you CAN BE SURE...IF ITS Westinghouse 


Modern hospital equipment, like modern medi- 
cine, is usually the result of careful research 
and trial under exacting hospital conditions. 
Hospital elevators, for instance, must give sure, 
efficient service 24 hours a day. In this 
field, Westinghouse has devoted years to the 
development of an elevator that meets the 
specialized requirements of hospital duty. At 
the Jewish Sanitarium and Hospital in Brooklyn, 
N. Y., for example, Westinghouse Hospital 
Elevators provide the perfect solution to any 


vertical transportation problem that arises. 


DOCTORS ARE SURE... of mini- 
mum waiting-for-car time on calls or 
emergency cases at the Jewish Sani- 
tarium and Hospital. 


THIS HOSPITAL’S ENGINEERS ARE At The Jewish Sanitarium and Hospital, Brooklyn, N. Y., even intra- 
SURE . . . Westinghouse Elevators venous injections can be given while moving patients between floors 
will provide safe, smooth rides for in the hospital's smooth-riding, accurate-landing Westinghouse 


patients, and equipment. elevators 


To discover the benefits to your hospital’s eleva- 
tor service that Westinghouse can offer, write for 
ORDERLIES AND ATTENDANTS ARE our informative booklet, ‘“‘Hospital Highways’’. 
SURE . . . Westinghouse Rototrol will See why hospitals requiring superior elevator 
give accurate landings to insure min- service come to Westinghouse. Write Westing- 
house Electric Corp., Elevator 
Division, Dept. K, Jersey City, 


imum jarring during loading and un 


loading of small-wheeled equipment 


New Jersey. 


J-98586 
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NEWS... 


Mental Hygiene Department 
Uses Comic Book Technic 

to Spread Health Message 

N.Y.—Use_ of 
book technic in health 
undertaken here last month by the New 
York State Department of Mental Hy 
page 
pamphlet in comic book format. The 


ALBANY, the com 


education was 


giene with publication of a 16 


book, which was introduced at the New 
York state fair at Syracuse last month 
carried a mental hygiene message pre 


pared by the department using the well 


known comic strip “Blondie and Dag 


wood,” created by cartoonist Chic 


Young 


The much maligned comic book was 
cited by Newton Bigelow, mental hy- 
giene commissioner, as one of the most 
effective means of modern communica- 
tion. Color, action and drama give the 
comic book its universal appeal, Dr 
Bigelow said, making it an effective 
vehicle for health education 


In utilizing this sprightly medium 
for education we are reaching the same 


Removes casts in seconds 


... with greatest safety 


to the patient. 


In cutting a-window, 


bi-valving or removing an entire cast, the 


Stryker Cast Cutter saves many important 


minutes for doctors and nursing staff. It cuts the toughest 


plaster in just a few seconds... 


saves the patient 


needless pain and discomfort. Electrically driven, the 


oscillating blade cuts only the rigid cast. No depth gauges are 


necessary. Investigate the many time-saving and safety 


features of the Stryker Cast Cutter. It is built to give 


you dependable, economical service. 





STRYKER walking heels 


make the walking cast easier 


®eeeeeee sees eeeeeeeeeeeeeeeeeeseeeeeeeseee 


to apply and much more 
comfortable for the 


patient to wear. 





You are invited to write for complete information 


ORTHOPEDIC FRAME COMPANY 


Dept. H 


Kalamazoo 
Michigan 


public that is reached by comics in 
general—cutting across ail social and 
economic strata and embracing every 
age level. 

“The dramatization of good mental 
hygiene in ordinary human 
ships is particularly meaningful when 


relation 


the characters involved are as familiar 
as our next door neighbors,” the com- 
missioner pointed out. “The phenomenal 
success of the “Blondie” strip is largely 
due to the fact that most families iden- 
tify themselves with the Bumsteads and 
their problems. Their way of life is 
close to their readers’ hearts. We have 
tried to take advantage of this estab- 
lished identification to make our mes 
sage strike home 

A brief statement by Dr. Bigelow 
at the end of the book explains in sim- 
ple terms the meaning of mental health 
and the advantages of applying the 
lessons just learned from the Bum 
The concludes with 
an expression of appreciation to King 
Features 


steads. statement 


and their art director, Joe 
Musial, for their cooperation in produc- 
ing the book and to Chic Young for 
his generosity in making the “Blondie’ 
characters available 

‘We have selected a medium that is 
equally attractive to both children and 
Dr declared. “We 
have preserved the humor of the in 
imitable Bumsteads so that the book is 
entertaining and delightful regardless of 


adults, Bigelow 


its serious purpose And it 1s Our Ssin- 


cere belief that anyone who reads it 
whatever his age, will derive some bene 
fit from it 

The Department of Mental Hygiene 
plans to make a wide distribution of 
the comic books and will supply them 
without charge to recognized agencies 
and organizations interested in the pro 


motion of mental health 


To Start Jerusalem Hospital 
New YORK. 
gin soon on a new 500 bed hospital 


Construction will be 
at Jerusalem to be financed by Hadassah 
the Women's Zionist Organization, it 
The 


organization's decision to build a new 


was announced here last month 
hospital was made following receipt of 
David 


Israeli Prime Minister, urging construc 


a message from Ben-Gurion 
tion of the institution to meet the need 
for hospital facilities in Israel. Hadassah 
delegates voted to conduct a building 
fund aimed at 


campaign producing 


$3,500,000 in three years 
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GALLERY OF Gé CAROUINA CONTRIBUTIONS 
APPJER HOSPITAL ADMINISTRATION 


Picture your hospital textile needs—and call only a few of the items Carolina regularly sup- 
for Carolina. Not only will the Carolina repre- plies to hospitals Our textile line is complete, 
sentative—or home office—be happy to take and tastefully selected with the patient also in 
‘are of your needs, but you can count on mind. Our Surgical dressings are quality prod- 
prompt shipment, careful attention to details, ucts. designed for service and economy. If 
and a fair price. you do not have a complete set of Carolina 


The Carolina Gallery shown above pictures catalogs at your finger tips, write for a copy. 


CAROLINA ABSORBENT COTTON CO. 


(Division of Barnhardt Mfg. Co.) 


CHARLOTTE, N.C. 


ALSO AVAILABLE COTTON FILLED NAPKINS, GAUZE WRAPPED, AND CELLULOSE FILLED NAPKINS 


Other 
Carolina 
Products 


Sonitary Napkins 





Now. 


COMBINATION PADS AND ROLLS 
with 7% 


Cig 


TO ABSORB AND CONTROL DRAINAGE 


Drm5.. 


ROCHROME TEST shows 


MERCU 
Ceroline pods ™ 
and more resistor 


ore absorbent 
+4 to leckoge: 


* greater efficiency, for greater economy, Carolina pre- 


sents this major advance in combination pads. Specially 
designed to control absorption and drainage, the new 
Carolina combinations provide maximum time in use as 
well as the most complete protection available today 
against leakage —a definite cost factor affecting garments 
and sheeting. 

Completely enclosed in a layer of surgical gauze, the 
new Carolina Combination Rolls and Pads contain no less 


than 9 alternate layers (8 layers of highly absorbent cotton 


COMBINATION ROLLS 
COMBINATION PADS 


8 in. x 20 yds. 
8"x7%" 

8"x 10" 

8" x 24", 12" x 16" 
8" x 30", 10" x 24" 
10" x 12" 


and cellulose backed by one layer of non-absorbent cot- 
ton) to prevent leakage and diffuse drainage throughout 
the dressing. The surrounding surgical gauze is amply 
lapped and secured to prevent bulging or separation, thus 
providing a dressing with maximum life in use. 

This resistance to leakage is responsible for other divi- 
dends affecting maintenance costs. There are fewer stained 
garments and sheeting, with a resultant decline in hard 
washing and bleaching. A new surgical dressings catalog is 


now ready. Be sure to send for your copy today. 


12 rolls per case 
4 gross per case 
3 gross per case 
1 gross per case 
1 gross per case 
2 gross per case 


Other sizes available on request 


CAROLINA ABSORBENT COTTON CO. 


(Division of Barnhardt Mfg. Co.) 
CHARLOTTE, N.C. 


Other 
Carolina 


Sanitary Napkins 


Absorbent cotton 


Cotton balls 




















June 1942 Weck first ran the above ad, in the hos- 
pital publications, with the headline reading: “The 
BIG Word, — today.” 

Two years later, in 1944, the advertisement was 
even more timely due to the Army and Navy require- 
ments of those days, and it was run again with the 
headline changed to read “The BIGGER Word — 
today.” 

Today, 1950, more than seven years after the ad 
first appeared, Weck re-runs it with the headline 
changed to “THE BIGGEST WORD — TODAY.” 

BIGGEST word, in any language, today is 
REPAIRS — for with rising costs of new instruments, 
budget problems, and increased demands upon them, 
all hospitals are interested in every possible RELI- 
ABLE means of cutting expenses 

There is no better way,— no BIGGER WAY —to 


do this than to buy Weck-made SURGICAL IN- 
STRUMENTS in the first place, because made of the 
finest selected materials, by craftsmen who have spent 
almost a life-time at it, then three-times passivated, 
Weck-made instruments INSURE MAXIMUM OF 
SERVICE FOR MINIMUM OVERALL EXPENSE. 

But if you have any old, worn, dulled — even rusty 
— instruments don’t throw them away — send them to 
the Weck Repair Department — they will be mailed 
back to you ONE WEEK AFTER THEIR ARRIVAL, 
almost-like-new, with a whole lot more service in 
them. If you have never tried this money-saving 
service, WRITE FOR LISTING SHEETS, shipping 
labels, etc. 

If you have tried it you know it is the BIGGEST 
WORD for savings today, so why not send another 
batch NOW ? 


REMEMBER WECK INSTRUMENTS ARE MADE CORRECT — SOLD DIRECT — to HOSPITALS! 


ee on Gr. “ae lo 


Manufacturers of Surgical Instruments 
SURGICAL INSTRUMENT REPAIRING © HOSPITAL 


135 Johnson Street 
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INC. 


PPLIE 


Brooklyn 1, N.Y. 
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ALL-WELDED BOILERS 





accepted as the standard for DEPENDABILITY 








Titusville Scotch 
Marine High Pres- 
sure Boilers built 
with heating sur- 
faces of 97 to 2993 
square feet 


Titusville Bent Tube Water Tube Pressure 


Boilers built 


in sizes ranging from 


729 


square feet heating surface to 8316 square 


feet heating 


surtace 


in required pressures 


Titusville Porta 
ble High Pres 
sure All-Welded 
Firebox -Firetu be 
Boilers built in 
13 sizes ranging 
from 250 square 
feet to 2500 
square feet heat 
ing surtace 


Write today for the complete 
series of new bulletins on 
TITUSVILLE Boilers —the most 
complete, factual bulletins 

in the industry 








Titusville Ticotherm Steam Generators built 
in sizes ranging from 1000 square feet 
heating surface, and upwards 





Paw 


Titusville 
Scotch Marine 
Heating Boilers 
built in 19 sizes 
from 129 square 
feet to 2500 
square feet heat- 
ing surface, 
with 2190 to 
42,500 square 
feet of steam 
radiation 


Three Pass Compact 
Type Welded Heat- 
ing Boilers built in 19 
sizes, from 129 to 
2500 square feet heat- 
ing surface, with 2190 
to 42,500 square feet 
of steam radiation 


division of 





STRUTHERS WELLS 
CORPORATION 


THE TITUSVILLE IRON WORKS CO. 


TITUSVILLE, 


PENNA. 


(NEWS... 


|A.H.A. Delegates Consider 
| Approval Program 


(Continued From Page 138.) 


the by-laws committee.) It is believed 
that the hospital approval program can 
be satisfactorily operated by the as- 
sociation on a budget of approximately 
$100,000 a year. 

“The board discussed fully the ad 
visability of the association entering 
the field of hospital approval. There 
agreement that, 
administration 


was unanimous even 
though the program's 
would bring many problems, approval 
is a logical function of the American 


Hospital Association. 


the board felt, must see to it that such 


The association, 


a program is conducted and strength- 
ened in the interest of improving hos- 
pital care in the nation 

“A special committee of the associa- 
tion’s board of trustees met with a 
special committee of the board of re- 
gents of the American College of Sur- 
geons to discuss transfer of the program, 
looking toward November 1 as _ the 
transfer date. As a result of these dis 
cussions, a special meeting of the co 
ordinating committee and the board of 
trustees was called and the meeting was 
held August 4 and 5 in Chicago. At 
the same time, a special meeting of the 
board of regents of the American Col 
lege of Surgeons was being held in 
Chicago. The regents of the American 
College of Surgeons did not arrive at 
a decision and final action will not be 
their annual 


taken before 


October. 


meeting in 


The coordinating committee and the 
board of trustees discussed the approval 
program futher and felt that the time 
to take definite action was at hand. The 
board voted that the American Hos 
pital Association establish a hospital ap 
proval program under the auspices ot 
the association and that representatives 
of the medical profession, through their 
official organizations, be invited to as 
sist in establishing standards governing 
the practice of medicine in hospitals 
Detailed 


of trustees 


information about the board 
recommendation will be 
brought before the house of delegates 
for discussion and action. The assump 
tion of responsibility for hospital ap 
proval presents a sizable challenge to 
the association 

“Can the association operate this pro 
gram and continue its services to its 
membership and to the American pub 
lic? Personally, I believe that it can 
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---on a low-cost budget 





Make it one-story. With load-bearing concrete 
block walls and Fenestra* “D” Panel combination 
ceiling and roof. Then watch your hospital zip to Cag 
completion...ready to take your overflow patients. fme vanes X euttttaPee r wl aA 
You can cut the cost of structural steel. You / See 16 9" man Pants 
don’t need purlins or girders. You have ceilings aoe | 
your builders just paint—not plaster. So you save YY N a gpa 
not only expensive time and labor . . . you save msuranown—” ES Beeae NY common }) rooms « orrices |, Osa? 
structural material. "Fount faut ar anewo NY N vos aes 
Lightweight, long-span Fenestra Type D Metal GROUND LeveL —H \—__ —_ = 
Building Panels are strong and structural them- i cs3 ca3 
selves. They are quickly laid and interlocked to 
span from wall to wall, and their cellular box- 
beam underside forms a beautiful finished ceiling. Interlocked Panels are simply welded to small 
If you wish, the box beams can be perforated and plates mounted on top of concrete block walls. 
backed with insulation to soak up sound. Or you 
can use the cells to carry large pipes and ducts. 
You can run long lighting units in the space 
between the cells. 
The flat, smooth top surface of these Fenestra 
Panels gives you a rugged, rigid roof—ready for 
insulation and built-up roofing. 
And the Panels, of course, are noncombustible. 
Take advantage of this new multi-purpose, low- 
cost panel package, when you build. Remember— 
it’s structural material, finished ceiling, rugged 
roof, built-in acoustical treatment, safety measure 
against fire—all in one. 1. Channels for wiring or 3. Flat, prime-painted sur- 
Also available, at a little higher cost, are “AD” lighting units. face, ready for built-up 
Panels. They have a flat surface, top and bottom. saceng: 
For complete information on the panel to fit 2. Space for pipes and ducts. 4. Roofing. 
your budget, please mail the coupon. ee ee 


sunt uP ROOFY 
a Instuca On 























DETROIT STEEL PRODUCTS COMPANY 
Building Panels Division 


Dept. MH-10, 2258 E. Grand Boulevard 
Detroit 11, Michigan 
j Sh Please send me, without obligation, information on 


Fenestra Building Panels 





Name 


PANELS * WINDOWS « DOORS i 


Use our 25 Years’ Experience in Metal Panel Engineering per ees 
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@ Save Money, 
Floors, Equipment 
and Time by using 


DARNELL 


CASTERS 
& 
WHEELS 


DARNELL COR®. LTD 
LONG BEACH 4, CALIFORNIA 


60 WALKER ST., NEW YORK 13, N.Y 
36 N. CLINTON, CHICAGO 6, ILL 


| 
| So do the trustees, who have 


NEWS... 


recommended that an approval com- 
mission be created, with substantial 


representation from hospital governing | 


boards, the American Hospital Associa- 
tion and the medical profession. 
‘Incidentally, the approval will be 
separate from membership in the Amer- 
ican Hospital Association. While ap- 


already | 


THIS 
HOSPITAL FLOOR 
IS 


proval will be granted by the board of 


trustees, it will be 
recommendation of an approval com- 
mission, which will also establish appro- 
priate standards 
approval program, 
borne by the general revenue of the 
American Hospital Association 

As I've previously said, 
interest for 


The entire cost of this 
of course, 


been considerable 
years in the hospital approval program 


Many members have felt that the as- 


many 


will be | 


there has | 


done through the | 


+ Couductiue 


Hubbellite Terrazzo now enables hos- 
pitals to have a floor surfacing which, 
properly applied, meets N.F.P.A. per- 
formance requirements for conductive 
floor. Hubbellite is a copper oxychloride 
| cement,inherently conductive, not loaded 
with conductive particles. Being water- 
durable, it retains its conductive prop- 
erty. Use Hubbellite Terrazzo over any 
structurally sound, existing floor, as thin 
‘ or as thick as necessary to build 


sociation should carry out the approval | 


program and should 


prove the standards of performance 


contract to im- | 


through approval of its constituency. I | 
share their opinion, knowing full well 


that the pressures of the approval—or 


cisapproval—will be a severe test of the 


unity and effectiveness of the associa- 


rion, 
In view of this new 
structure 


atforded the association, the 


opportunity | 


committee has recommended a dues in- 


crease which the committee 
of trustees believe 
meet the cost of the approval program 
and to strengthen American Hospital 


be adequate to 


Association finances. The increase would 
eliminate the threat of deficit financing | 


and permit continuation and some ex- 
pansion of association services 
Therefore, you have before you what 
I consider one of the most 
decisions ever presented to the house of 


delegates: The board of trustees’ recom- 


mendation that the American Hospital 


Association assume responsibility for a 
hospital approval program and that the 
membership — be 


dues for association 


increased 


Campaign for Nursing School 
SOUTHAMPTON, L.I.—A 
for funds to maintain the Southampton 


campaign 


Hospital Nursing School was undertaken 
here last month when financial difficul- 
close the school— 
the only one in Suffolk County. An 
nouncement of a $40,000 goal brought 


ties threatened to 


an immediate anonymous donation of 
$10,000, William B. Platt of South- 
ampton, chairman of the nursing school 
committee of the hospital, said 


and board | 


important | 


+ Lasy to Clean 


Hubbellite Terrazzo can be hosed down 
several times a day without deterioration. 
In addition—Hubbellite Terrazzo has 
unique roach-repellent quality; inhibits 
on its surface the growth of many molds 
| and bacteria; resists cooking fats and 
| greases; is comfortable to walk on. 


+ Beautiful 


No conductive floor has ever looked as 
beautiful as Hubbellite Terrazzo : 
warm reds, rich greens, soft blue-grays 
| and tans with countless varieties from 
marble chip combinations. 





For further reading, write for these reprints 


+F allman, W. L., Michigan State Cotten, 
1941. A Bacte riologic Study of a ew 
a MS Floorin 

Farrell, M. A. and Wolff, R. T., Penn 
State College, 1941. Effect of Cupric Oxy- 
chloride Cement on Microorganisms. 

esearches of Mellon Institute, Ameri- 

can Chemical Society, Vol. 19 (1941) 

Hazard, Frank O., Wilmington College 
Roach Repellent Cement. 

Jenkins, P. W., Sr. Fellow, Mellon In 
stitute. A Functional Floor Surface 











Write for 
MUBBELLITE TERRAZZO Catalog and Color Chart 


H. H. ROBERTSON COMPANY 


2425 Farmers Bank Bidg., Pittsburgh 22, Po. 


Factories in Ambridge, Pa., Hamilton, Ont., Canada 
Ellesmereport, England 
Offices in 50 Principal Cities 


World-Wide Building Service 
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New Curity Needle Line 
(Greatly Simplifies Surgeons Choice... 


Space permits the listing of only the major uses 


for each needle. Many others possible. 


Wanted in Surgery 


An extensive survey of actual surgical 
practices and preferences has resulted 
in the needle selection you see here. 

The object was to provide a basic, 
simplified selection of needles that 
would also offer a wide range of choice 
and complete versatility to meet the 
demands of all major surgery 

This assortment of needles is the 
answer. Combined with various Curity 
suture materials, these needles serve in 
all major surgical procedures. Yet their 
standardization and multi-purpose de- 
sign make the surgeon's choice easier, 
eliminate expensive inventory dupli- 
cation 

The chart of the New Curity Needle 
Line at the right shows only the major 
uses for each needle. Many other uses 
are possible, as the individual surgeon 
will determine 

It goes without saying that every 
Curity needle is made of the finest sur- 
gical steel, by skilled technicians using 
tested precision methods. Curity’s 
prime consideration is quality—out- 


standing quality—always 
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Needles are shown approximately 34 actual size 


Small Y2 Circle Eyed Taper 
USES: DENTAL 


Small Ya Circle Eyeless Taper 
USES: CRANIAL, Neural 


Small Y% Circle Eyeless Taper 
USES: GASTRO-INTESTINAL, 
TONSIL & ADENOID, etc. 


Medium 2 CircleEyeless Taper 
USES: BLOOD VESSEL LIGA- 
TURE, Gastro-intestinal, etc. 


Large 2 Circle Eyeless Taper 
USES: GASTRO-INTESTINAL 


Small Y2 Circle Eyeless Taper 
USES: TONSIL & ADENOID 


Medium 4 CircleEyeless Taper 
USES: GENITO-URINARY, 
Bleeders, Proctology, etc. 


Large 4 Circle Eyeless Taper 
USES: OBSTETRICAL, PERI- 
TONEAL, Gynecology, etc. 


Small ¥% Circle Eyeless Taper 
USES: EYE 


Straight Eyeless Taper 
USES: GASTRO-INTESTINAL, 
Plastic, Skin Graft. 


Medium 2 Circle Eyeless Cutting 
USES: NEURAL 


Small Y Circle Eyed Cutting 
USES: SKIN 


Large ¥2 Circle Eyeless Cutting 
USES: GENITO-URINARY, 
Obstetrical, Gynecology, etc. 


Small % Circle Eyeless Cutting 
USES: EYE 


Small % Circle Eyeless Cutting 
USES: PLASTIC 


Large % Circle Eyeless Cutting 
USES: OBSTETRICAL 


Large % Circle Eyed Cutting 
USES: OBSTETRICAL 


Small % Circle Eyed Cutting 
USES: SKIN 


Medium ¥% Circle Eyeless Cutting 
USES: CIRCUMCISION, Tonsil 
& Adenoid 


Small Y% Curved Eyeless 


Cutting 
USES: PLASTIC 
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General Practitioner 
Becoming Increasingly 
Important, Bauer Reports 
The 


general 


CHICAGO practitioner 


can provide care for 85 per cent of all 


and 90 per cent of the care 
babies, Dr W W 


lirector of the American Medical 


ilments 
needed by well 
Bauer 
Association's bureau of health education 

Today's 


Health, said in an article published in 


{ editor of the magazine, 


the September issue of the magazine 


Doctor Bauer said the development of 


new technics and the growth of special- 
ism in medicine have not diminished 
the general practitioner's responsibilities 
as many people think, but rather have 
added to them 

The general practitioner was not and 
declared. 
He is as necessary in an age of special- 


is not dead,” Doctor Bauer 


ization as he ever was; in many ways 
even more s 

The growing concept of psychoso- 
matic medicine, with its accent on the 
kind of patient who is ill rather than 


See how KEWAUNEE’S 
NEW ONE-PIECE LABORATORY SINK 


is more chemical resistant —huskier— 


offers more value! 


KEWAUNEE 


Here’s real news from Kewaunee—a major improvement 
in laboratory sink construction! It is a strong, 
one-piece sink made of Kewaunee’s new Kemtherm. 


NOTE THESE OUTSTANDING ADVANTAGES 





line prices. 


@ Body is acid-proof, low expansion ceramic, molded 
in one piece. No joints or seams. 
Wall thickness assures maximum structural strength 
needed in normal service. 
Entire sink is impregnated with Kewaunee’s own 
chemical- and heat-resistant resin which provides a 
good-looking, uniform, ebony-black surface. 
Guaranteed to withstand maximum thermal shock 
encountered in normal laboratory service. 
Body is extremely resistant to attack by all chemical 
other than hydrofluoric acid. 
Finish is impervious to solvents ... highly resistant 
to bases and salts, and acids at room temperatures. 


e Available now at Kewaunee’s attractive production- 


Want more information on this husky, one-piece chemical 
resistor? Write for free folder describing the new Kemtherm 
Laboratory Sink in 15 different models. No obligation. 


Representatives and Soles Offices 
in Principal Cities 

Manufacturers of Wood and Metal 
Laboratory Equipment 


Cc. G. Campbell, President 


5023 South Center Street « Adrian, Michigan 


on the illness which afflicts the patient, 
should make the family doctor of 100 
years ago, if his spirit could be hovering 
near by, smile a bit tolerantly. He always 
knew that it was folks that mattered, 
and that the doctor who understood and 
genuinely liked people was a_ better 
doctor than he who did not, even when 
their medical knowledge was identical 

“What has the general practitioner to 
offer the American family? 

Eighty-five per cent of the ills from 
which human beings suffer can be cared 
for by the modern family doctor with 
what he or- 


no more equipment than 


dinarily carries in his bag. Perhaps the 
most important service the general prac- 
titioner renders is not a service at all, 
but a relationship which permeates all 
services. This is his function as friend 


and confidant, who becomes well ac 
quainted with the family, interested in 
all its members, cognizant of their prob- 
lems, and always ready to help 

‘The old-time general 


especially in smaller towns, was not 


practitioner, 


only doctor but philospher and general 
Mr. Fixit 
As community conditions have changed, 


all-around for his patients 


this relationship has changed, but it 


still remains fundamental to the best 


medical care. It is the threat to per 
sonal relationships between doctor and 
patient which has been one of the 
principal bases for medical opposition 
to compulsory health insurance. Anyone 
who has ever been ill knows that with- 
out confidence in the doctor, half the 
battle is lost. Conversely, with such con 
fidence, the chances for good progress 
are greatly enhanced 

The ordinary illnesses of children can 
be cared for by the general practitioner, 
and in instances do not 


most require 


the services of a specialist. Ninety per 


cent of well-baby care in the United 
States is by general practitioners. Under 


this care and supervision, the infant 


death rate has fallen year by year to 
new lows, and continues to fall 

For the adult, the general practi 
tioner should be the first when 


If the patient tries to 


resort 
illness threatens 
select his specialist direct he may simply 
go to the wrong source and have to be 
referred again 

The 
general practitioner does not mean a 
There is plenty of 


newly aroused interest in the 
return to the past 
room in the medical picture for many 
of the personal qualities of the old 
time practitioner, but to these will be 


added modern training and experience 
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VOLLRATH 


Stainless Sta Ware 


Representative of the varied 
and expanding line of 
Vollrath kitchen and food 
service ware—famous for 
quality and durability! For 


full information, write for catalog! 


Designed and produced to the same high 
standard of quality for which Vollrath 
Stainless Steel surgical, clinical ond 

room service Ware is recognized. 


SHEBOYGAN, WISCONSIN 
CHICAGO + LOS ANGELES 


VOLLRATH 


NCE 1874 


ALSO MANUFACTURERS OF VOLLRATH GENUINE PORCELAIN ENAMELED WARE—Famous for Quality 
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NEWS... 


New York City Opens 
First of Four Hospitals 
in $42,000,000 Program 

New York.—The James Ewing Hos 
pital, first of four municipal hospitals 
to be opened in the $42,000,000 con- 
struction program provided for by the 
O'Dwyer administration, and a second 
300 bed cancer institution, the Francis 
Delafield Hospital, were both opened 
here last month. The 570 bed tubercu 
losis and chronic disease hospital near 
ing completion on the grounds of the 


Kings County Hospital in Brooklyn 
will be opened later this year or early 
in 1951, the city hospital department 
announced 

The 2000 bed Bird S. Coler Memorial 
Hospital and Home for chronic disease 
patients and for the infirm and aged 
is being pushed to completion on Wel- 
fare Island and should be ready for 
service next spring or early summer, it 
was added 

In addition to these projects, the city 
is embarked on a $150,000,000 hospital 
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Quality 


Service 


Bishop's efficiently-designed 


ances right at your fingertips. 





Careful Buyers Choose: 
Bishop “Blue Label” 


Hypodermic Syringes 
Clinical Thermometers 


| Hypodermic Needles 


Economy 


“sharper-than-ever”’ 
steel needles with precision-made, chrome plated Luer hubs, 
when teamed with the “Blue Label” precision-made syringe is 
your assurance that you have the finest in hypodermic appli- 


Quality and Service considered they 
are your real “economy package.” 


J. Bishop & Company 
Platinum Works 


MEDICAL PRODUCTS DIVISION 


MALVERN, PENNA. 


stainless 

















construction and reconstruction 


gram which will provide replacement 


pre )- 


of present obsolete facilities and new 
facilities in all boroughs. This expendi- 
ture, outside the city’s debt limit, was 
authorized by referendum at last No- 
vember’s election 

A significant advance noted in the 
city hospital construction program is the 
disappearance of the old-fashioned hos 
pital ward with 20 to 40, and even 60, 
beds. In the James Ewing Hospital, no 
ward holds more than six beds, and some 
rooms have only one or two beds. An 
other innovation is the central oxygen 
storage in the basement which pipes a 
supply into most of the wards, thus 
providing for the quick and easy ad- 
ministration of oxygen when needed 

The rooms 
number of patients is 1 to 70, which 
will allow for rapid scheduling of sur 
gical procedures. Sanitary features in 
clude glazed block corridors and rubber 


ratio of operating per 


wainscoting for easy cleaning. A 
cial acoustic treatment of ceilings 
staft 


spe- 
adds 
to the comfort of patients, and 
visitors 

The property on which the Francis 
Delafield Hospital is located was pro 
vided by the Columbia-Presbyterian 
Medical Center. An agreement among 
the Presbyterian Hospital, the trustees 
of Columbia University and the city of 
New York by which the site was con 
veyed to the city for the purpose of 
construction of a cancer hospital was 
approved in February 1941 

By the affiliation with Columbia Uni 
versity, it was agreed that the university 
would nominate the medical staff of the 
new hospital, while the city would fur 
nish administrative, nursing, Clerical 
and maintenance personnel 

The 2,000,000 volt deep therapy x-ray 
machine installed in this hospital is the 
second of its type ever constructed. The 
largest machines of this type in general 
use are 250,000 volts, one-eighth the 
voltage of the new unit. This new high 
voltage unit will permit the physician 
accurately to concentrate, on the exact 
location of a deep-seated cancer, many 
times the intensity of radiation hitherto 
possible, a city hospitals announcement 
said. It is also expected that an in 
creased number of types of cancer will 
be found suitable for treatment with the 
high voltage x-rays 

A special room, adjacent to a Cobalt 
pack treatment room for the use of 
isotopes, will house the 


machine. The wall be 


radio-active 


new concrete 
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| / | CAMPAIGNS 


IN RECENT YEARS FOR VOLUNTARY HOSPITALS 
IS A RECORD TO COMMEND ITSELF TO YOU 


Backed by 37 years of continuous operation; 
working on a flat fee, pre-determined cost basis; 
maintaining a permanent staff of 

especially trained, eminently qualified experts; 
carefully surveying each project 

before a service proposal is offered; — 

these are attributes pertinent to you 

as you plan a fund-raising appeal. 


WRITE FOR 
THIS BOOKLET 





AMERICAN CITY BUREAU 


(ESTABLISHED 1913) 


ts Your Problem? 221 North La Salle Street * Chicago 1, Illinois 
1010 Equitable Building + Portland 4, Oregon 
470 Fourth Avenue + New York 16, New York 


CHARTER MEMBER 


American Association of Fund-Raising Counsel 








—for your Water Softener 
with these Modern Zeolites! 


Know how to step up the capacity of your water softener ? 
Permutit has made it easy .. . by developing zeolites that 
give up to 10 times greater capacity, up to 50°¢ greater 
flow rate. 

That's right...no costly modernization is needed. 
Just replace your softener’s present mineral with one of 


Permutit’s new high-capacity zeolites ... that’s all you do! 


Change to Automatic Controls 
—and save money! 


Why not convert your manually controlled softener to 
Permutit automatic controls? You will get a constant 
supply of clear, completely soft water ... and save costly 
man-hours of labor and maintenance. 

Write for full information to The 
Permutit Company, Dept. MH10, 330 
West 42nd Street. New York 18, N. Y.. 
or to Permutit Company of Canada, 
Ltd.. 6975 Jeanne Mance Street. 


Montreal. Canada. 


Water Conditioning Headquarters /\\ for Over 37 Years 


PERMU11T 


ee ee ee ee 


NEWS... 


tween the treatment rooms is 2 feet in 
thickness in the center of which is a 
lead plate '4 inch thick. Eighteen-inch 
concrete walls enclose the room and a 
2 inch solid steel motor-operated door 
provides entrance. A common control 
room at one end serves both treatment 
rooms. The observation of patients un- 
der treatment from the control room is 
through special water-sandwich” win- 
dows which are essentially 2 feet of dis- 
tilled water sandwiched between lead 
glass 1'4 inches thick. These special 
windows provide maximum protection 
from radiation for x-ray therapists w hile 
permitting visibility into the treatment 
room. The floor of the treatment room 
s a concrete slab 30 inches in thick- 
ness in which is embedded a lead mat 


Organize New York Nurses 
for Civilian Defense 


New YorK.—The community nurs- 
ing division of the Greater New York 
Health Council has undertaken organi- 
zation of nursing resources in the metro- 
politan area for the Office of Civil De- 
fense, it was reported here last month 

The division has undertaken to locate 
nursing personnel throughout the city, 
establish means of communication 
with individual nurses and _ nursing 
agencies and organizations, to establish 
and maintain a current register of 
professional and practical nurses, nurse’s 
aides and women with some nursing 
training, and to organize these nursing 
groups for assignment to specific duties 
and agencies for emergency service 

Mary Ellen Manley, director of nurs- 
ing education and service for the city 
department of hospitals, is chief of the 
nursing service section of the civil de- 
fense organization's medical emergency 
division. She estimated last month that 
there were 25,000 registered nurses and 
10,000 practical nurses in the New 


York area 


First Patients Enter 
New Roosevelt Hospital 

New YoOrK.—The first group of pa 
tients has been transferred to the newly 
opened Franklin Delano Roosevelt Hos- 
pital at Montrose, N.Y., the Veterans 
Administration announced here _ last 
month. The patients were transferred 
from the Veterans Hospital at Lyons, 
N.J., it was explained. The complete 
transfer will involve 700 neuropsychi- 
atric patients from the Lyons institution 
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Strong Enough 
to resist an 


There’s one word usually associated 
with hospitals—“QUIET.” But 
there’s another word that’s equally 
important—"“SAFETY”’—and it cov- 
ers every phase of hospital activity. 


So, when the Sequoia Hospital of 


Redwood, California was designed, 
extra consideration was given the 
matter of construction methods. 
Here's where Ceco Concrete Joist 
Construction met the need. It pro- 
vides strong, rigid floor construc- 
tion. Yes, construction strong 
enough to resist an earthquake— 
shockproof yet flexible enough to 


absorb great strain—safe again since 
it’s fire resistive. And Ceco Concrete 
Joist Construction answers the need 
of “QUIET” in hospitals because it 
assures a soundproof building. All 
this is possible at definite savings— 
less labor, less concrete, less lumber. 
And since removable steelforms are 
used over and over again, from floor 
to floor, only a nominal rental is 
charged. As originator of the steel- 
form method, Ceco is first in the 
field. So for concrete joist con- 
struction, call on Ceco, the leader 
over all. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


@ Douglas Dacre Stone & Lou B. Mulloy, Architects. Kingsford H. Jones, Associate Architect. Porker, Steffens & Pearce, Contractors. 


Labor of placing and removing steel- 
forms by skilled Ceco workmen is ordi- 
narily included with the rental charge. 





Placement of Ceco reinforcing steel 
is detailed by our engineers and super- 
vised by trained erection crews. 





(n construction products CECO ENGINEERING mates the Lig diference 


SURGICAL 


& \/ ~ SUPERVISOR 
Only ATI 
STEAM: CLOX 


check all 
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STEAM: | THE 3 ESSENTIALS 


cLox 
—.,| OF STERILI N: 
& TIME, STEAM, 


Fon POSITIVE 
Stemmization 


/ 
Heat aloge is hot¢nough 
a f 
for sterfization jin your 
gve. yor are steam 


» ¢nough. You 
> fombined ac- 
thrde. That is 


why m@re and more 
hospitals are sa Ee oiiee patients by 
putting an ATIAteam-Clox tag in every 
surgical pack | 


j 
a TIME No master wHat the tem- 
perature and steam pressure inside your 
autoclave, ATI Stéam-Clbx can NOT 
change color until/exposed long enough 
for destruction of all baqteria—with an 
ample margin af safety., 


* STEAM If instedd of pure bac- 
teria-killing steam, yow have residual 
air in your autoclave, a/longer exposure 
is definitely required tg kill the bacteria 
—and to turn ATI Steam-Clox from 
purple to green. 


> TEMPERATURE Lower tem- 
perature requires a longer time to de- 
stroy bacteria—and to change ATI 
Steam-Clox from purple to green. 
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DID YOU GET YOUR || SAMPLES? 
ASEPTIC-THERMO INDICATOR COMPANY 


ee 





Dept 459 5000 W. Jefferson Bivd 

Los Angeles 16, California 

Please send me samples of ATI Steam-Clox and 
helpful data on autoclave sterilization 

My nome 

Title 

Hospital 

Address 

City 
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University of Michigan 
Offers Degree Program 
in Health Administration 


ANN ARBOR, MICH.—A program of 


study in health administration leading | 


to the bachelor of science degree in pub- 
lic health will be offered by the Univer- 
sity of Michigan here this year under a 


grant from the W. K. Kellogg Founda- | 
F. Vaughan an- | 


tion, Dean Henry 
nounced last month. With the exception 


of the program in public health nursing, | 


the new courses will be the first under- 
graduate programs in the public health 
division of the university, it was ex 
plained. 

Dean Vaughan said that the univer- 
sity was “among the first in the country 
to provide an undergraduate program 
in health administration for nonmedical 
administrators.” The University of Cali- 
fornia also has an undergraduate course 
in this field, it was explained. 

The undergraduate program in health 
administration is designed to provide a 
broad background in both social and 
physical sciences, as well as in public 
health. The course will include work in 
the colleges of literature, science and 
arts, the school of business administra- 
tion, and the medical school. 

“The health administration program 
will qualify students for careers as non- 
medical administrators in a new and ex- 
panding field of service,” Dean Vaughan 
stated. “Beginning with the local health 
department and continuing on up to 
the state and national health service pro- 
grams, each expansion of the health 
services has made the need for profes 
sionally prepared administrative person 
nel more apparent 

The present widespread expansion 
of health services administered by non- 
governmental or voluntary 
such as industries, labor groups and Blue 


agencies, 


Cross and Blue Shield, also is creating 
additional need for trained administra- 
tive personnel,” the dean pointed out 


To Have 1250 Bed Hospital 
New YORK 
30 buildings on the lower East 


Demolition of more 
than 
Side undertaken 
is the first step in preparation for con- 
1250 bed Veterans Ad- 


ministration hospital. The hospital will 


was here last month 


struction of a 


be a 14 story structure and is located 
idjacent to the Bellevue Medical Center. 
Alfred Hopkins Associates are architects 
for the project 











FLEX-STRAW- 


THE ALL-PURPOSE, 
DISPOSABLE 
DRINKING TUBE 


for use in both HOT 
and COLD LIQUIDS 


PATENTED 


ELIMINATES STERILIZATION, 
BREAKAGE and ACCIDENTS 


SAVES TIME AND MONEY 





WHOLESALE PRICES 
TO HOSPITALS 
UNWRAPPED 
$5.00 per 1,000 
INDIVIDUALLY WRAPPED 
$6.00 per 1,000 
5% DISCOUNT ON 5,000 
10% DISCOUNT ON 10,006 


ALL PACKING 500 TO BOX 
20 BOXES TO CASE OF 10,000 


ORDER FROM YOUR AREA 
DISTRIBUTOR TODAY 


FLEX-STRAW CORP. 


CLEVELAND 3, OHIO 
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SALTINE CRACKERS 


CUT FOOD COST... 
BY CUTTING WASTE! 


You get a real bonus in the new cello 
phane-wrapped PREMIUM Saltine 
Crackers! There is no waste caused by 
sogginess or staleness ... no waste of 
“bottom-of-the-box” pieces and crumbs 

no waste of time in handling unused 
crackers and trying to keep them fresh. 
Every PREMIUM Saltine packet you 


buy earns a profit! 


BUILD PROFITS... 
BY SERVING QUALITY! 


Your patrons know that PREMIUM 
Saltine Crackers in cellophane packets 
are always fresh, crisp and whole. They 
like the clean eye appeal of the package. 
And they'll enjoy having salty, flaky 
PREMIUM Saltine Crackers with soup 
and other dishes—or as a substitute for 
bread and rolls—even though it’s a 
money-saver for you! 


Known as SNOWFLAKE CRACKERS in the Pacific states 





Vol 


SEND FOR THIS FREE BOOKLET 
packed with ideas on how to increase sales 
and cut food cost with NABISCO prod 
ucts, including: PREMIUM Saltine 
Crackers * TRISCUIT Wafers * DANDY 
OYSTER Crackers * RITZ Crackers + 
OREO Creme Sandwich 


1 PRODUCT OF 
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National Biscuit Co., Dept. 28, 449 W. 14 St., New York 14, N. Y. 
end your booklet “Around the clock with NABISCO.” 


Title 


State 


NATIONAL BISCUIT COMPANY 





Need supplies fast? 


Rely on Air Express! 


You get door-to-door service at no extra cost. Pick-up and delivery 24 hours a 
When hours count, use fast, dependable Air Express. 
Rates are /ow. For example, 11 !bs. goes 1100 miles for only $3.87. 


fi 


day at all airport cities 





You can keep drug inventories low and 
prevent spoilage when you order as you 
need things, and specify Air Express de- 
livery. Particularly helpful if refrigerated 
space is limited 


Air Express shipments go on all flights 
of the Scheduled Airlines. Shipments 
keep moving. You get medical supplies 
and pharmaceuticals from anywhere in 
hours this fastest way. 


Air Express gives you all these advantages 


World's fastest transportation method. 
Special door-to-door service at no extra cost. 
One-carrier responsibility all the way 


1150 cities served direct by air; 


air-rail to 18,000 off-airline points 


Experienced Air Express has handled over 25 million shipments. 


Because of 
shipping buy. Fx 


these 


ow commodity rates in effect 


r fastest shipping action 


idvantages, regular use of Air Express pays. It’s your best air 


phone Air Express Division, Railway 
Investigate 


Rates include pick-up and delivery door 
to door in all principal towns and cities 





A service of 
Railway Express Agency and the 


“™S Se aeqmms SCHEDULED AIRLINES of the U.S. 


— 
= 
~~. 
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| of army draftees and recruits, an 


NEWS... 


Rusk Named Adviser 
to National Security 
Resources Board 

WASHINGTON, D.C.—Dr. Howard A 
Rusk, director of the Rehabilitation 
Institute at New York University-Belle 
vue Medical Center, was named chair- 
man of the health resources advisory 
committee, Stuart W. Symington, chair 
man of the National Security Resources 
Board, announced last month. The ad- 
visory committee will serve under the 
security resources board, Mr. Syming- 
ton said 
Dr. Rusk, others 


named to the health advisory 


In addition to 
group 
were: Dr. James S. Sargent, Marquette 
University Medical School; David Hey 
man, chairman of board of the 
Health Insurance Plan of Greater New 
York; Dr. Leo J. Schoeny, American 
Dental Association; Mrs. Ruth Kuehn, 
University of Pittsburgh; Dr. William 
P. Shepard, Stanford University; Dr 
Harold S. Diehl, University of Minne 
sota Medical School, and Dr. John 
Pastore, Hospital Council of Greater 
New York 


The committee will devote its 


the 


atten 
tion largely to planning medical de 
fense against possible enemy attack by 
atomic, biological and chemical weapons 
it was explained. It will also make pol 
icy recommendations relating to mobili 
and utilization of 


zation, allocation 


health service personnel 


Army Explains Fees to 
Private Practitioners 
WASHINGTON, DC 
closure last month that radiologists in 
Omaha, Neb., a small community 
in Wisconsin had been making more 


Following dis- 
and 


than $1000 a day on x-ray examinations 
army 
medical department spokesman said the 
assignment of these examinations to 
physicians in private practice was neces 
sary because of the suddenly expanded 
need and a shortage of radiologists and 
other medical personnel at army in 
stallations. “It is not feasible to have 
teams of army radiologists and equip 
induction 


statement 


ment set up at all centers 


over the country,’ the army 


said. “Where a private doctor furnishes 
his own equipment and interprets the 
x-ray he receives $3 a man for taking 
the picture and $2 for interpreting it 
half the 
tor the 


The total $5 charge is only 


normal charge for civilians 


same service.” 
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tor all occasions — 


for every purpose—hot or cold 


The New POLAR WARE 
AGIMATIC Liquid Dispenser 


gPROV, 
° ALL STAINLESS STEEL 


> 


DEPARTMENT of 
° . 
HEALTH 


ae) by 


(run WARE CO, SHE 


=—_—— 





‘in specialized needs of hospital serving make tempera- 

ture control of liquid food and beverages important. With 
Polar Ware’s new Agimatic stainless steel dispenser, you can 
serve patients beverages and clear soups steaming hot or per- 
fectly chilled, as desired—even at the end of your serving rounds 
in outlying buildings. By offering patients a choice of favorite 
beverages, you'll stimulate lagging appetites and cut waste from 
unfinished glasses or cups. Patented construction makes Agimatic 
100 per cent sanitary . .. and the patented pump agitates the entire 
content at every stroke to assure uniform servings. No wonder hundreds 
are already in use. Ask the supply houses calling on you for a demon- 

stration. The best of them carry Polar Ware ... or, if you prefer, write for 

the Agimatic bulletin. 


4300 [WV(a ay) 1 
Polar Ware Cc © 2 SHEBOYGAN, WISCONSIN es 
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NEWS... 


Veterans Administration 

Opens Six New Hospitals 
WASHINGTON, D.C 

Administration 


—Six new Veter- 
hospitals were 
The 
new hospitals, totaling 1450 beds, are 
located at Saginaw, Mich.; Marlin, Tex.; 
Grand Neb.; Spokane, Wash.; 
Shreveport, La., and Altoona, Pa. 

New facilities were needed when the 


ans 
opened for patients last month. 


Island, 


Department of Defense requested that 
the V.A. stop admissions of veterans to 
army hospitals in the United States, ex- 


cept in emergencies, because of the need 
for more army hospital beds to provide 
facilities required by the military action 
in Korea. 

Another six Veterans Administration 
hospitals are expected to be put into 
operation during October, November 
and December, it was explained. These 
institutions are a 500 bed hospital at 
Little Rock, Ark.; a 475 bed hospital 
at Wilkes-Barre, Pa.; a 200 bed hospi- 
tal in Beckley, W.Va.; a 500 bed hos- 
pital in Omaha, Neb.; a 200 bed hos- 


Surgically Clean Hands 


MINUTES 


Antiseptic Liquid Soap 


Containing HEXACHLOROPHENE 


SEPTISOL enables the surgeon to secure bacteriologically cleaner 
hands in less than 4 the time required by conventional scrubbing 
methods. He, and members of the operating team, can eliminate 
irritating brush-scrubbing and antiseptic after-rinses from their 


scrub routine because such 


with SEPTISOL. 


procedures 


are not necessary 


The elimination of brushes and rinses saves the hands from 


needless abuse. In 


emollient that leaves the 


addition, SEPTISOL 
hands soft and clean. 


contains a vegetable 
This emollient 


and the low pH of SEPTISOL prevents keratolytic action and 


“ ” 
sOap irritation 


Over 10 million scrubs in hundreds of hospitals have proven 
SEPTISOL non-irritating to the normal skin. 


e Write for literature and a Professional Sample ¢ 


VESTAL": 


4963 MANCHESTER 
ST. LOUIS 10, MO. 


pital in Poplar Bluff, Mo., and a 200 
bed hospital in Clarksburg, W.Va. 
Current V.A. hospital operations in 
the United States total 138 institutions 
114,000 beds. The 
order terminating V.A. admissions to 


army hospitals was dated August 22 


with approximately 


and was necessitated “by the increasing 
requirements for medical personnel in 
the Korean military operation, the flow 
of military casualties from that area to 
the United States, and the rapid expan 
sion of military forces in this country 

The department also indicated that 
similar arrangements would be neces 
affecting V.A. patients in 
navy hospitals—‘as the need for hos 
pitalizing army and air force patients 


in naval hospitals increases.’ 


sary soon, 





COMING MEETINGS 


AMERICAN ASSOCIATION OF BLOOD BANKS 
Stevens Hotel, Chicago, Oct. 12-14 


AMERICAN ASSOCIATION OF MEDICAL REC 
ORD LIBRARIANS, Somerset Hotel, Boston 
Oct. 22-27. 


AMERICAN COLLEGE OF HOSPITAL ADMIN 
ISTRATORS, FELLOWS’ SEMINAR, University of 
Chicago, Dec. 13-16 


AMERICAN COLLEGE OF SURGEONS, HOSPI- 
TAL STANDARDIZATION CONFERENCE, Bos 
ton, Oct. 23-27. 


ASSOCIATION OF CALIFORNIA HOSPITALS 
Mar Monte Hotel, Santa Barbara, Nov. 14-16 


MARYLAND-DISTRICT OF COLUMBIA-DELAWARE 
HOSPITAL ASSOCIATION, Lord Baltimore Ho 
tel, Baltimore, Oct. 30, 31. 


MICHIGAN HOSPITAL ASSOCIATION, 
Hotel, Detroit, Nov. 12-14. 


MONTANA HOSPITAL ren 
Hotel, Missoula, Oct. 20 

NEBRASKA noe. 
Hotel, Nov. 1/6, 


ONTARIO HOSPITAL SSOCANOM, Royal York 
Hotel, Toronto, Oct. 30-Nov. |. 


Statler 


Florence 


ASSEMBLY, Cornhusker 


SASKATCHEWAN HOSPITAL ASSOCIATION, Bess 
borough Hotel, Saskatoon, Oct. Ii, 12 


195! 


AMERICAN PROTESTANT HOSPITAL oe 
ATION, Congress Hotel, Chicago, March |, 2 


ARIZONA HOSPITAL ASSOCIATION, 
Hotel, Phoenix, Feb. 16-17 


ASSOCIATION OF METHODIST HOSPITALS, Con 
gress Hotel, Chicago, Feb. 28.-March | 


ASSOCIATION OF WESTERN HOSPITALS, Bilt 
more Hotel, Los Angeles, April 30-May 3 


Adams 


KENTUCKY HOSPITAL ASSOCIATION, Kentucky 
Hotel, Louisville, April 3-5 


NEW ENGLAND HOSPITAL 
Statler, Boston, March 26-28 


ASSEMBLY, Hote 


NEW MEXICO HOSPITAL 
Fonda Hotel 


SOUTHEASTERN HOSPITAL CONFERENCE, Vinoy 
Park Hotel, St. Petersburg, Fla., April 4-6 


SOUTHWIDE BAPTIST HOSPITAL ASSOCIATION, 
COMMISSION OF BENEVOLENT INSTITUTIONS 
OF THE EVANGELICAL AND _ REFORMED 
CHURCH, ASSOCIATION OF EPISCOPAL HOS- 
PITALS, Congress Hotel, Chicago, Feb. 28 
March | 


TRI-STATE HOSPITAL ASSEMBLY, Palmer House 
Chicago, April 30-May 2 


ASSOCIATION, La 
Santa Fe, May !8, 19 
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Discard Old-Fashioned 
Methods and Do It 
the Up-to-Date Way... 


with Pittsburgh 
COLOR 
DYNAMICS 


@ A room such as this in the Prospect Heights Hospital, of Brooklyn, N. ¥ 


AAAS” 


\e Mr Me * 


, will do much to raise a patient's morale and speed recovery. 


* New, scientific painting system adds to the comfort 


and well-being of your patients and efficiency of your staff 


ORE and more executives who 

operate hospitals and sanatori- 
ums are becoming aware of the phys- 
ical and psychological benefits 
patients and staff as the result of the 
proper use of color. 


to 


@ That accounts for the tremendous 
interest in Pittsburgh COLOR 
DYNAMICS for the hospital field. 
@ This new system of painting is 
based upon the energy in color and its 
influence upon human beings. Tests 
have proved that color can be used 
to stimulate or depress,to help people 
to relax, feel more cheerful. 
@in many institutions 
COLOR DYNAMICS has been ap- 
plied, patients have been aided in 
speedier recovery, and medical and 
nursing staffs have done their work 
more efficiently and pleasantly. 


where 


@ By the use cf COLOR DYNAMICS, 
patients’ 
given color 


rooms and wards have been 
arrangements that assist 
Similar 
in operating rooms re- 


convalescence purposeful 


use of color 
lieves eye-fatigue and tension in sur- 
at their delicate tasks. 


ated steps ot receding tones lessen 


geons Gradu- 
the feeling of claustrophobia in labor 
rooms. Proper colors at nurses’ sta- 
t10ons promote alertness and effic rency. 
@ With COLOR DYNAMICS you can 
also make offices or living quarters 
seem more Rooms can be 
appear longer 
ceilings higher or lower, 
and brighter 


spacious. 


made to or wider, 


halls wider 


@ Why not use this modern painting 
method next time you paint and obtain 
these benefits for your institution? 


| TSBURGH Pa NTS 


PAINTS e GLASS e@ 


CHEMICALS e 


BRUSHES @ PLASTICS 


| 
| 
| 


your 


@ For 


Pittsburgh Plate Glass Co., Paint 


COLOR DYNAMICS 
FREE! 


a complete explanation of COLOR 
DYNAMICS and how to use it, send for our 
FREE, booklet which 


contains numerous examples of its use 


We'll make 
engineering study 


profusely illustrated 


scientific 
hospital, 


We have 


75 ware- 


make a 
ot 


without cost or obligation to you 


Better still, we'll gladly 


color engineering study your 
trained color experts at each of our 
houses. Call your nearest Pittsburgh Plate 
Glass Company branch and we'll gladly send 
one of these 


representatives to see you at 


your convenience. Or mail this coupon 


SEND FOR A COPY OF THIS BOOK! 


Div 


‘bookie: 


Please have your representative 


Color Dynamics!’ 


call for a Color Dynamics surve 
without obligation on our part. 


r 


N 


ty 





NEWS... 


Army Clarifies Plan 
for Calling Medical 
Service Officers to Duty 
WASHINGTON, D.C. — Medical serv- 
ice officers assigned to Reserve or Na- 
tional Guard units called to active duty 
will be called up only to the extent that 
they can actually be utilized, the army 
announced here last month. Units at- 
fected by the policy include headquar- 
ters of medical battalions and groups, 
medical clearing companies, medical 
laboratories, field hospitals, mobile sur- 


gical hospitals and all nonmedical units 
with medical personnel included in their 
organization, it was explained. Evacua- 
tion hospitals, general and station hos- 
pitals, general laboratories, hospital 
trains and convalescent centers will be 
called to duty in accordance with the 
same policy, the army stated 

All medical personnel, including 
physicians, dentists and nurses, will be 
called to duty with their respective re- 
serve and National Guard units, it was 
explained. “However, only the minimum 


ROUTINE CHEST X-RAYS- 


with FAIRCHILD’S 


easy to take 





easy to file 





7Omm FLUORO-RECORD\ CUT FILM CAMERA 


Is are making 


itients 


routine cl 


ocedure 
ilments 
oro-Record Cut 


> 


il x-rays or 


Film Camera, Fairchild offers 


2' x 3-inch x-ray negatives. Each 6% x 2 11 


vest X-rays as standard procedure on all admis- 
ind for periodic checkups on all hospital personnel. Not only 


aid in the discovery of tuberculosis, but it also indicates 


an inexpensive 
16-inch 


i stereo pair. This small exposure siz: 


p and yet, is large enough for easy interpretation 


m space 


m holder is accurately positioned for each exposure by either 


trical control. 


] 


ited for use with many types of existing x-ray equipment or 


] 


hoto x-rav units of | 
» 88-06 Van Wvcek B 
New Roll Film 
hest x-rays 


roll film camera 


film processing equipment... 


CAMERA AND 


assette for angiographic studies . . 
70mm cut film and roll film viewers .. 
and the Chamberlain X-Ray Film Identifier. 


iding manufacturers. See your supplier or 


ulevard, Jamaica 1, N. Y., Dept. 160-11A. 


. 70mm 


. 70mm 


INSTRUMENT CORPORATION 


required for actual training will remain 
with their units during the training 
period,” a Department of Defense in- 
bulletin “For exam- 
ple, although an infantry division is 


formation stated 


authorized 42 physicians, only 17 will 
be retained by the division during its 
training period. The balance will be 
assigned to the hospital serving the di- 
vision. Provision has been made for 
rotation to assure that each physician 
has the greatest possible opportunity to 
continue a balanced medical practice, 
both with the unit in the field and at 
the station hospital.” 

Only the professional personnel actu- 
ally required for training or support 
will be recalled. The balance of the 
assigned medical service officers will re- 
main at home until a short time before 
the unit is actually ready for operation, 
it was explained. “Thus, in the case of 
a 1000 bed general hospital, only three 
physicians and two nurses will initially 
be called to duty with the unit,” the de- 
partment “The balance of the 
physicians and nurses will await a warn- 


stated. 


ing order for the unit’s deployment.” 
By October 1, a total of 1582 re- 
serve officers of the Army Medical Serv- 
ice will have been recalled, the Defense 
Department stated here. Recall pro- 
cedures were resulting in a minimum 
dislocation to civilian health service and 
assurance of appropriate assignments to 
all those entering active duty, the de- 
“Recall 


signed to each of the six army areas in 


partment stated quotas as- 
the United States have been based on 
professional population rather than the 
number of reserve officers in the area, 
it was stated. “Thus, the army areas 
with the smallest proportion of physi- 
cians to civilian population have the 
smallest quotas, regardless of the rela- 
tive reserve officer strength.” In addi- 
tion, area quotas also specified the grades 


and skills required 


Starts Five-Story Addition 

STAMFORD, CONN.—Construction 
was undertaken here last month on a 
new five-story addition to the Stamford 
Hospital, LeRoy C. Brown, superintend- 
ent, reported. The structure will be com- 
pleted within a year at an approximate 
cost of $1,000,000, it was explained, 
the step in a $2,000,000 
modernization program at the hospital 
Mr. Brown said construction is not dis- 
rupting hospital Skidmore, 
Owings and Merrill are architects for 
the project. 


and is first 


routines. 
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A KNY-SCHEERER INSTRUMENT 


represents the epitome of craftsmanship .. . 

i precision-made, finest quality instrument that 
complements the deft skill of the surgeon. 
Consult your dealer for the particular 
KNY-SCHEERER instrument you need... he 
will have in stock or can quickly obtain for you 


any instrument in our extensive line. 


A Kny-Scheerer quality 
instrument, precision-made 
for discriminating surgeons 
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2795 MacKenzie’s clip applying forceps straight 


jaw, 574”, box lock, stainless 


jaw, O°4 


2795% MacKenzie’s clip applying fc 


box lock, stainless steel 


2796% Smithwick’s clip applying fe 


jaw, straight handle, box lock 


2796% Smithwick's clip applying f 
| 


jaw, straight handle, box loc 


2796 Sweet's clip applying forceps, 
vox lock, 7 


“, stainless steel 


bent handle, box 


2796% Sweet's 
bent handle, box lock, 10's 


clip applying forcep 


steel 


reeps, curved 


reeps, ¢ urved 


” 
(707. 


orceps, curved 


» 104" 


straight jaw, 


s, straight jaw 


” stainless steel 


2796% MacKenzie’s clip holding rack for one row 


of clips 


2796Y%4 MacKenzie’s clip holding rack for two rows 


of clips 


or 300 to the vial 


Pee eseesesess Silver brain clips, serrated, pre-formed, 100 


Kny-Scheerer CORPORATION 


35 East 17th Street - New York 3 


s 5! 





NEWS... 


N.Y. Council to Study 
Hospital Facilities in 
Nassau, Suffolk Counties 
NEw YORK. 
of Greater New York will undertake a 
study of hospital facilities and services 
in Nassau and Suffolk counties and pre 


The Hospital Council 


pare a master plan for the area, the 


council announced here last month in 
its Bulletin 

By providing a framework to guide 
future construction, a master plan for 
hospitals for Long Island would promote 
the coordination of facilities and services 
two counties, and between 


York City, the Bulletin 


within the 


them and New 
explained 


Development of a coordinated sys 


tem of hospital care depends on the 


whole-hearted support of the commu 


nity,” it was reported. “It also requires 


knowledge and technical skill in plan- 
ning. The Hospital Council of Greater 
New York is pleased to put its technical 
resources and experience at the disposal 
of the Long Island Regional Hospital 
Planning Council 

It is contemplated that the study 
will yield answers to several major ques 


tions. How many beds are needed by 


residents of the two counties? The an- 
swer depends largely on the size of the 
population, its age composition, and 
morbidity experience.” 

Not all hospital beds required by the 
residents of Long Island should be lo- 
cated in Nassau and Suffolk, it was ex 
plained. Large numbers of inhabitants 
of these counties go to hospitals in New 
York City 


cated medical conditions, they should 


For care of certain compli- 


continue to visit the great medical cen- 
ters in the city which have the neces- 
sary specialized staffs and equipment, 
the council stated 


Mrs. Roosevelt to Speak 

at A.N.A. Journal Dinner 
New YoOrRK.—Mrs. Roose- 

velt will be the principal speaker at the 

golden anniversary dinner of the Amer 


Eleanor 


ican Journal of Nursing here, October 
10, Kathleen 
last 


president, an 
month. Mrs. Roosevelt 
Nurses and the World 


Leahy, 
nounced 
will speak on 
of Tomorrow 
Otis I 
of McCall's 
of the meeting 


Wiese, editor and publisher 


Magazine, will be chairman 








¢ No Water To Boil Out 


Use no water 


be carried to patient's bedside 


C. F. Anderson Co., Inc 

Clark Linen & Equipment Co 
Hospital Equipment Corporation 
Jamison Semple Company 





Saves Hours of Valuable Nursing Time 


¢ No Wringing of Hot Packs 
*¢ No Danger of Scalds or Burns 


Simply wet compresses or packs with ordinary tap water 
and squeeze them dry as you would a wash cloth. Place packs in heater, 
set electric timer switch for 20 minutes and that is all there is to if. 


automatically shuts off and packs remain hot. Heater is portable and can 


SOLD BY 


Will Ross, Inc 


Quran 
WATERLESS 


HOT PACK 
HEATER 


$ 00 


Each 


Switch 


Physicians and Hospitals Supply Co 
Randolph Surgical Supply Co. 
Stanley Supply Co. 

A. E. Thompson, Inc. 








Mount Auburn Nurses 
Establish Scholarship Fund 
CAMBRIDGE, Mass.—A departure in 
nursing scholarship award procedures 
was announced here last month by Dr 
A. G. Engelbach, director of the Mount 
Auburn Hospital. Staff 
hospital have established 
scholarship fund, it was announced, and 


nurses at the 


their own 


have presented the award to a student 


on the basis of their own assessment, as 
co-workers, of student nursing compe 
tence 

A representative of the nursing statt 
explained that the hospital nurses, “into 
whose hands the actual care of the pa 
tient is entrusted, decided to 


some token of recognition to the student 


present 
who excelled in those duties normally 
relegated to the staff nurse, namely, pro 
viding the patient with efficient and 
understanding bedside nursing 


Three Men Named to 
N.Y. Board of Hospitals 


New York.—Dr. Thomas M. Rivers 
medical chief of Rockefeller Insti 
tute for Medical Research, Dr. Willard 
C. Rappleye, dean of Columbia Univer 
sitys College of Sur- 
geons, and Alfred P. Sloan Jr., chairman 


the 


Physicians and 


of the Kettering Institute for Cancer 
Research, were named here last month 
to the rcently established board of hos- 
The full 10 
members and was established as a policy 


pitals number includes 
making body for the city’s department 


of he spitals 


Break Ground for Hospital 
DENVILLE, N.J.—Ground was broken 
here last a $1,600,000 hos 
pital to be operated by the Sisters of 
the Sorrowful Mother. The 
will 100 beds and 
population of 50,000 in Morris County 


month for 
institution 


have will serve a 
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FOR... 


—non-adherent, 
lubricant, 
emollient, and 
sterile dressings 
for burns and 
wounds of 
traumatic or 
surgical origin 


—non-toxic, 
non-macerat- 
ing, seporable, 
and sterile 
packing 
material for 
post-operative 
plugs, packs, 
rolls, and 
tampons 


—non-irritating, 
non-sticking, 
pliant, and 
sterile material 
as wick or drain 
or wrap-around 
for tubing. 


In Two Convenient Sizes: 


THE SIMPLE, BLAND, STERILE 


hessing 


Always ready—always sterile: 
VASELINE Sterile Petrolatum Gauze 
Dressings are so handy and so useful 
wherever an emollient, non-adherent, 
non-irritating, and non-macerating 
Covering, Packing, or Drainage 
material is indicated, for emergency or 
routine application. From compact 
foil-envelopes, they may be cut into 
strips or pads of various dimensions, 
or folded, or used full-length. Fine- 
meshed absorbent gauze (44/36, 
Type |, U.S.P.) prevents growth of 
granulation tissue through gauze. The 
light, even impregnation with sterile 
petrolatum (white petroleum jelly 
U.S.P.) avoids danger of tissue 
maceration. 

CHESEBROUGH MFG. CO., CONS'D 


PROFESSIONAL PRODUCTS DIVISION 
NEW YORK 4, N. Y. 


Vaseline 


Trade-Mark ® 


Sterile 


Petrolatum Gauze 
Dressings 


IN BURNS, WOUNDS, AND MANY SURGICAL PROCEDURES 


No. 1, UNIT ENVELOPE — 3° x 36 


6 envelopes to the carton 


No. 2, DUPLEX ENVELOPE — TWO 3 x 18 


6 envelopes to the carton 


Available through your 
regular source of supply 
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“These Are a Few of 
the Leading Hospi- 
tals Giving Better 
Service With Stanley 
Magic Doors! 


Berkeley Hospital 
Berkeley, California 
Veterans Hospital 
Fresno, California 

U. S. Naval Hospital 
Mare Island, California 
Rose Memorial Hosp. 
Denver, Colorado 

St. Joseph's Hospital 
Denver, Colorado 
Harford Medical Bidg. 
Hartford, Conn. 

Grove Hill Clinic 
New Britain, Conn 
Doctors Hospital 
Washington, D. C. 
Gallinger Hospital 
Washington, D. C. 
Michael Reese Hosp. 
Chicago, Il. 
Methodist Hospital 
Indianapolis, Ind 
South Bend Clinic 
South Bend, Ind. 

St. Joseph‘’s Mercy 
Hospital 

Ann Arbor, Mich. 
Chronic Disease Hosp. 
Welfare Island, N. Y 
Lutheran Hospital 
Cleveland, Ohio 

Mt. Sinai Hospital 
Cleveland, Ohio 

Ohio State Medical 
Center 

Columbus, Ohio 
White Cross Hospital 
Columbus, Ohio 

North Side Hospital 
Youngstown, Ohio 
Philadelphia General 
ospital 

Philadelphia, Pa 

U. S. Naval Hospital 
Beaufort, S. C. 

U. S. Naval Hospital 
Houston, Texas 
Herman Hospital 
Houston, Texas 

Univ. of Va. Hosp. 
Charlottesville, Va 


Clinic Santa Maria 


antiago, Chile 


Hospital Central 
de los Ferrocarrites 
Mex City, Mex 


‘blessed 
event’ 
for any hospital 


Doors that open 


themselves! 


Instantly, automatically, these Stanley Magic Doors open 


themselves when anyone approaches 
traffic passes through 


stay open until all 
then close quickly and quietly. 


In a hospital, Magic Doors are not only a valuable aid 
to nurses and orderlies pushing stretchers or carrying trays 


to patients on crutches or in wheel-chairs. At corridor, 


delivery room and operating room doors, cafeteria doors 


and main entrances, they give greater convenience, speed 


and efficiency to your entire hospital operation. 


Leading hospitals 


all over the country have proved 


Stanley Magic Doors an investment in efficiency that pays 


for itself many times over. Find out how easily and inex- 
pensively Magic Door Controls can be installed right on 
your present doors by mailing this coupon now 





[ STANLEY | 





Reg. U.S. Pat. Off. 


DOOR CONTROLS 


| 
| 
| 
| 
| 
| 
| 
| 


HARDWARE * 


164 


TOOLS * 


ELECTRIC TOOLS * 


The Stanley Works, Magic Door Division, 


233 Lake St., New Britain, Conn. 


Please send full information on 


Magic Doors 


Gentlemen 


Stanley Hove your representa 


tive call 
Name 
Name of Hospit 


Street 


STEEL STRAPPING @ 


NEWS... 


Medical School Enrollment 
Up 6 per Cent Over Last Year, 
A.M.A. Council Reports 
CHICAGO.—Total enrollment in 
medical for the aca- 
1949-50 25,103, Dr 
Anderson, secretary of the 


the 
nation’s schools 
demic year was 
Donald G 
American Medical Association's Council 
on Medical Education and Hospitals, re 
ported in the Journal of the American 
Medical last month. The 
enrollment increase of 


6 per cent over the preceding year and 


Association 


represents an 


an increase of 100 per cent in the last 
40 years, Dr. Anderson said 

More than 5500 physicians were grad 
uated from July 1, 1949, to June 30, 
1950, the report stated; the number of 
graduates was 459 greater than the 
number for the preceding year, it was 
explained, and was the largest number 
graduated in any year except 1946 and 
1947, when accelerated war-time 
program resulted in the graduation of 
a single 


the 


more than one class in 12 
month period in several of the schools, 
it was explained. 

Senior class enrollment 


than 


1950-51 


grad 


for 


indicated that more 6000 
uates will be 
Dr. Anderson stated 
the freshman medical class in 
exceeded 7000 students across the na 
tion, he said. The total number of fresh- 


men was more than 5 per cent greater 


turned out this year 
For the first time 


1949-50 


than last year’s entering class. 

The schools with the largest number 
of graduates were: the University of 
Illinois College of Medicine, Chicago, 
161; Jefferson Medical College of Phil 
adelphia, 152; the University of Ten 
nessee College of Medicine, Memphis, 
143: Harvard Medical School, Boston, 
133, and Northwestern University Med- 
ical School, Chicago, 131 

Medical school budgets for the 1950 
51 fiscal year total $67,500,000—an in 
the last four 


crease of 42 per cent in 


estimated. Construction 
completed, started or authorized during 


the last year totaled $100,000,000 


years, it was 


Takes Over Sydenham 
New YorK.—The 
month approved a bill bringing the 400 


city council last 
employes of Sydenham Hospital unde: 
the city’s civil service system. The hos 
pital was taken over by the municipal 
hospital system when financial problems 
forced discontinuance of its operation 


as a voluntary institution more than 


year ago 
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urdy Chamberlin Security Screens 
give full detention...speed 
recovery by brightening rooms! 





EVOLUTIONARY Chamberlin Security Screens—the modern 
means for detention—assure absolute security and fastet 


recovery for mental patients 


Using high-tensile stainless steel screening, these remarkably 
sturdy screens withstand violent attacks, last for years 
Chamberlin’s exclusive spring construction on an all-metal 
frame supplies just enough Pive to protect patients from 


bodily injury 


Installed on the inside window frame o wall. Chambe rlin 
Screens help prevent damage to window or injury to patient 
from broken glass. One key opens all installations of the 


Samnc type 


Aid to therapy 


Chamberlin Screens aid therapy, too through climination 
ol bars which provoke depression and violence Screen con 
struction gives patients clearer visibility and adds to homelike 
appearance of room. Scarcely more notice thle than window 
screens (while actually serving this purpose, too), Chamberlin 
Screens eliminate the feeling of obvious detention in- the 


patient's mind 


Produced by the leading manulacturer in the field, Cham 
berlin Security Screens have been proved by use in outstand 
ing institutions for over ten years. Chamberlin’s nation-wide 
Screen Advisory Service will gladly advise on the selection 
ind installation to meet your needs. No obligation, of course. 


Write today 


Top-strength Chamberlin 
Screens stand up under repeated | ' = 
beatings from ol ts in hand 
eee. spa sabes sas Note how trim, modern Chamberlin Security Screens brighten 
of disturbed patients. Chamber ‘ re 

| ay rooms through elimination of depressing grilles help protect 
] iri Ss sure labl 4 ’ 
in Security reen ! that | ce 4 windows and patients! No more need for additional insect screens 


for anv degree otf detention 


depending on protection 





requirements, 


Modern institutions turn to — 








— For modern detention methods 


CHAMBERLIN COMPANY of AMERICA 


Special Products Division 
1254 LA BROSSE ST. ° DETROIT 32, MICHIGAN 


— Chemberlin Institutional Services ———<——<—<—<$<$_$£$_£_$_$_____.. 
also include Rock Wool Insulation, Metal Weather Strips, All-Metal Storm Windows and Insect Screens 
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LITTLE DETAILS ADD UP 





: R MACHINES 
_..in FLOO ane” 


Cable outlet at center of 


handle saves marring walls 


Automatic Safety Switch 


Handle of chrome-plated 
seamless steel tubing with 
wall thickness of Ye 


Extra bush- 
ing to re 
tard cable 


Large, continuvous-duty ca 
pacitor start motor takes 
great overloads. Cushioned 
in rubber. Multiple transfer 
\ gears of bar-cut steel re 
\ ‘ duce strain, vibration, 


wear 


String 
gvards on 
wheels 


Non-marking 
white rubber 
cable, wheels 
bumper 


6 heavy screws secure 
brush attachment plate 


ENGINEERED FOR YEARS OF 
TROUBLE-FREE FLOOR MAINTENANCE 


You get out of a Hitp Floor Machine 
ill that Hitp builds in o it. The many 
refinements developed during 23 years 
of manufacture, though “‘little’’ in 
themselves. add up impressively to the 
BIG performance for which Hitp Ma- 
chines are famous 

HiILp 


mode Is 
19 inches 


Machines are available in six 
with brush spreads from 1] to 
Just one machine with 
easily interchangeable attachments 
performs every floor maintenance job 
m every type of flooring. 


mail 
coupon 
for 
FREE 


MAINTENANCE, “RCULAR 


EQUIPMENT & SUPPLIES 


\ 
\ 
\ 
\ 
a 





HILD FLOOR MACHINE CO. 

740 W. Washington Blvd 

Chicago 6, Ill 

Gentlemen: Pleo end free circular 


on HILD Floor Machines. No obligation 
Nome 


Address 


y 


NEWS... 


“Doctor” Sentenced for 
Practicing Without License 
FERRY, N.Y.—At 


eastern hospitals had given an 


DOBBS least four 
intern- 
ship or re sidency appointment to a man 
without a medical degree during the 
last five years, it was revealed here last 
month, when William R. Macleod was 
arrested for practicing medicine without 
a license. A former army medical corps- 
man, Macleod had forged diplomas from 
foreign medical schools and obtained 
his staff appointments at hospitals in 
Dobbs Ferry, N.Y.; Hartford and Man- 
chester, Brooklyn 


police court judge learned 


Conn., and 


His arrest resulted when state police | 


sought to get his address from the state 
department of education in connection 
with a finance company’s complaint 
that he was behind in installments on an 
Only 


authorities 


automobile purchase 


police and medical 
that he was not physician, it was re- 
vealed 

Macleod explained to the court that 
he became interested in medicine during 
his army service and 


spent his spare 
f I 


time reading medical books and de 
veloping a vocabulary of medical terms 


The 


where 


superintendent of one hospital 


Macleod was member of the 
staff reported that he had delivered more 
than 400 babies, and had impressed doc 
tors, as well as nurses and patients, with 
his skill and personality 

Macleod 


the penitentiary 


was sentenced tO a year in 


when he was found 


guilty of practicing medicine without 


a license 








N.Y., a 


then did | 
learn | 


E asiet Handling of 
SURGIEML GLOVES 





The Bunn Glove Conditioner auto- 
matically dries and powders gloves, 
inside and out, at a rate of 100 


gloves in 30 minutes for drying, 


and 100 


powdering - 


gloves in 5 minutes for 


—operations carried on 
-and- 


simultaneously. A real time 


money saver 


Glove Powdering Machine 


For the hospital or clinic that does 
not have the volume to justify a 
Bunn Conditioner, the Bunn Glove 
Powdering Machine is ideal. Powders 
up to 40 surgical gloves, inside and 
out, in 5 minutes. Special drawer 
collects excess powder for re-use. 


The BUNN Liquid Glove Patch 
quickly cuts or pin holes — 
saves cutting and fitting patches — 
comes in a convenient applicator 
tube. Box of 6, $3.00. 


seals 


See your surgical equipment dealer, 
or write us TODAY for full details. 


THE JOHN BUNN CORP. 


140 Ashland Avenue 


Buffalo 22, N.Y. 
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M 0) W . . Maxiservice Plan 


brings you GE X-Ray equipment 


like this...yours with no investment 


One monthly fee covers everything ! 





MAXISERVICE is a comprehensive plan providing 


equipment, tubes, installation and maintenance 


panes AL, convenient, flexible Maxi 
service assures you of a specific x-ray service 
adequate for your immediate needs with no 
investment. For example, the farnous Maxiscope 
diagnostic unit is available through the Plan, as 
is the equally popular Maximar 250-11 therapy 
equipment 
But this GE innovation, provides more than fine 
x-ray apparatus. One monthly fee includes all in- 
stallation, inspection and repair service — even 
tube replacements 
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Investigate the remarkable Maxiservice Plan. 
Ask your GE representative for folder which lists 
seventeen ways you benefit with Maxiservice. Or 
write General Electric X-Ray Corporation, Dept 
H10, Milwaukee 14, Wisconsin 


GENERAL @@ ELECTRIC 
X-RAY CORPORATION 





Decorate with NEWS... 


Medical Society Sets Up 


Emergency Call Service 
and Mediation Committee 
New York.—A system under which 


STAINPROOF WALL COVERING doctors may be called for emergency 
service anywhere in the New York area 


and the establishment of a mediation or 
™ ‘” ‘ riev littee t nsider com 

erievance Committee tO Conside co 

..Redecorate with Soap and Water | 

plaints on doctors’ fees were announced 

here last month by the Medical Society 

of New York County. Dr. K. M. Lewis, 

associate director, said the emergency 


> 


system would operate 24 hours a day, 
providing a telephone number which 
could be called by any Manhattan pa- 
tient who does not have or cannot 
reach a private physician, but needs 
medical care at home. The medical so- 
ciety has guaranteed that a physician 
will visit all such patients and provide 
treatment for a reasonable fee 

Dr. Lewis emphasized that the new 
service was not planned as a substitute 
for the ambulance service of Manhattan 
hospitals. “Our service is not created to 
handle emergency ambulance calls for 


EVEN STAINS LIKE .. — eo parsnip vert ae 
>1 §S ana otne Calis 1 1 OluCce Cave 
THESE WASH AWAY gory which require an ambulance to 


J Se transport the patient to a hospital,” he 
‘ ‘. — “ declared. Rather, he said, the service is 
WASHES LIKE TILE— designed for home emergencies when 
Lipstick Mercurochrome HANGS AS EASILY AS no physician is immediately available 
WALLPAPER! Doctors are signing up for the service 
on a voluntary basis, he added, and will 
When you decorate with economical make home calls for a fee of $5 by 
Varlar, the amazing stain-proof wall- day and $8 by night 
Crayon | covering, you can redecorate year after The society's mediation committee 
year with just plain soap and water. will consider fee complaints not only 
ay Whatever interior you wish to decor- jp the emergency service but in all cate 
: ate, there is an exclusive Varlar style, gories of medical service Complaints 
— — created by world famous artists and | should be sent in writing to the society's 
—— srsniaaas designers, that will enhance your walls office, Dr. Lewis said, and if the com 
Alcohol * Water and Steam and ceilings. 
Food * Finger Marks 
Dirt and Grime 








mittee thinks the complaint is justi 
Varlar will not chip, crack or peel— fied it will appeal to the doctor to make 
still looks new after 25,000 washings! ay adjustment. 





Dr. Lewis said both projects were 
NEW VARLAR PATTERNS with VARLAR there is new positive steps forward to prove that 
Muay At Veue Ehacier’s ENDURING BEAUTY FOR the private practice of medicine is in 
i ide EVERY ROOM! the continuing and expanding public 
Now, your Varlar dealer is showing a wide 


selection of over 145 gorgeous Varlar patterns. imteres! 
An encManting array of weaves, pictorials, tiles, 


florals, plaids, geometrics and two-tone prints E T Hospital Plans to Enlarge 
to assist you in any decorative problem. For ry 
home, office or institution! : 3 CHICAGO.—Plans for enlarging West 
lake Hospital in suburban Melrose Park 


were announced here last month at the 


VARLAR, a Division of United Wallpaper, Inc., Dept. MH-10 - 
Merchandise Mart, Chicago 54, Ill hospital’s 25th anniversary celebration 


Send me my free sample of Varlar. Bet / can stain it. Dr. Edmund G. Brust, founder and head 


of the hospital's medical staff, said the 


hospital was planning expansion of its 


iddvess facilities to meet the growing needs of 


City Zone State the community without seeking govern 


' 
' 
4 
4 
‘ 
' 
' 
r Name 
' 
' 
é 
' 
' 
+ 
- 
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ust what the doctor ordered !" 


She’s making a rapid recovery! 

One big reason is the restful sleep 
she gets with her Restfoam Hospital 
Mattress. 

Leading hospitals are finding that Rest- 
foam gives these advantages 

1. Restfoam gives your patients firm, 
natural support. It floats their weight on 
millions of tiny, self-ventilated air cells. 
2. You can roll up a Restfoam Mattress 
without any worries about damaging it. 
3. The extra light weight of a 
Restfoam Mattress makes it 

easier to handle. 


4. You can depend on Restfoam 
to stand up better under rough 
treatment, as evidenced by the 


witt 


RESTFOAM 


way latex foam mattresses have stood 
up in Pullman service. 


5. Restfoam combats the soreness and 
fatigue that come from those long days 
spent in bed. 


“‘Comfortable”’ recovery demands 
Restfoam Hospital Mattresses—plus 
Restfoam Pillows to help provide deep- 
down relaxation while the patient 
sleeps. 
Write Hewitt Restfoam Division, 
Buffalo 5, New York, for 
complete details about all 
Restfoam hospital specialties 
including operating table 
pads, ring cushions and 
fracture padding in addition 
to Mattresses and Pillows. 


MATTRESS 


HEWITT RESTFOAM DIVISION 


HEWITT-ROBINS @ INCORPORATED 


4, October 1950 


> 


All natural latex foam! The Rest- 
foam Hospital Mattress is self- 
ventilated . . . cooler in summer! 
No springs! No tufts! No padding! 
No dust-making materials to 
bother people with allergies! 


Visitors enjoy real relaxation, too 
—when the chairs and davenports 
in your lobby and waiting-room 
are comfort-cushioned with super- 
comfortable Restfoam 





NEWS... 


Pharmacy Manufacturers 
Can Meet Demands of 
National Defense Program 
New YorK.—American pharmaceu 
tical and medical supply manufacturing 
industries can keep up with civilian and 
national defense demands provided de- 
tailed plans are outlined before product 
demands multiply, a survey of industry 
executives reported here last month by 
the New York Times So far, 
the Times said, little planning had ap 


revealed 


parently been done 


“Broad outlines of a program for stor- 
ing medical supplies in depots handy to 
evacuation centers have been indicated,” 
the Times said. “So far, however, there 
little official word 
the industry will be asked to do. It is 
felt that much can be learned from the 
British already 


has been on what 


who have advanced an 
atomic raid precautions program.” 
Howard B. Fonda, president of the 
American Pharmaceutical Manufacturers 
Association, expressed confidence that 


the industry has sufficient potential ca- 


POLYETHYLENE CATHETER® 


Catalogue No 


This catheter is for use in + 
m or for < 


simplifying 4 


many surgical 


procedures... 


4.2590 


F ie, 


Sine O47" inside diameter 

af" ovtmde diameter 

ae @euge hypodermic seedie may 
be onaaied to this catheter by insertion 


transfusion in the new. ~ 
» therapy in cider children 
* edults 


ade of poivethrions tubing (Surprenent) of « 
ad formule and absence of 
in animals? 


" Lowe K Diamond. ( 


New Synthetic Plastic far Ue 
renee MO. Kien Alexander 


= Soret, 
Journal of AMA. Sepe. is, Deer, 


Plastic = wiels in Sureery.” Frene D Ineradem, 
wie se. Donald 1 Maree MD 
of Meo jareh © and March 13. ist 


Directions for Use "mas 


See enciosed 


Polyethylene Tubing 


clotting and has a non-wetting 


is non-irritating to tissue, retards 
surface on which salts will not deposit. 


These features recommend it for many procedures .. . 


for intravenous therapy 


inserted in a 
for repeated infusions, 
puncture, 
in the vein; the 
position. After each 
a match flame. 


Once vein, 


needle is 


PE 90 


passed through a 15 


Recommended size: 


can be 


For replacement transf 
which accommodates an 


a 13 gauge needle 


polyethylene 
thus el 
It is introduced by passing it through a needle inserted 
then 
infusion, 


1s10n 
18 gauge 


tubing can be left in place 
iminating the need for frequent veni- 


withdrawn, leaving the tubing in 
the proximal end is heat-sealed with 
accommodates a 19 gauge needle and 
gauge needle. 

in the newborn: PE 90 or PE 190, 
needle and can be passed through 


for continuous spinal anesthesia 


PE 
passed through 


10 
an 


Recommended size: 
can be 


accommodates a 30 gauge needle and 


18 gauge needle. 


for a modified caudal analgesia technic 


Recommended 
and can be 
gauge thin 
PRICE 


size PE 50 
passed 
wall needle. 


per 10 foot length, 


Folder 


$2.00 


Write 447MH 


for 





NOW AVAILABLE 
23 additional sizes—for 
blood vessel anasto 
mosis tendon repair 
and other reconstru 
tive surgery Write for 


141 


through 


99 


needle 
an 18 


accommodates a 
a 17 


gauge 
gauge spinal needle or 


per 100 foot length, $13.00 


— Technic for Intravenous 


Therapy 


CLAy-ApDAMs CoMPANY. INC. 
EAST 25th STREET 


Showrooms cise at 308 West Washington Street, CHICAGO 8, 


NEW YORK 10 


SS 





details and prices 








pacity for meeting demands, it was 
reported. Mr. Fonda emphasized, how- 
ever, that the industry must be informed 
of detailed requirements in time to fill 
the needs. 


A.C.S. Announces Plans 

for 36th Clinical Congress 
CHICAGO.—Hospital conferences are 

scheduled throughout the week of the 

36th of the 

to be 


to fp it 


annual clinical congress 
College of Surgeons 
October 23 

college headquarters 
here last The conferences for 


hospital personnel will be held through- 


American 
held at Boston, 
was announced 
month. 


out the week under the direction of Dr. 
Malcolm T. MacEachern, director emeri- 
tus of the college, Dr. Paul R. Hawley, 
director, stated 

The national emergency will affect 
the character of the discussions at many 
of and every effort is be- 
ing made 


the sessions, 
have the clinical congress 
contribute its share to promoting the 
medical aspects of civilian defense and 
of of military Dr 
Hawley stated. Twenty-five hospitals 
in Boston and near-by communities will 


care the forces,” 


conduct surgical clinics during the con- 
Dr. Hawley 


will give the annual address at the fel- 


gress, iC Was announced 


lowship convocation of the college 


Break Ground for Building 
Los ANGELES.— Groundbreaking 
ceremonies for a new $3,000,000 build- 
ing for the Hospital of the Good Samar- 
itan held month. The 
new wing will bring the bed capacity 
of the hospital a total of 500 and, 
in addition to more beds for patients, 
will contain facilities for the obstetrical, 


were here last 


neuropsychiatric, radiological, patho- 
logical, physical therapy and central ster- 
ile supply departments of the hospital. 

Another part of the program will in- 
clude alteration and modernization of 
and service 
Wherry, ad- 
Hayward and 


stated 


nurses’ 
Margaret J. 
and Lunden, 


kitchens, 
departments, 


stations 


miunistrator, 


O'Connor, architects, 


Pharmacists Name awl 
MIAMI BEACH, FLA. Cmdr. 

Paul Briggs, U.S. Navy, will be the prin- 
cipal speaker a1 at agen fall meeting of the 
Southeastern Society of Hospital Phar- 
macists at Fontana Village, N.C., Octo- 
ber 6 to 8, M. Wernersbach, publicity 
chairman, announced last month. 
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ft 1 "takes" 


es posP 


The Reese Dermatome makes it pos- 
sible to excise, consistently and ac- 
curately, split skin grafts from .008” 
to .034"—and to transplant such 
grafts to most recipient sites without 
stretching or contraction of the ex- 
cised skin—and without the incon- 
venience of an exposed “sticky” 
surface. 


The Reese Dermatape, an especially 
designed adhesive tape, picks up 
and splints the graft during excision 
and transplantation. 


The Dermatape is mechanically at- 
tached — not cemented —- to the face 
of the Dermatome drum. 


The Dermatape, with the graft ad- 
hering to it, is detached from the 
drum, tailored to fit the recipient 
area, and anchored in place with 
dressings alone — without the aid of 
sutures. 


The Dezmatape loses its adhesion to 


jraliz 


the graft within five days and may 
be peeled away at the time of the 
first dressing without disturbing the 
newly grafted skin. 
The Dermatape acts as a splint for 
the graft and prevents distortion of 
the cells and tissue spaces during 
the transplantation process. 
The Dermatape permits easy re- 
moval of the excised skin graft, en- 
tirely free of adhesive, if suturing to 
the recipient site is indicated. 
REESE 4" DERMATOME No. 1004. 
Complete with stand and one set of 
thickness shims .008” to .034"’ $348.00 
DERMATOME CARRYING CASE 
(Optional) $ 32.00 
Ask your dealer for full details 


Manufactured by 
BARD-PARKER COMPANY. INC. 


Agent 


Danbury, Connecticut 
For detailed intormarion see our Catalog in 1949-1950 HOSPITAL PURCHASING FILE 
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Reese DERMATAPE?’ is a special, lami- 
nated skin transfer adhesive tape, con- 
sisting of a protective plastic facing, a 
pliable rubber splint for the graft, and 
a glass fabric backing. 


*Trade Mark Reg. U. S. Pat. Off. 





NEWS... 


Approve Plans for Hospital 
Capable of Handling 1000 
Patients per Day 
MANHASSET, LI 
have been approved for a special hos- 


Tentative plans 
pital designed to care for as many as 
1000 persons a day in the event of an 
atomic attack on the metropolitan area 
The plans are being drawn up under 
the direction of Isadore Rosenfield, New 
York hospital The North 
Shore Hospital will cost $3,000,000, it 
is estimated Port Wash 
ington, Roslyn, Great Neck, Douglaston 
and Little Neck in the North Shore area 
Construction plans have been developed 


architect 


and will serve 


to consider the possibility of an atomic 
attack New York 

might in large scale 
Mr. Rosenfield The 
hospital (operating rooms, blood bank, 


on. the area which 


result casualties, 


said core of the 
laboratory, delivery rooms, x-ray depart 
will be constructed 
Once 


number of 


ment, kitchens 


first, he explained the “core” is 


completed, a emergency 


wards, if necessary situated in quonset 


huts or other temporary structures, can 


be built rapidly to expand the facility 
tor the many as 


to provide care OF as 


L000 patients a day 





We have been advised by a group 
of hospital administrators, consultants 
and architects that building service units 
first is both practical and feasible,” a 
hospital official said, “and we have been 
supported in taking immediate steps to 
face up to this emergency by civil de- 
fense authorities in Washington, New 
York City and Nassau County.” 


Kogel Tells Medical Needs 
in Atomic Warfare 

New YORK 
cal preparation needed to cope with 


The amount of medi- 


atomic warfare was discussed by Dr 
Marcus D. Kogel, city hospital commis 
at a meeting of civil defense 
authorities here last month. Dr. Kogel 
30,000 and 50,000 
civilian burn cases might have to be 


sioner, 


said between 


handled at one time in the event of 
enemy attack on the metropolitan area 
He stressed the importance of recruit- 
ing voluntary nurses and nurse's aids 
Voluntary, proprietary and municipal 
hospitals in the New York area, as well 
as the medical and nursing groups, were 
all cooperating in the civil defense pro- 


gram, Dr. Kogel stated 


| Make Food Preparation Easier... 
Specify Equipment By 


Properly designed and equipped 
kitchens are basic requirements in maintaining hospital food 
standards. PIX trained, experienced staff can help you solve your 
food service problems. Let their background in institutional 
kitchen installation serve you. PIX kitchens assure top quality 
food prepared and served more efficiently, more economically. 


a 


Write Dept J 


atBERT PICK Co.1nc. 


2159 PERSHING ROAD, CHICAGO 9 


Smith College Aids 
Nursing Education 
at Cooley Hospital 
NORTHAMPTON, MAss.—Smith Col- 
lege takes an active part in the nurses’ 
educational program of the Cooley Dick- 
Hospital in Northampton and 
again this fall about 30 first-year nurses 
will come to the Smith campus to use 
laboratories for chemistry and micro- 
biology from October through March, it 
was announced at the college here last 


inson 


month. Second-year student nurses will 
participate in a training program at the 
college's nursery school; members of the 
Smith College faculty will go to the 
hospital to give courses in sociology 
first aid. and hygiene, and the college 
will provide a course in psychology at 
the hospital, it was explained 


U. of lowa Hospitals Plan 
$2,625,000 Expansion 

Iowa City, lowA.—Plans for a 
$2,625,000 expansion program of the 
University of lowa Hospitals were re- 
vealed here last month by the university 
The program would include expendi- 
tures totaling $375,000 to remodel and 
modernize present buildings, the univer- 
sity stated 

The expansion program as proposed 
would include the development of a 
center for care of 
a hospital for 


psychiatric unit, a 


premature infants, and 


geriatrics and chronic diseases. 

In addition, the program would in- 
clude expansion and modernization of 
existing facilities of surgical, pediatrics, 
physical medicine, administrative and 
service departments of the present hos- 


pital plant 


Hospitals Near Completion 

MOUNT VERNON, ILL.—Construction 
of the $2,200,000 Good Samaritan Hos 
pital was 70 per cent complete here last 
month, the officials of the hospital an 
nounced. The institution will have 117 
beds and is planned to serve a popula 
tion of approximately 35,000 in the 
Mount Vernon area, it was explained 
The hospital will be operated by the 
Sisters of St. Francis 

Newark, N.J.—Construction of a 
360 bed addition to the Bergen County 
Hospital near here is proceeding ahead 
of schedule, the director announced last 
month. The hospital is scheduled to be 
completed in November 1951. 
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AND ONLY ARMOUR HAS IT FOR YOU! 


individually cellophane-wrapped and boxed, 


Liver has joined the large Armour ‘‘Fresh- 
Frosted" family! Just look at all you get 


when you buy liver this new way! 
1. Top quality meat — nothing else ever 
bears the Armour Star label! 


2. Freshness 
flavor brings this liver to you really fresh ! 


quick-freezing at the peak of 


3. Less shrinkage losses 
pays off again! 


quick-freezing 


4. Easier handling — each liver is pre-sliced, 
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ready for cooking 


5. Easier storing — convenient units make 
it easy to supply your needs exactly’ Order 
in advance and be sure to keep adequate 
amounts on hand at all times. You can 
it's quick- frozen ! 

So, save valuable time in the kitchen, cut 
down on labor costs and let the uniform 
top-quality of Armour ‘‘Fresh-Frosted” 
meats keep your customers happy ! Ask your 
Armour salesman about the entire line! 





NEWS... 


Dedicate Addition to 
Columbus Hospital 
CHICAGO. 


tion to Columbus Hospital here 


-The new 250 bed addi 
was 
dedicated on September 19 by Cardinal 
Stritch. The hospital is a national shrine 
ot St Xavier 
founded not only the hospital but the 


Francis Cabrini, who 


order of the Missionary Sisters of the 
Sacred Heart which operates this insti 
tution as well as Mother Cabrini Mem 
orial Hospital and Frank Cuneo Memo 


rial Hospital here 


The $3,000,000 building is designed 


to be “esthetic as well as antiseptic, 


hospital officials stated. Patients’ rooms 
are done in varying matched pastel tints 
and solid colors. Nurses’ desks and sig- 
naling systems are arranged for com- 
plete visibility and service. The nursery 
has “display case” windows under which 
babies are wheeled in their bassinets so 
that they need not be awakened during 
The 


rooms are air conditioned and equipped 


visiting hours. seven operating 


with the latest devices 


PHOSPHO-SODA (FLEET) 
BD ow walable to hopitals 


Known to the profession as a laxative for judicious, 
effective therapy, Phospho-Soda (Fleet)* is distin- 
guished by its UNIQUE FORMULATION of the TWO 
official phosphates of soda...a scientific, palatable, 


and stable preparation, offering significant clinical 


and economic advantages: 





| SMOOTH LAXATION | Provides prompt, thorough con- 


trolled action, free from undesirable side effects, with 





ease of administration. 





Bxich POTENCY | Represents a concentrated solution con- 
taining in each 100 cc. sodium biphosphate, 48 Gm., AND 





sodium phosphate, 18 Gm... 





. . more economical dosage. 


L GREAT STABILITY | Remains stable indefinitely; will not 


deteriorate or crystallize out in storage. 





LOW COST 


| Available in gallon bottles to hospitals — 
direct from the manufacturer—at the low price of $4.00, 
less 2% cash discount 


*Both ‘Phospho-Soda' and Fleet’ are reg. trade marks of C.B. Fleet Co., Inc. 


C. B. FLEET CO., INC, * LYNCHBURG, VA. 


ACCEPTED FOR ADVERTISING BY 


THE 


JOURNAL 


OF THE AMERICAN MEDICAL ASSOCIATION 


add 


World Medical Group 
Proposes Condensed Version 
of Hippocratic Oath 

New YORK. 
the Hippocratic Oath has been pro 


posed by the World Medical Association 
to take the place of the traditional oath 


A condensed version of 


taken by medical school graduates at 
Many institutions, it was announced here 
last month. The association was founded 
four years ago, and represents 500,000 
physicians in 39 countries, an associa 
tion statement said 

The Hippocratic Oath 
proposed by the association would omit 
many of the 


streamlined 
ornamental flourishes in 
the original statement, which dates from 
the work of Hippocrates in the Fifth 
Century B.C., it was explained 

In addition, the new version would 
a section in which the physician 
taking the oath would swear to main 
tain the honor and traditions of the 
medical profession, and promise not to 
permit religion, nationality, race, party 
politics or social standing to interfere 


in the performance of professional du 


| ties 


Boston Doctors Develop 
New Polio Respirator 


CHICAGO A respirator which op 


| erates by means of electrical stimulation 


of the phrenic nerve has been developed 
by a group of Boston doctors, and_ is 
particularly useful in the treatment of 
bulbar poliomyelitis, it was announced 
in the Journal of the American Medical 
month. In con 


Association here last 


trast to previous forms of artificial res 
| piration by means of air pressure, the 


new respirator operates by means of a 
moistened, cloth covered electrode ap 
plied externally over the phrenic nerve 

directly above the collar bone, it was 
explained. The electrophrenic respira 
tor had been used in nine cases of bul 
bar poliomyelitis at the time the report 
was prepared, the authors said 


Nursing Enrollment Drops 


BROOKLYN, N.Y 
nursing schools on Long Island have 


Enrollments in 


declined for the first time in four years 
Ethel G 
Island Nurses’ Association, reported last 
check of 21 
schools showed 557 applicants accepted 


Prince, secretary of the Long 
month. A Long Island 


for admission this fall as compared 
with 664 a year ago, the report said 
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This Significant Advance in 


INTRAVENOUS MANAGEMENT OF SHOCK 
Is Effective, Safe and Economical 


News for 
Surgeons and Anesthesiologists 


EFFECTIVE: Replace lost circulation blood 


volume in the same manner as blood plasma and 


serum albumin. 


s 
SAFE: Adequately tested, proved in many thou- 
sands of cases with relative freedom from reactions 


and risk of infection. 
News for Hospital Administrators 


EC(¢ yN¢ yM ICA L: Treat or prevent shock with 


an ever-ready supply of Knox Special Gelatine Solu- 
tion, Intravenous 6%, at a fraction of the cost of other 


commercially available oncotic agents. 


Can You afford not to investigate 


LG tem 4 
SPECIAL GELATINE 
SOLUTION 


INTRAVENOUS 6% 


IN 500 C.C. BOTTLES 


WITH HANGER DEVICE 


COUNCIL 


MANUFACTURED BY 


KNOX GELATINE PROTEIN PRODUCTS, INC. 


Nationally Distributed by 


WILL ROSS, INC. 
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KNOX 
SPECIAL GELA 
SOLUTION 


MILWAUKEE, WIS. 
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NEWS... 


Four Institutions Cooperate 
in Cancer Research Program 

New YorK. 
of postgraduate training and research in 


A cooperative program 


the field of cancer and allied diseases 


announced here by four 


Cornell 


has been 


major University, 
the Sloan-Kettering Institute, Memorial 
Center and the New York Hospital. The 


work closely to- 


institutions, 


four institutions will 
gether in an integrated program aimed 
at combining the technical facilities and 


research skills of the entire group in the 


iD 


square b 
TERRAZZO 


The operating room floor 
that never needs an operation: 


floors never need 


a Hosp tal 
Tor perma! pun 
TERRAZZO improves 
l Wherevei 


nment 
with 


ence, 


“lifetime” 


wert: Standard grille 


“surgery” 


the architect specifies TERRAZZO. 


age 
floors are 


most effective way possible, the an 
nouncement said 

Under the program Cornell Univer- 
sity will establish a new division of its 
medical college devoted primarily to 
work in cancer, it was explained. The 
new division will be located in a special 
facility operated by the Memorial Cen- 
ter, and operating funds and staff will be 
furnished by the Sloan-Kettering Insti- 
tute 

Dr 


Memorial 


Rhoads, director of 
Sloan- 


Cornelius P 


the Center and the 


TerRRAzz0 floor, in 


S. Veterans Administration hoapit 


ass or zi grilles inserted 


floors are time-proven safes 


nst static explosion hazards 


when 
Installed 


and performance, 


and thrives on 


needed, 


to-keep-clean TERRAZZO is not only just 


what the doctor ordered—it’s 


agement wel 
Versatile as 


tailored to indiv 


wnat 


mes for minimum upkeep. 


an architect's imagination, 

TERRAZZO provides color, des | 

dual need. Specify TERRAZZO y 
+ ] ) ) + 


the man- 

free 

the 

efer- 

ence work about 
TERRAZZO 


Write for 
AIA Kit, 


complete 


ign, and pattern 


maintenance cost 


THE NATIONAL TERRAZZO AND MOSAIC ASSOCIATION, INC. 


711 Fourteenth St. N.W. 
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Washington 5, D. C. 


Kettering Institute will head the new 
division which will provide postgradu- 
ate training for students from other 
universities as well as those in Cornell 
Medical School. Each of the participat 
ing institutions will appoint members 
to a coordinating board which will act 
as a Clearing house for information, and 
will make recommendations as to the 
joint program, it was explained. 

‘This new program of education and 
research marks a significant milestone 
on the road to mastery over mankind's 
cancer and 


allied dis- 


from 


deadly enemy 


eases, an initial statement the 


joint board stated. “It is through such 
2 combination of resources and scientific 
skill that we can hope to make major 


progress toward this all-important goal 


St. Louis Council Gives 
Award for Establishment of 
Practical Nurse Program 

ST. The St. Louis Board of 
Education, the Homer G 
City hospitals here and the Council on 


LOUIS. 
Phillips and 


Community Nursing were honored by 
the Greater St. Louis Hospital Council 


at its annual meeting recently for 
their cooperative effort in inaugurating 
and sponsoring a practical nurse train 
ing program. The four institutions were 
recipients of the council's annual Com 
munity Service award 

The practical nursing course is a one- 
year program providing four months of 
classroom training furnished through 
the board of education and eight months 
of practical work at the hospitals, dur- 
ing 
monthly stipend of $45 


which time students receive a 
The course ts 
the second practical nurse training pro- 
gram established in St. Louis. The Mis- 
souri Pacific Hospital Association estab 
lished a similar program in 1946, in 
cooperation with the Council on Com- 


munity Nursing 


Dedicate Carthage Hospital 

CARTHAGE, ILL.—Three thousand 
persons attended the dedication and 
open house of the new Memorial Hos 
pital here on September 10. Principal 
speaker at the dedication was Dr. Mal- 
colm T. MacEachern, director emeritus 
of the American College of Surgeons 
The 56 bed hospital, which was par- 
tially financed by federal funds, was 
designed by Fugard, Burt and Wilkin- 
John T 


son, Chicago architects James 


is the administrator. 
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FOR BETTER VISION SPECIFY THERMOPANE 


Double-hung windows in the patients’ rooms and fixed win- 
dows in the doctors’ lounge of the Cleveland Clinic are 
glazed with Thermopane. Elierbee & Company of St. Paul, 
Minn., were the architects. 


Cleveland Clinic Installs Window-Side Comfort 


To protect patients from drafts and chilliness, 


the Cleveland Clinic used 7hermopane* insulat- 
ing glass in the windows of its newest building. 
Made of two panes of glass hermetically sealed 
with 14” of dry air between, Thermopane has 
approximately the same insulating value as 
a solid twelve-inch brick and concrete wall. 
Thermopane windows in the doctors’ lounge 
provide this same comfort. Even in winter, 
physicians can sit near windows to enjoy the 
relaxing view without feeling chilly. This 


allows full use of floor space—-an important 


Two Panes of Glass 
FA 


A 


MADE WITH POLISHED PLATE GLASS Blanket of Dry Air 


consideration in view of present building costs. 

Thermopane also reduces heating and _ ait 
conditioning costs. For this reason, it has be- 
come, in new hospitals, virtually standard in 
operating rooms, nurseries and laboratories, 
where uniform temperatures must be main- 
tained. 

These benefits and savings make Thermopane 
a practical and economical material for hospital 
buildings. Get all the facts. Write for 7 hermo- 
pane literature, including our 24-page, illus- 


trated brochure, ‘Daylighting for Hospitals’’. 


"R 


MADE ONLY BY LIBBEY-OWENS-FORD GLASS COMPANY 


Bondermetic Seal * 59105 Nicholas Building, Toledo 3, Ohio 


(Metal to.Glass) 
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and Surgeons at Columbia University 


He has been executive ofhicer of the In 


ABOUT PEOPLE 


» g since 1947 
( Continued From Pace 88.) stitute of Living since 1947 


time he was medical 





Veterans Administration 


R. Arthur Carvolth has been appointed agit 
‘ PI New York State 


Portsmouth General Hospital, 
Ohio. Mr. ¢ 


aledonian I los 


and Puerto Rico. 
director, 


Portsmouth, arvolth was Sister Flora Mary, for 17 years 


administrator, ¢ member of St. Vincent's Hospital, Port 


pital, N.Y. 


Dr. C. F. Von 
psychiatrist-in-chiet of the 
f Living, Hartford, Conn. He 
Dr. C. C. Burlingame. of preventive medicine at Albany Medi 
Dr. Von Salzen was educated Albany, N.Y., 
and the Coll director of the 


formerly 


land, Ore., and acting 


Brooklyn, 
: since June of this year, 
Salzen has been ap 
administrator. 
pointed acting 


Institute o 
succeeds the late 
cal College, 


at Colum has been ap 


bia College ege of Physicians pointed 


NOW...a portable, fool-proof, long lasting 


STORAGE 
BATTERY 
UNIT 


for electrically 
lighted instruments 
° 


—— 
At long last, here is the powerful and dependable storage 
battery unit for lighting instruments that laryngologists, 


bronchoscopists and other physicians hav edreamed about 





Dust look at these features: 


Contains two 4 volt, 6 ampere, portable, non-spill storage batteries. 
Two separately controlled circuits for lighting two separate instruments, 
when needed. 

Light and portable—only 16 Ibs. complete. 

May be recharged with built-in charger by just plugging in the regular 
110-115 volt, 60 cycle AC. 

You can regulate the brightness of your lights. 

Never a light failure with two storage batteries; one is always in reserve. 
Visible battery charge indicator tells when to recharge. 

Red bull’s-eye warns of short circuit—or if light is burned out. 


True finger tip control for everything. No need to change instrument cord 
tips to different posts—just flip switch. 








These are a few of the advantages. There are no moving 


parts—< | ires and nnections are color coded for simple 
operatior Lif cl st is pro-rated over a period of years, 


it is less t eplacing batteries in the old type 


Write for literature and prices—or order direct from 


e George : Pp Viling and ‘ Cf pe Cr OOM, any 


3451 WALN UT STREET 
Philadelphia 


Soo 


n: When in Philadelphia, visit our »dern sales 
& plant. Free parking on our pri ivate lot. 


A Standing (nvitati 
rooms and manutacturin 


hk 
PILLING FOR PERFECTION in surgical instruments 


Prior to that 
director of 12 
hospitals in 


a stafl 


administrator 


has been named 


Dr. Ray E. Trussell, head of the school 


Hunterdon 


County Medical Center in New Jersey. 
His first task is to develop plans for the 


new hospital. 


Dr. Paul C. Bruce, formerly clinical 
director of the Veterans Administration 
hospital in Kerrville, Tex., has replaced 
Dr. Carrol More as manager and chiet 

protessional services of the V.A. hos 
pital at 
More 
August 31, 


Excelsior Springs, Mo. Dr. 
health on 
Dr. Seymour Fisher, pre 
viously chief of professional services at 


the V.A. Fort 


Harrison, Ind., has assumed the 


retired because of ill 


hospital in Benjamin 
duties 
of manager and chief of professional 
services at the V.A. hospital in Phoenix, 


\riz. 

Susan O’Brien, R.N., has been appoint 
ed superintendent of South Amboy Me 
South Amboy, N.]., 
to succeed Mrs. Katherine Carroll, 


morial Hospital, 
who 
resigned. Miss O’Brien had been night 


superintendent at South Amboy for the 


last 15 years. 


Alfred Riley, who had 


as administrative 


been serving 


assistant at Chicago 


Contagious Disease Hospital — while 
working for his master’s degree in hos 
Northwestern 


pital administration at 


University, has been named assistant ad 


ministrator of Evangelical Deaconess 


Hospital, Chicago. 


Dr. David Wilson, assistant administra 
tor of Alameda County Hospitals, Oak 
land, Calif., has been called back into 
active duty with the U.S. Public Health 
Service. Prior to going to Oakland, Dr. 
Wilson with Dr. Arthur G. 
Bachmeyer on the National Commission 
tor Hospital Care 


Sidney M. Bergman, 
Hospital, 

appointed to the 
public health, 
Pittsburgh. Mr. Berg 


Ww orked 


director ol 


Montefiore Pittsburgh, has 


been faculty of the 


school of University of 


gman will teach 


hospital administration in the course that 


is being established at the university. 


Elwood A. Opstad, formerly admin 


istrative associate at the University of 


admin 


rle 


& 


lowa Hospitals, is now assistant 
istrator of Englewood Hospital, En 
wood, N.,J Mr. 


hospital 


Opstad is a gradu 


ate in administration from 


Washington University, St. Louis. 


Philip J. Walsh has been 
Nassau Hospi 
Walsh is a 
International 


appointed 
administrative resident, 
tal, Mineola, N.Y. Mr. 
graduate of the American 
College 


arts and 


with the degree of bachelor ot 


received his master’s degree 


from Columbia University. He com 


pleted his work in hospital administra 


tion at Northwestern University 
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@ Extreme Kidney Position 
WITHOUT A KIDNEY ELEVATOR 


Low Kidney Position — 
32 inch minimum height 
ot crest of break 


low Reflex Ab- 
dominal position— 
from Kidney Posi 
tion with one hond- 
wheel! 


unusually LOW Operating 
Field in ALL Table Positions 


The S-1506 Hermann Major Operating Table combines 


surgical research and engineering skill to provide the 
following unique features never before available on a 


single Operating Table: 


Extreme Kidney Position of 135° at minimum 32” height 
eliminates need of kidney elevator and footstool — provides 


complete body support to extremities 


Closure of Incision for Suturing is facilitated by single-control 
hae Chair Cautnn adjustment from kidney to reflex abdominal positions. 
ideol for brain and 
EENT work ; <a Low 90° Chair Position at 26° minimum height—ideal for 


neuro and EENT surgery. 


Head End Control of most important adjustments by the anes- 


thetist. No visual indicators to be obscured beneath the drapes. 


Eleven Inch Hydraulic Height Adjustment 


Investigate all the advantages of the Shampaine Hermann 


Table before equipping your next operating room. 


SHAMPAINE CO. saint roti nissouR 
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...Demand all 3 


in your Surgical Soap 


When you choose a Surgical Soap, 
you are guided by three simple but 
vital criteria. First, the soap must 
offer maximum germicidal effect 
with a minimum expenditure of the 
surgeon's time and effort. Second, 
its mildness must safeguard the 
surgeon's hands. Third, its cost must 
be within your budget. 


SOF TASILK roms 571 
wo G-l1... 


meets _—_and surpasses—all these re- 
quirements. Wash basin and glove 
tests have clearly demonstrated its 
effectiveness. It reduces scrub-up 
time from 10 or I5 minutes to 3 min- 
utes. NOTHING IS MILDER IN USE. 
And its price is so low that it can— 
and is 
pitals, in kitchens, employee's wash 


used throughout many hos- 
rooms, etc. 


Send for Informative 
Service Bulletin 
See for yourself the whole story of 
Softasilk Formula 571 with G-il, 
including test data and bibliogra- 
phy of supporting studies. Send for 
your free copy today. 


The original Softasilk Formula 571, 
without G-li, is also available 


Tie GERSON-STEWART Goo 


LISBON ROAD CLEVELAND. OWID 


Mrs. Fay Gee has been granted six 
months’ leave of absence from her post 
as superintendent of Goshen Hospital, 
Goshen, Ind., because of ill health. Mrs. 
Lois Sinner, Mrs. Gee's assistant, has 
been named acting superintendent. 


Frank L. Mowry is the new adminis 
trator of Wallowa Memorial Hospital, 
Enterprise, Ore. 

John H. Blake, administrator of Wa 
Hospital, Wabash, Ind., 
kas been recalled to military service. 

Mother Ann Philomina has _ been 


named to succeed Sister Theresa Agnes 
as superintendent of St. Mary’s Hospi 


bash County 


tal, Astoria, Ore. 


Dr. Joseph G. Sutton has been named 


acting superintendent of the Essex 
County Hospital for Mental Diseases at 
Overbrook, N.J., to succeed Dr, Samuel 
W. Hamilton, who resigned recently but 
who will continue to serve as chief con 
sultant for the hospital for six months. 
Dr. Sutton director of 


was formerly 


county mental hygiene clinics, 


Sarah A. Ruddy, for 21 years superin 
tendent of Long Beach Community Hos 
pital, Long Beach, Calif., has resigned. 

Dr. Daniel J. Rednor has succeeded 
Mary A. Clark 


Eagleville Sanatorium, Eagleville, Pa. 


as superintendent of 


Department Heads 


Louise Brashears has been appointed 


director of nurses at Mercy-Douglass 


Hospital, Philadelphia. 


Mary Anne Hugo, R.N., has been ap 
pointed director of nurses and the school 
of nursing at Montana Deaconess Hospi 
tal, Great Falls, Mont. 


Harold J. Todd has been appointed 
purchasing agent, Staten Island Hospital, 
Staten Island, N. Y., succeeding Franklyn 
C. Miller. Mr 
sistant purchasing agent, St. Luke’s Hos 
pital, New York City. 


Todd was formerly as 


Philip Seeskin has succeeded Frank 
Mahr as 


Presbyterian 


superintendent of 
Chicago. Mr. 


Seeskin is a graduate electrical engineer 


building 
Hospital, 
ot the University of Cincinnati. Since 
1946 he has been with the Veterans Ad 
ministration at the V.A. hospital, Dear 
Mich., where he 


othcer. Mr 


born, served as engi 


neer Mahr was building 


superintendent of Presbyterian Hospital 


or 41 years until his retirement in July. 


Edward S. Fabian has been appointed 
purchasing agent at Mary Hitchcock Me 
morial Hospital, Hanover, N.H., effec 


tive September 18 


Miscellaneous 


Robert T. Evans has been appointed 
executive director of Blue Cross Plan for 
Hospital Care, Chicago, succeeding 
Edson P. Lichty, who died last July, 
Robert Sherman, plan president, an 
last month. Mr. who 


nounced Evans, 


has been a member of the Blue Cross 
stafl in Chicago for 11 years, will also 
serve as director of Chicago's Blue Shield 
plan, Mr. Sherman said. Mr. Evans has 
been assistant director of the plan in 
charge of operations for a number of 
years. He is an authority on Blue Cross 
accounting, records and office systems 
and has acted as consultant on these 
problems to a number of other plans 
throughout the country. Betore joining 
Blue Cross in 1939, Mr. Evans was in 
the wholesale division of Marshall Field 


and Co. 


Robert A. Statler, 


pharmacist of the Veterans Administra 


formerly  chiet 
tion Hospital, Aspinwall, Pa., has been 
appointed chief of the training section 
of V.A.’s pharmacy division in Wash 
D.C. He replaces Dr, Charles 
Schwartz, who resigned to accept a pro 


ington, 
fessorship at Southwestern University, 
Weatherford, Okla. 


Stanley F. Mas- 
son has been ap 
pointed to the po 
sition of assistant 
administrator of 
the Bureau of 
Health Hos 
pitals, and 
County of Den 
ver. Mr. Masson 
degree in hospital administration from 
this 


and 
City 
S. F. Masson 
received his master’s 
year 


the University of Minnesota 


after serving his administrative resi 


dency at the Denver General Hospital 

Charles H. Dabbs has been appointed 
to the position of hospital administra 
tion consultant, Georgia Department of 
Public Health. Mr. Dabbs was formerly 
associated with Arlington Hospital, Ar 
Hospital, Sum 
New 


His most recent position 


lington, Va., Tuomey 
ter, S.C., 


Haven, Conn. 


and Grace Hospital, 


was as director of hospitals tor the 
American University of Beirut. While 
Hospital, Mr 


Dabbs served as secretary and treasurer 


he was with Tuomey 


and, for several years, president of the 
South Carolina Hospital Association. 


Deaths 
Charles F. Reinhold, who retired last 


spring as administrator of Warren Hos 
pital, Phillipsburg, N.J., after 21 years 


of service, died in July 
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The Roosevelt Hospital 
in Mid-Manhattan 


it 
yspita 


of Rooseve t He 


One 
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n 


) 
scene around 
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The Roosevelt Hospital’s ambulance dis- 
trict includes the greater part of midtown 
Manhattan, the most active and most 
densely populated area in New York. The 
ambulance answered 7,216 calls last year; 
35,000 people came to the Hospital for 
emergency care. 

As a “Voluntary” non-profit hospital, 


Roosevelt serves its community by giving 


UTICA SHEETS ¥- 


WOVEN EXTRA STRONG... 


the best available medical care, a vast 
amount of it free or below-cost. 

Because of the great number of emer- 
gency cases and the high operating costs 
of such an institution, all properties must 
meet rigid standards of long service. Utica 
Sheets meet these requirements for longer 
wear and at the same time offer greater 


comfort for the patient. 


UTICA 
MOHAWK 


. TO WEAR EXTRA LONG paowect 


a 


UTICA AND MOHAWK COTTON MILLS, INC., Utica 1, N. Y. + Selling Agents: Taylor, Pinkham & Co. Inc., 
55 Worth St., New York 13 + 300 West Adams St., Chicago 6, Ill. « 605 Market St., San Francisco 11, Cal. 





HERE ARE THE ANSWERS TO 
YOUR VENTILATING PROBLEMS 


Write for these authoritative new Emerson - Electric 
Bulletins today . . . no obligation! 


These new, helpful, Emerson- Electric 
Bulletins contain practical information 
on ventilation for plants, offices, and in 
stitutions ... based on Emerson-Electric’s 
59 years of experience as a leader in the 
field. They give you suggestions for plan- 
ning effective fan installations, together 
with complete product information on 
dependable Emerson-Electric Exhaust 


Fans and Air Circulators. 


Remember— proper ventilation pays 


in terms of increased efficiency, higher 


morale, satisfied customers. Send the 


handy coupon for your copies today 


EMERSON 7:5 ELECTRIC 


MOTORS + FANS —— Mn APPLIANCES 


Sees ee eee eee eee ee ees 


FREE! 


Without obligation, send me the 
Emerson-Electric Bulletin(s) checked, 
together with current price lists 


No. 873A Air Circulators 


$74B Exhaust Fans 


State 


ee ee ee ee ee ee ee eee eg 


THE EMERSON 
ELECTRIC MFG. CO. 
St. Lowis 71, Mo. 


Lessee ees eee eee ese eee eee eee 
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DiET MANUAL: Compiled by Ruth 
Buchman, director of dietary depart 
ment, and Marcea J. Friedel, thera 
peutic dietitian, Sylvia Plotkin, metab 
olism clinic dietitian, in consultation 

with a 

board under the chairmanship of 

Arthur Fishberg, M.D. Published 

under the auspices of Beth Israel Hos 

pital, Stuyvestant Park East, Neu 

York 3. 


committee of the medical 


This manual is unique in that it is 
prepared in accordance with the Jewish 
dietary laws. As is the case with the 
majority of such manuals, it is intended 
physicians, 


for the use of dietitians, 


medical students and nurses—not for 
patients. 

A preliminary section lists the objec- 
tives in planning “practical dietaries 
It is stressed that recommended allow 
ances can be attained with a good vari- 
ety of common foods, that calorie allow 
ances must be adjusted up or down to 
meet specific needs. Other concise di 
rections concern the inclusion of sufth 
cient vitamins and minerals 

This is one of the first, if not the 
first, diet manuals to include the new 
Dietetic 


American Association Classi 


fication of Foods, which, with slight 


variations, is used in calculating meta 


bolic diets. Included list of food 
equivalents. 

The regular diet is presented on the 
basis of a group check list, a standard 
meal plan for the day, and the approxi 


mate composition of the allowance 
Modified diets now in general use fol- 
low: the soft, liquid and tube; those for 
gastrointestinal conditions; the meta 
bolic with caloric range from 1000 to 
2500 and with modifications in carbohy 
drate, protein, fat, cholesterol and pur 
ines; the low sodium; the surgical, in 
cluding the “cold,” liquid, postoperative 
and convalescent: the genito-urinary 
and the pediatric 

Among the list of references are five 
other hospital diet manuals prepared 
within recent years. The authors of the 
manual under review are to be congrat 
ulated for a most excellent contribution 


MARY P. HUDDLESON 


MEAI 
LISTS 
Accompanying materials for use with 

this booklet include sample meal plans 

and diabetic 


PLANNING WITH EXCHANGI 


diet cards. The whole was 
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Ml Bring the Phittey of QUT 


THE CELOTEX CORPORATION * 


75, No. 4, October 


1950 
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V7 
Le 
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TO HOSPITAL WARDS 


Any hospital ward, regardless of size, can 
provide patients with the restful quiet 
and comfort they need for speedy re- 
covery. Modern Sound Conditioning im- 
mediately muffles disturbing sounds be- 
fore they can pile up into an irritating din. 

Acousti-Celotex Sound Conditioning 
checks noise in busy hospital hallways, 
wards, rooms and kitchens. Voices, foot 
steps, bells and even dishes “‘quiet-down” 

for good! Staff members work more 
efficiently, with less strain and fatigue. 

Provide patients, doctors and nurses 
with these direct benefits of increased 
privacy and quiet. Acousti-Celotex 
Sound Conditioning has already been 
installed in hundreds of up-to-date hos 
pitals at very moderate cost. There is a 


CHICAGO 3, ILL. 


material to suit every specification and 
building code requirement. Standard 
perforated Acousti-Celotex materials re 
quire no special maintenance, can be 
painted repeatedly and washed without 
loss of sound absorbing capacity. 


FOR A FREE ANALYSIS of your particula) 
noise problem, write now for the name 
of your local distributor of Acousti- 
Celotex products. He’s an expert in 
modern Sound Conditioning techniques 
with the finest acoustical products ever 
developed. We will also send you a copy 
of an informative booklet entitled, “The 
Quiet Hospital.” The Celotex Corpora- 
tion, Dept. G-10, Chicago 3, Illinois. In 
Canada, Dominion Sound Equipments, 
Ltd., Montreal, Quebec. 


PG ALT TT 
eAot ames 


atc STEREO heal on 


Sound Conditioning Products 


PRODUCTS FOR EVERY SOUND CONDITIONING PURPOSE 





prepared by the American Diabetes As- 


sociation and the American Dietetic 


Association in cooperation with the Dia 
betes Branch of the Public Health Serv- 
ice. The booklet contains practical in- 


formation in language that is easily 


understood by the patient Spaces are 


xrovided on which specific diet pre 
I 


scriptions can be written by the physi- 
cian or, if preferred, the patient may 
be referred to the sample menu _ plans 
included 


listed. Food exchanges are 


i means of varying the diet 
In a letter accompanying this release, 
Dr. Hugh L. C. Wilkerson, 


Diabetes Branch, suggests that 


munications 


chief of the 
all com 
relative to quantity pur 
material be addressed to 
Health Publications In- 
Inc., 216 North Dawson Sct. 
N.C He adds that 


the Diabetes Branch 


chase of the 
Felix Grisette 
stitute, 


Raleigh 


ists of 


nutrition 
offer their 
issistance on any problems that might 
this 


arise in the introduction of mate 


rial—MAryY P. HUDDLESON 
RAW, 


Bernice 


COMPOSITION OF Foobs 
PROCESSED, PREPARED. By 
Watt and Annabel L. Merrill wath 
stance of Martha Loutse Orr 


2 Wu and Rebecca Koonce 


“BEST THING FOR HOSPITAL 


Human Nutrition 
U.S. Depart 
‘ashington, 


Pecot, Bureau of 
and Home 
ment of Agriculture, W 
D.C. Paper. Pp. 147. No price stated. 
This compilation, also labeled Agri- 
Handbook No. 8, 
Publication 
so designated, it 


Economics, 


supersedes 
572. While 


also 


culture 
Miscellaneous 

not specifically 
is the great grandchild of Atwater’s once 
28 which in its 
1906 edition was 


well thumbed Bulletin 
revised and expanded 
often fondly termed the dietitians’ bible 
and served as the authoritative basis for 
food calculations for more than a quar- 
ter of a century 

These original values were completely 
revised in 1940, in line with changes 
in processing and to include new items. 
Later, as more detailed mineral and 
vitamin values appeared in the litera- 
ture, Publication 572, with data on 275 
foods, made its bow in 1945, 

The present compilation takes into 
material, revised figures 


account new 


where indicated, numerous foods not 
previously listed and different forms of 
food, especially frozen and cooked. 
The publication under review pre 
sents three tables on the proximate com- 
position and mineral and vitamin con- 


tent of foods, arranged alphabetically 


Aucther... 
HOSPITAL 
COMPLETED WITH 








SMOOTH 
CEILINGS 
SYSTEM 


CONSTRUCTION” says Samuel T. 


DeRemer, Architect, St. 
Hospital, Crookston, Minn. 


Mr. DeRemer 


SIk : 


at column heads. 


Francis 


refers to Special Steel 
Grillages embedded in the concrete slab 
They eliminate beams, 


drop panels and flared column caps and helped 


keep the cost per bed down on this hospital job. 


REDUCED COSTS are the result of 


form work, easy equipment installation and lower 


ceiling heights 


INVESTIGATE THIS NEW STANDARD OF FLAT SLAB CON. 


STRUCTION for your building project 


SMOOTH CEILINGS SYSTEM | 


Metropolitan Life Bldg., Dept. C Minneapolis, Minn. 


less concrete 


Descriptive Bulletin 
with detailed informa- 
tion on how you can 
save with SMOOTH 
CEILINGS SYSTEM. 


al 


} 
j 


The first lists edible 100 gm. portions, 
giving percentage composition; the sec- 
ond, composition of foods 
units, suitable for the nutritive evalua- 
tion of family food supplies and adapt 
able also for assessments in the institu- 
tion; the third, of foods 
in common household units so that in 


1 pound 


com pe sition 


dividual diets may be rated 


Needless to say, every dietitian will 


this authoritative work 


HUDDLESON. 


welcome 
MARY P 


ESSENTIALS OF A HOSPITAL PHYysI- 
CAL THERAPY DEPARTMENT. By a 
joint representing the 
American Hospital Association, Coun 
cil on Physical Medicine, the 
ican Medical 
American Physical Therapy 


committee 


Amer 
and the 
Associa 


Hospital 


Association, 


tion. Chicago: American 
1949 


The purposes of this pamphlet are 


Assoctation, 


clearly set forth in the opening state 
ment: “Modern society requires produc- 
It must direct dependence 


hospital, 


tive citizens 
toward independence. Every 
as the focal point for community medi 
task 
returning patients to normal living 

In 1947, 2018 hospitals reported 
physical therapy departments. In 1948 
this number had increased to 2090 

The chapter on rightfully 
emphasizes the importance of pleasant 


cal services, must share in the 


Location 


surroundings to be gained through har- 
mony of design and color 

The 
to George 


authors give appropriate credit 


Ivanick and Thomas Gol- 


braith, architects in the Division of 
Hospital Facilities, United States Pub- 
lic Health for the floor plans 
used in the pamphlet 

The 


needed in 


Service, 


treatment of the various areas 
physical 
medicine Of 


particular interest is the suggested daily 


a department of 


is complete and useful 


linen supply needed in departments of 
various Sizes 

The 
ministration 
and should prove of great value 


sections on “Personnel, Ad 


and “Finance” are com 


plete 


to anyone studying the formation of a 


department of physical medicine and 


rehabilitation. Special attention is called 
to the section on “The Small Hospital 
I believe the value of the pamphlet 


would have been increased materially 


by the inclusion of a condensed bibliog 


raphy of the best material presented 


over the past few years 
the members of the 


Certainly joint 


committee are to be congratulated on 
providing this excellent material for 
hospital planners.—E. W. JONES. 
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IS LISTED HERE... 


It's sure to be part of the Complete Tile-Tex Line 


Need a top quality material to meet 
a standard flooring need? Or do you 
have a special problem that calls for 
special qualities? Read what Tile- 
Tex has to offer. 


TILE-TEX* ASPHALT TILE 
. the standard of & 


quality withinthein- — , 

dustry. For general ry 

use, this tile gives 

you an exceptionally durable floor- 
ing material that combines low first 
cost... easy, economical main- 
tenance .. . and distinctive design 
possibilities, due to a wide range 
of colors and sizes. 


TUFF-TEX* GREASEPROOF 
INDUSTRIAL TILE « 


.atruly heavy duty 
flooring material. 
Use this tile in ma- 
chining areas, kitchens and cafe- 
terias, anywhere grease-abuse cre- 


c 


vv 
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ates a problem. It’s so rugged it will 
stand up well even under constant 
traffic of material handling trucks. 


FLEXACHROME* PLASTIC- 
ASBESTOS TILE 


...the aristocrat of re- 

silient flooring. Every 

business property has 

its “dressed up’’areas. 

And you can’t do bet- 

ter than to floor them 

with Flexachrome. 32 sharp, bril- 
liant colors and 9 sizes give you 
almost limitless versatility for de- 
sign and pattern. It’s greaseprocf, 
a iekiee it possible for you 
to use it almost anywhere. 


MURA-TEX* PLASTIC-ASBESTOS 


WALL TILE 

... companion product . 

to Flexachrome. Made ia 
in decorator-selected by, ras 
colors to blend or 
contrast perfectly with your Flexa- 
chrome floors ... Mura-Tex wall 


7 TILE-TEX... Complete 





tiles enable you to carry out your 
decorative scheme in a beautiful, 
easy-to-clean material that will give 
you years and years of service. 


And, of course, a/l the Tile-Tex 
products give you the advantages of 
quick, versatile, tile-at-a-time in- 
stallation... long, trouble-free ser- 
vice... simple, inexpensive repairs 
to damaged areas... easy, econom- 
ical maintenance. 


Get in touch with your local Tile- 
Tex Contractor. Without obliga- 
tion he’ll be glad to answer any 
particular questions, and to estimate 
the cost of meeting your flooring 
needs with one or more products 
in the complete Tile-Tex line. To 
locate the Approved Tile-Tex Floor- 
ing Contractor in your area look for 
the Tile-Tex Trade Mark in the 
classified pages of your telephone 
directory or write THE TILE-TEX 
DIVISION, The Flintkote Company, 
1232 McKinley St. Chicago 
Heights, Illinois. 


Flooring Service 
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Occupancy 


a wee eeerre 


Le ciginegs 


amounted to $62,381,620, bringing the 
year’s total to $680,815,149. Of the 50 
13 
were new hospitals, with costs reported 
$7,948,000 { 


Occupancy the same period was 753.9 


governmental hospitals 
8O 


July to 81.3 per cent in August 


to slowly in 


increased 


pitals continued move up 


ward, as was reflected in the figure of also from per cent in projects listed, 35 reported costs; 


$0.5 vared with 


798 


per cent for 
I ly 


Was 


period at 19 were additions, and 


11 


I 


in in Construction figures for the 


crease 1 over last is figure from August to September three were nurses homes 





DOEHLER 
BEDSIDE TABLE 
NO. 902 


seeep eevee eeeeveevee 


DOEHLER 
SAFETY RAILS 
NO. 90 


eee epee eweevneeveeeeee 


DOEHLER 


STEP STOOL 
NO. 9 


DOEHLER 

CHAIR 
ie. for Quality 
-« for Value 


192 Lex. Ave. DOEHLER METAL FURNITURE Co., Inc. New York 16 | sem lof Tubular Furitie Catalog No. 94 


Proved Best by 8000 INSTALLATIONS 


| 


{ 


| 
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KENTILE 


Why modern hospitals prefer 
Z wi 


eee = FLOORS 








Hospirats speciry Kentile because no other type 
of floor can offer so many advantages at low cost. 
Installation involves less time, labor and money because 
Kentile is laid tile by tile, directly over concrete—or on any 
smooth, firm underfloor. 
Even in areas where floor traffic is continuously heavy, Kentile 
Floors are still in A-1 condition after more than 20 years of use. The 
cheerful colors don’t become dull or worn-looking—they go right 
through each tile. 

Gay, attractive effects can also be created with ThemeTile decorative 
IER KEEPS CORNERS SANITARY inserts—stars, animals, birds, musical nates and many other designs. 
; These are low priced because they are mass produced in standard 9” x 9” 

Enhances the floor’s ap- sizes and installed at no extra labor cost. 
pearance while sealing the 
wall-floor joint. Eliminates dirt-catching crev- 


Kentile is easy to clean—requires only occasional soap and water wash- 
ings. Kentile is fire-resistant and its non-slip surface provides safe foot- 
ices... provides rounded corners easy to keep ing for all. Low cost, long lasting Kentile meets every need in hospital 
clean and sanitary. Available in six colors: black, flooring. Call your local Kentile dealer now. Look in your Classified 
green, tan, quarry red, grand antique, sarrancolin. Directory under Flooring for his name and address. : 


For Hospital Kitchens and Cafeterias, 
Use Special Kentile—It’s Greaseproof 


DAVID E. KENNEDY, INC., 58 Second Ave., Brooklyn 15, N. Y. « 350 Fifth 
Ave., New York 1, N. Y. « 705 Architects Bidg., 17th and Sansom St., Phila- 
delphia 3, Pa. « 1211 NBC Bidg., Cleveland 14, Ohio « 225 Moore St., S.E., The Asphalt Tile of Enduring Beauty 

Atlanta 2, Ga. « Kansas City Merchandise Mort, Inc., 2201-5 Grand Ave., Kansas 

City 8, Mo. « 1440 11th St., Denver 4, Colo. « 4532 South Kolin Ave., Chicago 32, 

Ill. « 1113 Vine St., Houston 1, Texos « 450! Sante Fe Ave., los Angeles 58, 

Colif. « 95 Market St., Oakland, Calif. « 452 Statler Bidg., Boston 16, Mess. 
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HOW TO KILL NOISE WITH 
YOUR PHONE BOOK - 


KACE and quiet are important medicine to sick people. That's 
why its so necessary to tone down corridor, kitchen, office and 
waiting room noises in hospitals...more so than any other building. 
You can get rid of unwanted noise in a hurry by calling in your local 
Gold Bond Acoustical \pplicator (listed in your phone book under 


Acoustical Contractors”). He’s vour local expert on the unique Gold 


Bond 2-Way Sound Control Plan—the most complete sound condition- 


NO INTERRUPTIONS. ) our Gold Bound Appl 


ator will do the entire job without mus r fuss 


ing service you can get. 


ind he notselessly, won't disturb patients 


Here’s how Gold Bond's two-way 
Sound Control Plan works: 


1, EXPERT SERVICE AND INSTALLATION. Gold Bond Acoustical Applicators are 
located all over the country. Your local applicator will be glad to talk over your 
noise problem at no cost or obligation to you. He'll tell you which of Gold 
Bond's five acoustical products is best for the job. And his expert, factory- 


trained crews will work nights or on weekends so they won't get in your way. 


2. FIVE PRODUCTS TO CHOOSE FROM. Every sound conditioning job has its own 
BEAUTIFUL RESULTS. 1 bie rarrety of washable problems. Your office may have an unusual ceiling design. Or you mav have 
OU VOPENAING CLNGME, SUTFOEES BOE COIOTS, PTECOE very litthe money for modernizing purposes. That's why Gold Bond makes not 
to fit vour budget " 


one but five different Acoustical products to cover every possible need and 


meet any budget 


You'll tite} or : Your local Gold Bond Acoustical Applicator will gladly show you samples; or 
: write us at Buffalo, Department M-1O0, 
remodel better with ~ 


FREE sounp CONDITIONING ESTIMATE 
Phone your local Gold Bond Applicator NOW! 


Central Roofing Co fhslene Better Homes Inc Hagerstown, Md Porter-Trustin Co Omaha, Nebraska 
1 yvdick-Browne Roofing ¢ tlhuquerque, N J. A. Walsh & Co Houston, Texas Pearson Insulating & Dist. Co Pharr, Texas 
bE. 1. Thompson Acoustics, Ine itlanta, Ga General Asbestos & Supply ¢ Indianapolis. Ind. Chas. M. Wall, Inc Philadelphia, Pa 
lloyd EB. Mitchell, Inc Baltimore, Md Best Interiors, Inc Jackson, Miss Standard Floor Co Pittsburgh, Pa 
J. F. Ryan Company Billings, Montana Jacksonville Tile Ce Jacksonville, Fla McL. T. O'Ferrall & Co Richmond, Va 
Badham Insulation Co., Inc Birmingham, Ala Eustis Lancaster Associates Johnson City, Tenn Modern Floors, Inc Roanoke, Virginia 
Rees & Zale, Inc Buffa N.Y Cockerell Engineering & Fireproofing Co Jobnson-Olsen Floor Coverings, Inc Rockford, Lil 
Dillaby Fireproofing Camoriage ass Kansas City, Mo L. H. Clawson Co Sacramento, Calif 
J. M. Sutler Acoustical Ce ( Davtestow , Eustis Lancaster Associates Knoxville, Tenn Utah Pioneer Corp Salt Lake City, Utah 
1. A. Metts Co Chariotte tcoustical Engineering Co LaCrosse, Wisconsin Heat Control Insulation Co San Antonio, Texas 
Geo. W Ry — (datlanooga Crawford Door Sales Co Little Rock, Ark Morrison-Hope Co San Bernardino, Calif 
Fisher-Busse Co (erage, in The Sound Control Co Los Angeles, Calif Northwest Sound Control Co., lnc Seattle, Wash 
i - yy tr : ; oo sr sees 5 Braun Acoustical Co Loursville Ky J. Tom Harrison Co Shreveport, La 
Sct: Want Mitenlals 6 pies Chadd, Toad Hamilton Ro fing Co Lubbock, Texas Midwest {coustical Co Sioux Falls, §. D. 
heoeeatio Muathdues Gancialty 4 Dall a scher Lime & Cement Co Memphis, Tenn Rhodes-Rodier Ce : Spring field, Ill 
waste 7] h shia xa } 
Mugen. Ce ‘ Deven, Of feoustical Contracting ¢ Merrill, Wis Queen City Wood Works & Lumber Co 
on Rowell Flooring Company Miami, Fla Springfield, Mo 
H. Wikelund & Ce Des M er Dea Acoustical Sales & Engineering Co Miami, Fla Missouri Builders Specialty Co St. Louis, Mo 
Tarner-Breoks, Inc wreng? ’ Schauer Co., Inc Milwaukee, Wis Midwest Marble & Tile Co Tulsa, Okla 
Lee Building Specialt ’ Hauenstein ( Minneapolis, Minn J. F. Kelley Co Warsaw, Indiana 
Southwest Acoustical ¢ d Bond Acoustical Co Mobile, Ala 1. W. Lee Co Washington, D. € Arlington 
General lusulation ¢ ding Spectalties Co Moorhead, Minn Northern Steel Buildings, Inc Watertown, N. Y 
f tional Acoustic New York, N. Y Self Linoleum & Shade Co., Ine Wichita, Kans 
, bre & ¢ Norfolk, Va. Wester Acoustical & Insul. Co. Youngstown, Ohio 


f 
Northwest Michigan Acoustical ¢ H. Clawson Co Oakland, Calif 


‘ 
Grand Rapids ) ustical Sales & Plaster Co.. Oklahoma City, Okla CANADA: William G. Kerr Toronto, Ontarto 


NATIONAL GYPSUM COMPANY © BUFFALO 2, NEW YORK 
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Today you jus 


In these days of rising construction costs and scarce 


materials you face a double threat against which 
insurance simply can’t protect you. 
\ 

If your building should burn, 

iD) you will almost certainly find 

that your insurance indemnity 

check is inadequate to cover re 

placement. You will find that you are harried by 

costly delays in replacing scarce equipment, while 

your employees drift to other jobs. Fortunately there 

is one way to protect yourself against ruinous 

fire losses in times like these. That is the positive 
protection of an automatic sprinkler system. 

Needless loss of property and life can be prevented 

by checking fire at its source, whenever and wherever 


it starts, automatically, with a Grinnell Automatic 
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can't cover it! 


os Sprinkler System. Seventy years experi- 
ence shows that practically 100‘, of fires 
* starting in buildings protected by Grinnell 
t 
Sprinkler Systems are extinguished before 
doing material damage. 
In hospitals, there is a moral obligation upon man- 
agement for the utmost in protection of life and 
property. For your own sake be sure the hospital 
for which you are responsible is protected with the 
famous Grinnell Automatic Sprinkler heads —your 
assurance of positive, automatic fire protection 


Grinnell Company, Inc., Providence, Rhode Island. 


aN 


eas GRINNELL 


FIRe PROTECTION SYSTEMS 
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The 4-square features 
Of Nairn Linoleum... 





, eee 
Long wear . . . and quiet. These are two essentials to any satisfactory hospital floor 
In addition, Nairn Linoleum gives the Mercer General Hospital, Trenton, New Jersey 
exceptionally low maintenance costs, and the assurance of enduring freshness and beauty 


7 s oe s . 
maximum cleanliness ... minimum maintenance! 
And that’s exactly what every hospital is looking for today! t NAIR) { 


j 


« 


| eel 


SATISFACTION 
GUARANTEED 
® 


Here, not only are the floors of Nairn Linoleum, but the 
corridors have wainscoting of Nairn Wall Linoleum. The 
YOUR MONEY BACK 


one-piece cove base unites floors and walls—there are no Rae Long Life 
crevices or inaccessible corners to collect dirt and germs— / Enduring Beauty 
proper maintenance is far easier. : E i 

asy Maintenance 
Truly resilient for quiet and ease underfoot, Nairn True Resilience 


Linoleum is extremely durable and long-lived. Its beauty 


is equally enduring; its economy outstanding. 
For your requirements 
for Floors Vairn Linoleum 
Vairn Wall Linoleum 
d Ww il Nairn Asphalt Tile 
an als Congoleum-Nairn Inc., 
Trademark ® © 1950, Congoleum-Nairn Inc. Kearny, New Jersey 
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CLEAN * COLORFUL * DURABLE 
Blair Aluminum Furniture 


Lounge Chair Model 1; 
Settee Model 2; 
End Table Model 45-A 


A HAPPY blending of attractive styling, cleanliness and 


rugged durability makes Blair Aluminum Furniture the ideal for modern 

hospitals . . . Made of light but sturdy aluminum, welded 

In reception rooms, waiting 

throughout, with a rich satin finish that won't discolor, rooms, or offices—wherever 

, ‘ . ; feed you need furniture—you'll 

rust, chip or splinter. Generously upholstered on coil springs and Sepltip 

find just what you want at 

covered with durable, dust-free Duran that cleans easily with a a price you want to pay, in 
, . , : the complete Blair line. 

damp cloth, can’t be harmed by childrens’ scuffling feet and other ' 


rough usage . . . Available in a wide selection of cheerful colors. 


Write today for full information on 
this complete line of hospital furniture. 





; AY 


Vets, 44 Sep we) 2) oece World 
4 “ Ai = A eats the Business Worl 


‘ Py ima 


THERE'S A BLAIR CHAIR FOR EVERY SIT-UATION 


Blair Aluminum Furniture Company « Marietta, Georgia 
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PERFECT EDGES- 
3 Times Fasfer 


HUNDREDS OF LABORA. 
TORIES are saving ume, 
getting better sections 
with longer-lasting hol- 
low ground Berkeley- 
sharpened knives. If you 
use a microtome, it will 
pay you to investigate 
this indispensable lab- 


oratory aid now! 





with the 
Berkeley 
MICROTOME 


KNIFE 
SHARPENER 


COMPARE THESE ACTUAL 
MICROPHOTOGRAPHS... 


a. SMOOTH, EVEN 
edge — sharp- 
ened in one- 
third the time 
with the Berke- 
ley sharpener! 


b. EDGE RAGGED, NICKED 
despite tedious hand sharp 
ening, honing and stropping 


WRITE FOR BULLETIN MKS-H 


2200 WRIGHT AVENUE 


WAT A 


RICHMOND, CALIFORNIA 





Fund Raising 
Counsel 


For a quarter century our cam- 
paigns have succeeded not only 
financially, but in the excellent 
public relations we have established 
for our clients. 

Consultation without obligation 


or expense. 


CHARLES A. HANEY 
x ASSOCIATES 


INCORPORATED 
259 Walnut St. * Newtonville, Mass 





Hascs Sracutess Steel 
SURGICAL INSTRUMENTS 


GUARANTEED HIGHEST QUALITY 


HALSTEAD 
MOSQUITO 
FORCEPS 


KELLY 


FORCEPS BANDAGE 


SCISSORS 


“CLEANER-floors 
at LOWER cost! 


@ Long-wearing, solid-disc Brillo pads give floors 
“new-look 


“SFP PV VAN PPP VANNSNS 


brightness at lower cost. You get more 
pad for your money. The entire pad works for you 


saves time and waste motion. 4 grades, all diameters 


“BRILLO 


SOLID-DISC STEEL WOOL 


FLOOR PADS [iuennredme 


Brillo Mtg. Co., Dept. M, 60 John St., B’klyn 1, N.Y 
Send tree folder on low cost Brillo floor care 


Brillo Solid Disc 
Pads stay firmly in 
place—will not 
buckle. Rest brush 
ot machine on pad 

operate machine 


as usual - 


Name—— 
Street 
City & State 





: 5 


OSCHNER 
FORCEPS 


MAYO 
DISSECTING 
SCISSORS 


Stairless Steel 
Climatic 


write FOR 
‘Cat ALOG 


eat AND 
HOSPITA' 
INSTITUTIONAL : 
EUIPMENT =| 
ond SUPPLIES 


THUMB 
FORCEPS 


Instrument assures you “Life-ti 
conditions, moisture and even neglect 


; RARO LD’ 


: ahgintigth a ile hes 
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Ideal for hospitals! 





























Two great names, Englander and Goodyear, combined to 
produce this modern miracle in sleeping comfort. Its 
benefits to the patient in restful ease are matched by its 








savings to management in maintenance and replacement. 
On the basis of service and long life, Englander’s mat- 
tress of Goodyear’s Airfoam is the cheapest mattress you 
' can buy—far cheaper than any innerspring mattress at : 
Press down on Airfoam. See how resiliently ? - ‘ 7 7 7 , . sam I So % ‘ a at . 
it responds to the pressure of each finger, comparable price. It is available to hospitals in 3-inch 
molds itself to your hand. In the same and 414-inch thicknesses. The covér is 8-0z. government 
way, it meets each bodily pressure and 7 ti . ‘ A ° 
movement, offering complete and comfort- standard, sanforized ACA, with rustproof zipper, W hich 


ing support. permits cover to be removed for laundering. 


Airfoam is Goodyear’s exclusive product, made of all 
En lander natural latex, and can be had only in an Englander mat: 
A | tress. Available through hospital supply dealers. 


SLEEP PROOUCTS 


Only Exglandi make a Mathew of Goodyears Hlifoam 


For further information, write 


GOODFYEAR THE ENGLANDER COMPANY, INC. 


THE GREATEST NAME IN RUBBER Contract Dept., 2447 W. Roosevelt Road, Chicago 8, Illinois 
i‘? a *TM The Goodyear Tire & Rubber Company 
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ir Of fact—possipiy at your EXPENSE! 


Dear 7020202000000 
, 


\ Many re 
© deliberate) 
because the 


» he's capital 


facts of the matter... 


Mewoac dinnerware practically eliminates breakage 


costs. Sure, your dollar inventory for MeLMAc dinnerware 
does turn over. But wait ‘til you compare it with the 
turnover on whatever othe type dinnerware youre now 
using! The difference in your favor... is almost as 
unbelievable as Mretatac’s break-resistance. 

Ample compelling evidence (ask us for it) demonstrates 
that Meimac dinnerware, correctly washed, enjoys a 
phenomenally long, useful life. When, at long last. a coffee 
cup may have to be thrown out because of wear and 
tear, it will have outlived its more fragile competitor many 
times over. And that means money in your pocket. 

So don't let anyone talk you out of getting the advantages — 


and savings — of Metaiac dinnerware! 


Staurant equi 


y talking down , 
busi y lost a subs rere tableware 
uSiness that 


the ‘ 
replacement or y ordinar 


ders on chin 


pment dealers are 


tantial volume of 


ily enjoyed th 
aware. rough 


izing 
Sincerely, 


XXXXXxXxx 
xx Xx 700000000000x 


We, too, were amazed at this letter to a 
Metmac'® dinnerware molder, from an 
executive of a leading publication in the 
mass feeding field (name of writer on 
request Unfortunately, the restaurant 
owner swayed by such propaganda is the 
real loser. 


How to wash and care for 
MELMAC dinnerware 


All the facts about the care and 
handling of Metmac dinnerware 
ire covered in a leaflet we have 
printed for your supplier. They 
are especially meant for your use 
So ask him for the quantity you 
need 


o ¢ 


AMERICAN Ganamid company 








PLASTICS DEPARTMENT 


34D Rockefeller Plaza, New York 20, N. Y 











In Canada: North American Cyanamid Limited, Royal Bank 
Building, Toronto, Ontario, Canada. 
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IT’S FAST LOADING 
IT’S FAST SLICING 








MODEL 805 
FAST LOADING 
SLICER 


This is the slicer that’s the favorite with the help in any kitchen where 
it’s used. They like the way you can load and unload it, fast... change 
from slicing turkey to cheese to bread, in hardly more than the time 
it takes to tell it! They like the 805 for its smooth easy-to-clean lines 
of gleaming porcelain and stainless steel. And they appreciate its greater 
safety. Lighted slice thickness control is easy to set and shows when 
slicer is running. 

To the man in charge this means the machine is more than a 
popularity winner. It’s a cost-controller that saves labor and food and 
turns out more attractive portions. Year-in, year-out it gives the depend- 
able performance you can expect from all U.S. Quality Food Machines. 


VEGETABLE CHUTE 
Fast production on potatoes, celery, BEST IN THE WORLD | Gas OF FOOD MACHINES 
(J 


pickles, firm fruits, radishes, spring sal- 
ads. Extra equipment at reasonable cost. 





U.S. SLICING MACHINE CO., INC., LA PORTE, INDIANA SEND COUPON FOR FULL DETAILS 


WORLD-WIDE ORGANIZATION WITH U.S.-BERKEL COMPANIES IN U.S. SLICING MACHINE CO.. INC 
Canada oa Bape 2 ge : a i — ” erg ener cam Bast. MH, LePerte, indians ” 

Spain e@ rance ortuga aly enmar orway weden Send me the facts on cost-saving 0 U.S. Fast 
Loading Slicers 0 Choppers 0 Scales 0 Saws 
Pe, © Tendersteak Machines 0 Coffee Mills 


ee 


a * 2 ( Name 
pl y =r, : Address 
Tendersteak 
Choppers Sows Machines Coffee Mills City 
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What every dietitian should 
know about Accent 


The unique basic seasoning that heightens 


and holds food flavors 


1 Ac’cent adds no flavor, color or aroma. A natural 
food product itself, Ac‘cent intensifies the natural 
flavors already present in most foods. It helps in 
the preparation of nutritious dishes which have 


appetite appeal. 


2 Ac‘cent improves the taste of bland diets. Cook- 
ing helps to blur the raw, sharp profiles of many 
foods. Ac‘cent helps further by emphasizing desir- 
able flavors and tending to suppress those less 


desirable. 


3 Ac‘cent helps solve the leftover” problem. Left- 
overs seasoned with Ac‘cent have a fuller, fresher 
flavor. And, of course, there are fewer leftovers 
from the tastier foods prepared originally with 


Ac‘cent. 


4 Ac‘cent helps keep flavors. It combats ‘‘steam 
table fatigue,”’ helps retain the natural food flavors 


longer in foods which must be held before serving. 


5 Ac‘cent is economical to use. A little Ac‘cent 


goes a long way in large-quantity cooking. 


6 Ac'cent is easy to control. As simple to use as 
salt, the variety of package sizes also permits 


effective control at every station. 


7 Ac‘cent presents no storage problem. Ac‘cent is 
physically stable under normal conditions, is less 
hygroscopic than salt, is packaged in containers 
that give maximum protection. Ac‘cent makes 
good food taste better, but does not make poor 


food good. 


196 








Test Ac’cent today—discover how 
it makes good cooking taste better! 


Today, in your own kitchen, make this simple test of Ac‘cent’s 
ability to heighten—almost unbelievably—the good natural 
flavors of foods. Ladle out two cups of your soup, from the same 
kettle. To one of them, add a pinch of Ac‘cent and stir. Taste the 
one without Ac‘cent. Now taste the one with Ac‘cent. Notice the 
instant, remarkable flavor improvement! 


Ac‘cent is 99% pure monosodium glutamate in crystal form, a 
wholesome product of nature. Without adding any flavor, color or 
aroma of its own, Ac‘cent heightens and holds the fine, natural 
flavors already in nearly every food. Find out today how Ac‘cent 
can make every meal you serve taste better! For information, 
write: Amino Products Division, International Minerals & Chem- 
ical Corp., 20 N. Wacker Drive, Chicago 6, Illinois 


990% pune 
“ONO SODIUM GiUTAMaTs 


mine Products 








= 


PURE MONOSODIUM GLUTAMATE 


Mates tood fous 
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EET THE SPECIAL DISH for 

the special diet. They are Ideal’s 
answer to patient care .. . the devel- 
opment of new diet trays and the 
improvement of our present ones. 
The faithful stand-by that has been 
your choice for years—the No. 15 diet 
tray, with stainless steel grid and 15 
Hall Chinaware cups—has been com- 
pletely redesigned. It will now allow the 
hospital to use any type of Ideal Food 
Conveyor having a meat tray well to 
serve the dual purpose of a special diet 
cart as well as standard food conveyor. 


The new diet tray will fit easily 
into the meat tray well or warming 
drawer of the conveyor. 

For those seeking greater capacity 
than the 6 ounce Hall Chinaware cup, 
Ideal engineers offer a new stainless 
steel cup having an eleven ounce 
capacity and interchangeable with the 
china cup. 

The stainless steel cover common to 
both has a handle which doubles as a 
card clip bearing the patient's name. 

In addition to the two trays illus- 
trated, Ideal has the No. 6 diet tray 


THEY ARE PATENTED—The many 
valuable advantages of ideal special 
design and construction cannot be 
found in any other unit. These priceless 
results of Ideal research, study and long 
experience are fully protected by pat- 
ents in the United States, Canada and 


overseas countries. 


with six, quart-and-a-half stainless 
steel pans with individual covers to be 
used in either the meat tray well or 
the warming drawer. 


And for those hospitals who want 
the ultimate in special diet service, 
Ideal’s Model 1003 Food Conveyor is 
the last word . .. with over 2,Q00 
combinations of diet tray and pan 
arrangements. 

So... no matter how complicated 
or unusual your special diet problem 
is, write us. We'll come up with the 
answer tor you. 


DISTRIBUTED BY: The Colson Corporation, Elyria, Ohio; The Colson Equipment and Supply 


Company, Los Angeles and San Francisco. In Canada: Canadian Fairbanks-Morse Company. 
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GUEST HOME 


(Seve 104 04 Gperating Coot 


with MODERN 


GAS Cooking Equipment 


OPERATING ECONOMY was only 
one of the advantages cited by Superin- 
tendent E. C. Welker after six months’ 
experience with GAS. In his comment 
Mr. Welker also stressed the cleanliness 
of the kitchen, the improved working 
conditions, and the increased efficiency 
of the food service operation. 
hese are just some of the advantages 
of GAS and modern Gas Equipment for 
volume food preparation. Others will be 
evident when maintenance costs for Gas 
Cooking Tools are compared w ithsimilar 
expenses for other cooking equipment 
as food service requirements grow and 
equipment must be used for longer 
yx rl rds cacti 
ery situation the food 
liana S Odd Fellows 
on fle xible Gas Cook- 
that’s the established record 
rodern Gas Equipment in 
llations 
yperating economy of 


1d on the 


hk} 
ipic 


AMERICAN GAS ASSOCIATION 


420 LEXINGTON AVE., NEW YORK 17 
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Make your own inset arrangements with this new 


“DIET-THERAPY” FOOD CONVEYOR 


ae 


Engineered by 


ROL THA sy 


CTT conveyor gives you complete 
control of your selective menus 


Innumerable top-deck variations are yours with this “diet therapy” 
food conveyor. You simply arrange the various size rectangular and 
square insets to fit the specific needs of your selective menus. In 
addition, there are two round wells for soups, etc., and two heated 
drawers for bread and rolls. Other models available with 
round wells. 4 So as : 


~ing 
a 


























Waite today for full details on 
the ‘‘Diet Therapy'’ Food Con- 
veyor and literature describing 


_ our complete line of food serv- 


i ‘ * 
ded gat oa ee ae ae ¥ 


PROMETHEDS +: CORP.. 401 WEST 13TH ST.. NEW YORK 14,N. Y 


Vol. 75, No. 4, October 1950 











32-page Maintenance 
Manual for Executives 


how to cut building maintenance costs 


how to clean floors of all types 





quick, thorough shampooing of rugs 
and carpets 


proper use of attachments and acces- 
sories 
WORLD'S LARGEST EXCLUSIVE 


MANUFACTURERS OF INDUSTRIAL 
MAINTENANCE EQUIPMENT 


GREER tECTRIC MFG. CO. 


DEPT. MHI01 5100 N. RAVENSWOOD AVE, CHICAGO 40, ILL 
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MOORE KEY Conmot” 
OFTEN PAYS FOR ITSELF 
IN LESS THAN 02 YéAr5s/ 


You owe it to yourself to investi- nience and privacy. No wonder 
gate this modern system of kev Moore Key Control is used 
control. It saves money year in throughout schools, institutions, 
and year out by eliminating ex- hospitals, industry, government, 
pensive repairs and replacement transportation, communications, 
of locks and keys. What's more, housing . .. wherever keys are 
it guarantees security, conve- used. Send for details today! 


COMPLETE SYSTEMS 
FOR FVERY NEED 


Wall cabinets of 
every Size 


from $27.45 up 


Drawer 


hile cabinets 


Section of a typical 


control panel 


P. O. MOORE, INC., Dept. C-2 
300 Fourth Ave., New York 10. N. Y. 
Mail Coupon Please send booklet, “The Missing 
today for Link.” describing MooRE KEY CONTROL. 
Free Booklet Vame 
Address 


City, State 








ATTEND THE 
, 35th NATIONAL 
SS J) HOTEL EXPOSITION 


NOVEMBER 6-10 


Robert K. Christenberry, Chairman 


GRAND CENTRAL PALACE 
Lexington Ave. between 46th and 47th Streets 
NEW YORK 
Si, sefior and sefioras, we’re going Latin in Manhat- 
tan for our 35th Annual Exposition . . . the world’s 
largest exposition dedicated to the merchandising 
a service needs of hotels, restaurants, hospitals, 
institutions, clubs and transportation lines. The dec- 
orative motif will be Pan American but the appeal 
will be universal . . . so if you want to be up on the 
latest developments in the industry for your “casa” 
it will pay to be good neighborly and attend this 

colorful, comprehensive Show. 


REGISTER NOW! Be sure to include position and ha! 


business connection, An invitation will be mailed 
to you. No registration fee. 





ADDRESS: Arthur L. Lee, General Manager, 
National Hotel Exposition, 141 West Slst St., 
New York 19, N.Y. 


wi 





The MODERN HOSPITAL 





for information write... 
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OU MA Y 
Pay good 
full-flavored eo Money for fine, 


j : 
Pment Available, but if 


Remember genuine STANLEYS 
are all-steel... They wll not Deak!” 


STANLEY INSULATING DIVISION 


LANDERS, FRARY & CLARK, NEW BRITAIN, CONN 





STAINLESS STEEL 


Mobile food conveyors are but one of the estab- 
lished applications for stainless steel in hospital 
service. This bright, sanitary metal is ideally 
suited for such equipment. It is virtually 
immune to wear, is easy to clean and to keep 
clean, does not contaminate metallically, 
requires little or no maintenance. More hospital 
uses for ENDURO Stainless Steel include 
autoclaves, stretchers, operating tables, surgical 
instruments, sterilizers, utensils, cabinets, kick- 
plates, ornamental trim. 


AN OLD FRIEND 
WITH A BRIGHT NEW FUTURE... 


> 


é 








Imagine all the advantages of an entire 
hospital made of sanitary, easy-to-clean, 
long-wearing stainless steel! In composite, 
such an institution might exist today, says 
one prominent hospital superintendent. 


He’s referring, of course, to grouping under 
one roof the thousands of uses for stainless 
steel in the average hospital. 


While the 100° stainless steel institution 
may be a few years away, many of its 
virtues can easily be included in your 
present buildings, to give them a bright 
new future. 

Why not, for example, convert interior 
door jambs and mouldings —even doors 


themselves—to tough, durable ENDURO 
Stainless Steel? Then unsightly nicks and 
scars caused by unavoidable bumping of 
wheeled vehicles would be a thing of the 
past. ENDURO entrance-ways will wear 
a bright, attractive look for years to come, 
with no maintenance other than an 
occasional washing. 

Costs of ENDURO improvements easily 
can be recovered in just a few years through 
substantial savings in maintenance and 
replacement expenses. 

Your equipment suppliers and local 


ENDURO fabricators can give you more 
details, or write us for full information. 





YW cueck ALL 10 ADVANTAGES: Rust- and Corrosion-Resist © Heat-R 


® High Strength * No Metallic Contamination e Sanitary Surfaces Easy to Clean e Eye Appeal 
* Easy to Fabricate e Long Life* Low End Cost* What more can be desired in a material? 


For Complete Details Write 


REPUBLIC STEEL CORPORATION 


Alloy Steel Division, Massillon, Ohio « GENERAL OFFICES, CLEVELAND 1, OHIO @ Export Dept.: Chrysler Bldg., New York, 17, N.Y. 


02 
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Way YOU MAKE MORE MONEY 


WITH A McCRAY KOLDFLO REACH-IN 





NO. ] 


GUARDIAN OF QUALITY in perishable 
foods, this McCray Koldflo 30 cu. ft. Reach- 
In takes over as the center of kitchen ac- 
tivity. It’s a real time-saver, with 8 adjust- 
able shelves. Also available in 40 and 60 


cu. ft. sizes. 











“BIG FELLOW” for the commercial kitchen 
that can only accommodate a single Reach- 
In. It’s 60 cu. ft., McCray Koldflo quality 


beef Grade "ae all the way throughout, with 12 adjustable racks. Avail- 


able with glass or solid service doors... 


To keep that champion quality 


also in 30 and 40 cu. ft. capacities. 

to the dinner table! 
Call your McCray dealer ... or write to 
the McCray Refrigerator Company, 1066 
McCray Court, Kendallville, Indiana. (Dis- 
tributors in principal cities—see telephone 


directory.) 


KOLDFLOG 


A CHAMPION IN SERVICE...AN INVESTMENT IN QUALITY 
COMMERCIAL REFRIGERATION FOR EVERY NEED 
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takes more fo make a 


SHAMROCK 


and WEAR! 


but they wear.-- 


Canvas Baskets, Hampers, Trucks 


Made in standard 
sizes or in special 
sizes to meet your 
needs. 


Write for complete catalog 


MEESE, INC. 
106 St. Michaels St. 
Madison, Indiana 


paralyzed by 
power failure! 


It is easy to see why hospital authorities are not likely 
to worry about electrical power supply. It almost never 
fails. But when it does, results easily may be catastrophic! 
It’s safer to be sure—by having a Fairbanks-Morse 
emergency generating set ready to take over! 

Because standby power service costs so little, means 
so much even for small hospitals, no hospital should 
be without a Fairbanks-Morse generator! They’re in 
use now in hundreds of hospitals. Let your Fairbanks- 
Morse dealer give you full information about a gen- 
erator for your hospital. Or, mail the coupon for full 
facts today. 


FAIRBANKS-MORSE, 





@ name worth remembering 


Fairbanks, Morse & Co. 
600 S. Michigan Ave. 
Chicago 5, Ill. 
Send us illustrated literature describing your emergency gener- 
ating sets for hospitals 
ame 
Address 
ity State 


NURSING IN PREVENTION 
AND CONTROL OF 
TUBERCULOSIS 


By H. W. Hetherington, M.D., M.R.C.P. (London) 
Chief of Clinic of the Henry Phipps Institute, 
University of Pennsylvania 


and Fannie W. Eshleman, R.N., B.S. Supervisor of 
Public Health Nursing of the Henry Phipps 
Institute, University of Pennsylvania 


THIRD REVISED EDITION 


This widely accepted text now appears in a com 
pletely revised and reset form. It contains the latest 
available data on morbidity and mortality from tuber- 
culosis, laboratory examinations, detection of case find- 
ing, consideration of antibiotic treatment. surgical treat 
ment, rehabilitation and compulsory isolation of infe 
tious patients. Special attention is given to the nursing 
care of the patient, including the sociological and psy- 
chological aspects. 


Ready for immediate shipment. $4.50 


G. P. PUTNAM’S SONS, 2 West 45th Street, New York 19, N. ¥ 


Combines 


SERVICE 
with 


MOBILITY 


Save time, save ice, save 
emergencies — with this 
Gennett Cracked Ice Bulk 
Distributing and Storage 
Cart; filled direct from ice 
machine or crusher; stores 
or moves ice without re- 
handling, to diet kitchen, 
Stationary storage cabi- 
nets, wards, or wherever 
needed. 


ALL STAINLESS 
STEEL, HEAVILY 
INSULATED 


CRACKED ICE CART 


MODEL XV-—All stainless steel—inside and 
out. Three inch thick insulation conserves 
ice. Silent heavy rubber tired 12” x3” wheels, 
with matching swivel wheel on rear. Easily 
propelled. Length 30”; width 21”; height 39”. 
Ice cream type lid. Hand operated bottom 
drain. Easily cleaned, inside and out, in 2 
minutes. Capacity: 150 Ibs. flaked ice. 


Write for Catalog and Prices 


GENNETT and SONS, inc. 
FACTORY : RICHMOND, INDIANA 


COMPLETE LINE 

oF CRACKED ICE 

CABINETS, CARTS. 
yTiuity ce 
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SURVEYS SHOW that for any hospital menu 


TURKEY IS TOPS 


' Seilsuidced tei sawea? 


Carefully planned surveys show 
that patients prefer roast beef, lamb 
chops and turkey in close order. 
More than 90 per cent like turkey. 

Other things being equal that 
would be the logical way to select 
meat for hospital menus. BUT com- 
pare the costs. With turkey prices 
the lowest in ten years, while prac- 
tically all other prices are up, more 
and more hospitals are reporting 
that Turkey is Tops on any hospital 
menu. 

As many as 60 to 70 patients are 
being served generous portions from 
one large turkey. And there are 
dozens of ways to prepare turkeys 


so that it can be served often with- TURKEY a’la MAIN} 


out menu monotony. 

Here’s a favorite and economical Amount of turkey per portion 2103 oz 
recipe from one of the country’s 
leading hospitals Turkey a’ la 
King 


Cost of turkey per portion 11 to 16c 


Dietitians from many American Hospitals are agreed on these points about turkey: 


® Portion for portion it is one of the most ¢ The variety of ways to serve it is almost 
economical of all meats to serve. unlimited — roasts, salads, sandwiches, 
‘ stews, pot pies, etc. 
It can be prepared in slack hours and 
revitalized better than any other meat. It is high in nutritive value and suitable 
2 Nk , for almost any diet. 
Turkey meat is firm, easily handled. It 
makes better sandwiches, looks better on A large sized tom yields the greatest 
plate and goes farther than similar por- amount of meat per pound and per 


tions of meat. dollar. 


Send Coupon TODAY 
for FREE Booklets — m4 Cuan 


NATIONAL 4208 
TURKEY ig? in 
FEDERATION 3k «-- 


MT. MORRIS -_ ILLINOIS City State 


OL de | 


NATIONAL TURKEY FEDERATION 
Mt. Morris, Illinois 


-seeeeny 


Please send free booklet, “24 Turkey Dishes.” 


. 
' 
# 
a 
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EXPERIENCE PROVES... 


Colgate-Palmolive-Peet Toilet Soaps 
Ideal For Hospital Use! 


2. PURCHASING AGENTS 
find Colgate-Palmolive-Peet 
Soaps economical in use... 
yet they meet the most rigid 
hospital specifications. 


3. NURSES 
also agree — patients always 
enjoy finding their favorite 
Colgate-Palmolive- Peet 
Soaps waiting for them. 


1. SUPERINTENDENTS 
appreciate the importance of 
soaps that lend prestige to 
the hospital’s private rooms 
and pavilions. 


PALMOLIVE 





PALMOLIVE, request- 
ed, enjoyed, made popular 
by millions, meets highest 
hospital standards in puri- 
ty welcomed by patients 
and nurses alike! 


CASHMERE BOUQUET 
is a big favorite in private 
pavilions, because women 
like the delicate perfume 
and creamy lather of this 
hard-milled luxury soap. 


COLGATE’S FLOATING 
SOAP is made especially 
for hospital use— meeting 
the most exacting require- 
ments for purity, mild- 
ness and economy. 


FREE 


New 1950 Handy 
Soap Buying 
Guide. Tells you 
the right soap for 
every purpose! 
See your C. P. P. 
representative, or 
write now to our 
Industrial Dept. 





Colgate-Palmolive-Peet Company 


JERSEY CITY 2,N.J. * ATLANTA 3,GA. © CHICAGO 11, II. ¢ KANSAS CITY 3, KANS. «+ BERKELEY 10, CALIF. 
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patients bills 


instantly 
available 


on request! 


With the National Window Posting Machine all 


bills are posted daily . . . in balance... neat, easy 
to read... and instantly available on request. The 


National Window Posting Machine operates with 





equal facility on either the all-inclusive rate, or 


the specific-service rate. 


In one operation, the National Window Post- 
ing Machine posts (1) the patient’s bill, (2) the 
account card, (3) the journal sheet, and (4) the 
posting voucher. All amounts are machine-print- 
ed. All 4 printings are originals. No carbons are 
used. All 4 printings are exactly the same. And all 
amounts posted are under the direct control of 
the auditor. 


Savings are always substantial——often paying 
for the whole installation in a year! Get the com- 
plete facts, as they apply to you, from your 
local National Cash Register Company’s repre- 


sentative—-a systems analyst. Call him in, today! 


Walional 


THE NATIONAL CASH REGISTER COMPANY, DAYTON 9, OHIO 
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New thoh in Hospital Efficiency 


now the world’s finest 


LOUD-SPEARING NURSES” CALL SYSTEMS 


engineered by two great leaders in communication 


Compact bed-side speaker operates 


at pleasant, low, non-annoying level. 


DWARDS, with its 78-years’ experience in 

_4 precision-engineered signal equipment 
and Stromberg-Carlson, with its acknowledged 
leadership in audio products, bring you a truly 


modern hospital communication system. 


Edwards Loud-Speaking Nurses’ Call System 
provides complete foolproof signaling... in- 
stantcommunication between patient and nurse 
with greater convenience and efficiency. Note 


these important features: 


Complete privacy is assured. Only nurse at mas- 
ter station can receive patient's spoken message 
and this is rec ceived through telephone handset. 
Double safety factor provided ... both visual 


and audible signals continuously operate should 


plug accidentally come out or become partly 


At the master station. nurse learns patient's 
needs without wasting steps and time. 


dislodged. Convenient . . . easy re-set feature. 
Locking push-button has luminous cap — an 
added convenience to patient. Eliminates grop- 
ing in darkened rooms. 

Exclusive, patented security clamp constantly 
keeps calling button within patient’s reach... 
clips on bedside table or pillow. 
Super-sensitive speaker with over-size ampli- 
fier provides high-fidelity reception. Precision 
designed into a compact bedside flush wall unit 
which fits standard gang boxes. Mounts behind 
attractive stainless steel face plate either alone 
or ganged with locking push, pilot light. radio- 
jacks or duplex receptacles. 

Hospital tested design assures reliable trouble- 


free service. 


EDWARDS (2,01, Ge 


NORWALK, CONN. In Canada: Edwards of Canada. Ltd. 
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HOSPITAL ADMINISTRATORS 
BUY GOODALL FABRICS 


... because Goodall Fabrics are Engineered in Our 
Own Mills from Fibers to the Finished Product 


BUYING FACTS 


for HOSPITAL 

~ DRAPERIES, SLIP COVERS, 
CUBICLE CURTAINS AND, 
BEDSPREADS = 


BLENDED-FOR- 
PERFORMANCE 


Cotton and rayon blended 
with resilient mohair in var- 
ious pre-tested combina- 
tions provide both beauty 
and long service. 





WASHABLE 


Beautiful vat dyed roller 
printed patterns, ideal for 
draperies, slip covers, where- 
ever washability is essential 
to hospital cleanliness. 


RELIABLE COLORS 


Goodall uses only the finest 
pre-tested dyes. Hence the 
original colors remain pleas- 
ing and fresh looking longer. 





WRINKLE RESISTANCE 


The always fresh, crisp look 
of Goodall fabrics is another 
result of mohair blending 
skill—balancing the right 
fibers to produce the best 
practical effect 


LONGER WEAR 


Our pilot plant and labora- 
tories constantly are at work 
to increase the durability of 
fabrics—to cut maintenance. 








STYLES THAT ENDURE 


Goodall plans designs that 
remain in good taste for 
years. Extends your fabric 
investment over long 
periods. 





REPELS DUST 


The smoothness of Goodall 
finished fabrics and count- 
less lustrous mohair fibers 
shed dust—add to hospital 
cleanliness. 





RESTFUL COLORS 


Colors are selected for their 
harmonious, restful effects 
and aid in speeding con- 
valescence. 








Write for Samples 
and Information to: 


GOODALL FABRICS, INC. 


ANGORA MOHAIR fibers help give longer 


wear, wrinkle resistance and rich luster 


525 Madison Ave., N.Y. C. 


€) 1950, Goodall! Fabrics 
(Subsidiary, Goodol!-Senford 


GOODALL FABRICS, INC. - 


d-Famous PALM BEACH® Cloth 


CHICAGO 


Sole Mokers of Wor 


NEW YORK «+ BOSTON «+ * DETROIT + SAN FRANCISCO «+ LOS ANGELES 
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Yes, DOCTOR... 
The product of choice foi 


ORAL ADMINISTRATION 


HAMETIN TABLETS 


(BIO-RAMO) 


(a brand of crystalline vitamin B-12) 


THE FIRST ORAL VITAMIN B-12 developed through 
extensive pharmaceutical research of the Bio-Ramo Labora 
tories offers these advantages: U.S.P. Vitamin B-12; Palat 
ibility—(candy-like taste); High Potency; Availability; 


Assured assay and Economy. 


INDICATIONS :—Investigative therapy in uncomplicated 
pernicious anemia, tropical and non-tropical sprue, nutri- 
tional macrocytin anemia due to Vitamin B-12 deficiency. 


Especially indicated in PEDIATRICS, 


RAMETIN TABLETS are palatable, soluble, scored tab 
lets of CRYSTALLINE VITAMIN B-12 U.S.P. XID. 
Available in two potencies—5 microgram tablets—bottles 
of 25 and 100. 10 microgram tablets—bottle of 100 

FOR PARENTERAL ADMINISTRATION—Specify 


RAMETIN INJECTION 
Literature and Samples gladly sent on request 


BIO-RAMO DRUG CO., INC. 
BALTIMORE 1, MD. 





CHAMPION 
STERILE-TUBE SUTURES 


NOW — Champion Serum-Proof Silk Sutures 
with Mintraumatic® swaged-on needles for special 
uses: eye, artery, nerve, plastic, intestinal, blood 
vessel anastomosis. 





GUDEBROD BROS. SILK CO., INC. 


225 W. 34th ST., NEW YORK 1 

















NipGard completely covers nipple 
end neck of nursing bottle. Instantly 
applied. Stays in place . . . does not 
jar off. No breakage, .. + 
Provides identification and 


NipGard Nipple Covers* are designed to meet 
modern health codes. Now used by many hos- 
pitals requiring terminal sterilization. Profes- 
sional samples on request. Order through Reensan te 
your hospital supply dealer. Associano 


Pumica 


THE QUICAP COMPANY, INC. 
110 N. MARKLEY ST. (DEPT. H-79) GREENVILLE. SOUTH CAROLINA 


For High Pressure (autoclaving) . . . for Low Pressure (flowing steam) 
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THE First 


WELCOME CRY OF 


Life 


In that precious imstant when new- 

born life hangs in the balance... the dependable 
E & J resuscitator can mean victory . . . and the first 
welcome cry of life. 

The E & J machine adjusts itself to even the tiny 
lungs of premature infants, signals the operator when 
aspiration is required to remove mucus or other 
foreign matter, breathes for the baby until 
natural breathing is firmly established. 

The equipment enables your hospital to take positive, 
effective action when there is acute 

danger of a newborn life slipping 

away forever. You may see a demon- 

stration at no obligation...just write 

or phone any of the offices listed. 


The Breath of Life 








E & J MANUFACTURING CO. 

Glendale |, Californie 

Sales, Service Centers: Philadelphis, Pittsburgh, Boston, New York, 
Chicago, Oakland, Seattle, Salt Lake, Detroit, San Antonio. 
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* New I50P.KV.. 
Mobile . 


: Therapy 
: Unit 
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For maximum f.-l-e-x-i-b-i-l-i-t-y in intermediate 
and superficial x-ray therapy—and the 
advantage of being easily and quickly 

moved about, Standard’s New Model 150 P.KV 
Unit is winning acclaim. This newly 
designed and Standard-built apparatus is 
readily adjusted for any desired positioning 
of the beam to the patient. The unit's 
narrow width and large casters assure 
“@ easy movement through doors and 
in and out of elevators. As a matter of 
fact only 18 Ibs. pressure will start 
. it and 15 Ibs. will keep it rolling! 
The unit’s unusual mobility 
makes it ideal for use at the bedside 
or as auxiliary equipment to supplement 
stationary equipment in the X-Ray Department. 
Construction throughout is of the highest 
Standard quality. The tube is cooled by circulating 
water —but NO water connections are necessary. 
Operates on 110 or 220 volts. Capacity 
up to 150 P. KV. continuous operation. 
Ask your nearby Standard dealer 
for complete specifications, details 


and quotations. Or write direct for information 


and the name of your Standard dealer. 


Stardad 


X-RAY CO. 


4, October 1950 


1932 N. BURLING ST., CHICAGO 14, ILL. 





#4250 \ 


S 


3920 Vitax Observation Tube (Perfectly 


tax Hospital Jar, Glass Lid + #4260 Vitax Hospital Jar, Metal Lid (Sand Blast Patch for Marking 
Vitax Catheter Tip Syringe (Only one graduated at capacity point 


( 
round Tip. Will not leak 


« #6610 
#3820 Vitax 


6660 Vitax Infant Feeder 


#3640 Vitax Connecting Tube 


VITAX MEANS SAVINGS AND SAFETY 


breakage In handling, fewer replac e- 


ments. Its long life means low cost 


You can cut vour glassware costs 


and insure the satety of patients and 


staff if vou alwavs specify Vitax 


Surgical Glass 


Vitax hospital glassware | 


from a spec ial type of non-corrosive 


IS Tnaae 


‘lass. It is commercially free from 
alkalis and can be sterilized re- 
peatedly without discoloring ot 
SsCcuInming 

Vitax glassware is carefully an- 
nealed. With Vitax there is less 


Specify Vitax glassware always 
Consult vour Glasco catalog—see 
vour hospital supply house—or 


write direct to: 


GLASCO PRODUCTS CO. 


111 NORTH CANAL STREET, CHICAGO 6, ILLINOIS 
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U.S.P. Oxygen 


—and that’s not ali! 





> bor inseparable from LinpeE oxygen 
L.S.P. are the vears of LINDE research 
in oxygen therapy techniques, LINDE’s 
ehngineermg experience, and the vears ol 
medical research carried out with LinDE’s 
co-operation 

(nd, inseparable also is LINDE’s poliey 
of service to all users. That is why you 
see pictured here literature, motion 
pictures, engineering help, and technical 
aid. All are part of LINDE’s continuing 
program toward safer, more effective, and 


more economical oxygen administration, 


THE LINDE AIR PRODUCTS COMPANY 
Unit of Union Carbide and Carbon Corporation 


East 42nd Street [Iai New York 17, N.Y 


ffices in Other Principal Citie 


minion Oxygen Company, Limited 


The term Linde’ is a trade-mark of The Linde Air Products Company 
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Examine: Evaluate: Compare 


Nearly 300 manufacturers have placed 
about 800 pages of product information 
in the 27th Edition of Hospital Purchas- 
ing File. In this single volume it is pos- 
sible to examine, evaluate and compare 
literally hundreds of products which you 
will have to buy. Get the HPF habit; see 
to it that your department heads get the 
HPF habit, too. For the product whose 
manufacturer is unknown, refer to the 
Classified List of Hospital Products and 
Services—follow the bold face listings to 
the Manufacturers’ Catalogs. In most of 


the best hospitals in the world HPF has 


been a good buying habit for thirty years. 
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ys | A [J [ ( f R A PH dictation works hand-in-glove 


|" 


with modern hospital management! 


says: George Washington University Hospital, 


Washington, D.C. Dictation is EASIER 


In buildings, physical equipment, methods and 
management GEORGE WASHINGTON UNIVERSITY HOS- 
PITAL is as up-to-the-minute as your next pulse 
throb. A quiet efficiency pervades the premises. 

GWU Hospital uses 30 Aupocrapns to con- 
serve the time and energy of Surgeons, Patholo- 
gists, Anesthesiologists, Roentgenologists, special- 
ists in OB and GYN and Administrative Staff. 
Findings, post-surgical reports, instructions and 
all pertinent medical data are dictated conveni- 
ently. Accurate and up-to-the-minute records are 
transcribed and properly channeled. Correspon- 
dence and communications are speedily dis- 
patched by Aupocrapu dictation ... saving time 

. saving money! 

This unique business instrument provides the 
same quiet efficiency and versatility wherever 
“It will surprise you to realize the responsibility spoken and typewritten communications are 
we place on AUDOGRAPH Dictating Equipment in the _ quisite . doing business. It will surprise you to 
orderly running of this Hospital,” says Victor F, discover how AUDOGRAPH can step up your indi- 


/ A . vidual as well as your office output. Learn the full 
Ludewig, Superintendent, GWU Hospital. facts about this amazing Aupocrapu! Use the 


coupon and start streamlining your daily output 
. today! 
Made by The Gray Manufacturing Company — 
established 189] — originators of the Telephone 
Pay Station. 











ELECTRONIC 
SOUNDWRITER 


THE GRAY MANUFACTURING COMPANY, HARTFORD 1, CONNECTICUT 
AUDOGRAPH sales and service in 180 principal cities 


of tha US. Seo your Chasse Gidniaasa Mieentors Send me Booklet P-10—*’Saving The Doctor's Time!’’ 
under “Dictating Machines.”’ Canada: Northern 

Electric Company, Ltd., sole authorized agents for 

the Dominion. Overseas: Westrex Corporation 

(export affiliate of Western Electric Company) in 

35 foreign countries, 
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HOSPITAL 
TESTED 
GLASSWARE 


A catalog of MERTEX glassware will be 
sent to you upon request. 

Kindly state your supply house name. 
MERCER GLASS WORKS, INC. 
725 Broadway, New York 3, N. Y. 


Surgical « Laboratory « Scientific Apparatus 
General Supplies 








SAFELY 


AND 


QUICKLY 





POTTER 
SLIOE TYPE 
FIRE ESCAPES 


have a safety record no other 
method can approximate in 
avoiding major disasters. 

ae 


Approved by the 
Underwriters Laboratories 


Write for full information. 


Out they come without . 
bumps or jar 
For QUICK ESTIMATES, PHONE COLLECT (RO gers Park 4-0098) 


POTTER MFG. CORPORATION 


6118 N. California Ave. CHICAGO 45, ILL. 
OVER 9,000 POTTER FIRE ESCAPES IN SERVICE 








IT MOVES OVER THE BED... 
THEN IT TILTS 


HAUSTED WHEEL STRETCHER 


Every feature of the Hausted unit has been de- 
signed with the patient’s safety in mind. For instance, 
as the top tilts it recesses into the mattress of the 
bed. This provides a “locking action” that prevents 

all movement of the stretcher dur- 


ing the patient transfer. 
HAUSTED 
>>» ek 
wweee strercnens MEU Us Vent) iis (cimee) tab 
MEDINA, OHIO 


Easy, Economical 
Administration of Oxygen 
— with the new 
Sm §=6Scott DEMAND 
Inhalator 


Installation 

THE new Scott Demand 
Inhalator provides the sim- 
plest, most economical 
method of oxygen adminis- 
tration, with features never 
before attainable at such low 
cost. Uses “demand” princi- 
ple, with constant flow when 
needed. Extremely simple to 
use —no adjustments of any 


kind required. 
See your distributor, or write to- 


day tor full information to Ambulance Type 


MEDICAL DIVISION 
Teojam War Vile), mee) ite) 7 vile), | 


259 ERIE STREET LANCASTER, NEW YORK 
CANADA SAFETY SUPPLY CO BRANCHES IN ALL PRINCIPAL CITIES 
EXPORT SOUTHERN OXYGEN CO. 157 Chamber 51 New York 7 NY 
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KRF Table 
(Radiographic 
Fluoroscopic) 


10 Models a new concept 
in diagnostic 
X-ray combinations 


Again Keleket provides an entirely 

new concept in Diagnostic X-ray appa- 

ratus with custom-built refinements to 

suit your own special needs. The KRF, KR 

or KF tables offer completely new and im- 

proved facilities, with increased convenience 

and ease of operation, never before available. 

Hand driven or motor driven, the table is easily 

and quickly moved from vertical through hori- 

zontal to trendelenburg positions—regardless of 
patient's weight. 


Check these features.... 
Normal Table Height. 
Motor drive or manual drive. 
PE omen nore Photo-timing accommodations for Bucky. 

2 Models Radiation Protection features for operators ana 
patients. 
Complete adaptability to full range choice of Bucky 
accommodation. 


WRITE FOR FREE DETAILED LITERATURE 


...CHOOSE THE 
PRECISE COMBINATION 
OF FEATURES YOU DESIRE 


KF Table 
(Fluerescopic only) 
10 Models 


| om The KELLEY- KOETT * Manufacturing Co. 


20710 WEST FOURTH ST. Hav?) COVINGTON, KY. 


THE OLDEST NAME IN X-RAY < 1900-1950 


Vol. 75, No. 4, October 1950 





Wonderful way to feel ! 


You certainly can be on top of the world! 


Why not? Your car is paid for and your house is 
halfway there. You’re making pretty good money 
... the kids are healthy and happy . . . and your 
wife just bought a new outfit—shoes to chapeau! 

You don’t owe anybody a red cent. Not only 
that—you've got a little money salted away for 
the kids’ education and your own retirement. 

Wonderful way to feel, isn’t it? 

If this description doesn’t fit you—make it! 
You can. Here's how: 


Start saving right now! Just as much as you 
possibly can—and regularly. 

One of the best ways. . . one of the safest, surest 
ways... is to buy U. S. Savings Bonds throvgh 
the Automatic Payroll Savings Plan where you 
work. Or, arrange to purchase Bonds regularly at 
your post office or bank. 

U.S. Savings Bonds will bring you, in ten years, 
$4 for every $3. And you can count on that! 

Start your plan today. It’s the very wisest way 
to save! 


Automatic Saving is Sure Saving — 
U.S. Savings Bonds 


Contributed by this magazine in co-operation with the Magazine Publishers of America as a public service. 
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it’s not 
enough 
to stun 


bacteria 


= Oh a) in 
ZEPHIRAR 
CHLORIDE 
cme cece ae 
SLrincruat— 


© Omen as eet 
—<S 


Simply inhibiting bacteria does not assure antisepsis. 

Bacteria may be revived when transferred to a suitable medium. 
A thorough effect is obtained with Zephiran chloride, 

an antiseptic with bactericidal action. It is potent enough 

to kill after a few minutes’ exposure hemolytic 

streptococcus, staphylococcus, Escherichia coli as well 

as other pathogens. Yet Zephiran chloride is less toxic 

than the mercurials. 

For an antiseptic that is useful everywhere 

in office or hospital practice, specify 


Zephiran chloride 


effective, Supplied as: 
Aqueous Solution 1:1000, bottles of 
safe, 8 oz. and 1 U.S. gallon. 
. Tincture 1:1000, tinted and stainless, 
economical bottles of 8 oz. and 1 U.S. gallon. 
antiseptic Concentrated Aqueous Solution 12.8%, 
bottles of 4 oz. and 1 U.S. gallon 
(1 oz. yields 1 U.S. 
gallon 1:1000 solution). 


DN uithiot Steams INC., New York. N. Y., Windsor, Ont. 


Zephiran, trademark reg. U.S. & Canada, brand of benzalkonium chloride refined 
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Babies aren’t 
all that need 


























Babies aren't all that need iden 
tification in hospitals. Mix-ups 
happen much more frequently to 
linens, equipment and wearables 
The result is loss, misuse, argu 
ments and even danger from con 
tamination 
Management efficiency, per 
sonal efficiency both require mark 
ing for positive identification. The 
name of hospital or persona! 
owner, ward or department woven 
WOVEN NAMES into a Cash’s Name Tape protects 


your belongings permanently 
. . . economically. 
The First Five Minutes. More can be done ihe Wien Chinas sai aaill 
in the first five minutes after a FIRE 


tary—stand boiling—won't run 
starts than in the following five hours. or fade—last as long as the arti 


Gad. ee . cles they mark. Easy to attach 
Stop FIRE...in the first five minutes Personal Nome Prices with thread of Cash's NO-SO 
3 Doz. $1.80 9 Doz. $3.00 7. : . 
GLOBE AUTOMATIC SPRINKLER CO. 600.9240 22820 °""O 
NEW YORK... CHICAGO... PHILADELPHIA 
Offices in nearly all principal cities Ask your 


So. Norwalk 12, Conn. 

Dept. Store y or 
oy, ) . or write us your Cashs) 6208 So. Gramercy Pi., 
requirements. ~ Los Angeles 44, Calif. 


. with GLoBE Automatic Sprinklers. Boilproof Cement (25c a tube) 








FOR HYDROTHERAPY CONTROL 








: ‘Sil this ¢ coupon — 
for new, exciting 
color swatches 


Kenwood Blankets | 


styled to fit your particular need 


Buy direct from /““°"°° 
Kenwood Mills 


CONTRACT DEPARTMENT 


Rensselaer, N. Y. 
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—LEONARD= 


fog. US. Pot. OF 


Tacmsladlie WATER MIXING VALVES 


Please send complete in- 


uv 
formation on blankets for /Piz woot. — 
hospital use to 


Hospital Select a valve “designed for the installation” 


from the complete line of high quality Leonard 
Valves now available. There’s a wide range of 
sizes, capacities and prices described in Catalog 
H. Write for a copy today. 


LEONARD VALVE COMPANY 


1360 Elmwood Avenue e Cranston 7, R. I. 


) 


LTS 


COCEEE 


Address 
City Zone State 


| Aduinistrater 


| ee 
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FOR THE 


oY 
Labovatory 
C Vharmacy 


AND 


Conta Supply 


If you want water of the highest purity 
. water that is free from organic, inorganic 
solids, bacteria and dissolved gases .. . 
specify Barnstead . . . for only in a 
Barnstead Still do you get unmatched dependability 
in providing the purest distilled water 
economically and with a minimum of maintenance 
. a record without equal since 1878. 





THERE’S A BARNSTEAD STILL 
FOR EVERY HOSPITAL NEED 


FOR PURE DISTILLED WATER 


-.-.- WHERE YOU NEED IT 
+ - WMHER YOU REED UF 
..- AND IN WHATEVER 
QUANTITY YOU REQUIRE 
... And of the highest purity and unvarying 
quality obtained only with Barnstead Stills. 


* FIRST 
iN 

PURE 

WATER 

SINCE 

1878 


Whether you require single, double or triple 
distillation . . . in the Laboratory, Pharmacy 
or Central Supply . . . Barnstead, with over 
200 different sizes and styles, has the exact 


Still to meet your requirements exactly. Ki Lanesville Terrace, Forest Hills, Boston 31, Mass. 
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[nHeRENt to the practice of medicine is the 
importance of time—often a few seconds. In an 
operating room emergency, for example, when 
fluid therapy must be changed during an in- 
fusion. Using Abbott's ampoule-quality solu- 
tions and Abbott's unique, completely dispos- 
able venoclysis equipment—VENOPAK and 
Secondary VENOPAK—this conversion takes less 
than 30 seconds. And it is accomplished away from 
the patient. The needle remains secure in the vein 

There is added safety with VENOPAK. Little 
danger of air embolism, no cross reactions 
VENOPAK and Secondary VENOPAK are sterile, 
pyrogen-free as they come in the easy-to-store 


packages. Sterile cotton filters all the replace- 


} 
- 
- 
' 
iy 
: 
i 
- 
: 
' 
f 
: 
Hy 
; 
: 


ment air entering the container and you can add 


supplemental medication easily, quickly 


—qu SEE FOR YOURSELF: 


the safety, versatility and economy of VENOPAK 


with Abbort Intravenous Solutions. Just ask your 





Abbott representative for a demonstration. Or 


write us for information. Abbott 


Laboratories, North Chicago, II] Abbott 


Se 
“Sw 


LESS THAN 30 SECONDS 


- +. to change therapy with the series hookup 


secondary container primary container 
j 


air filter 
ITIONS 


secondary | y 
Venopak 4 t enopok 


*Abbott’s Completely Disposable Venoclysis Unit 
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| Nurse takes care of 
8 to 12 Post-Operative Cases 

































































Colson RON EE. 
Stretcher ready to re- 
ceive patient from oper- 
ating table. Adjustable 
side rails raise to 13%” 
above litter; stands for 
fluid injections raise 
to 26%”. 








Colson Post-Anesthesia 


Stretcher with litter raised 
to shock position. Elevat- 
ing device automatically 
locks itself at any position 
up to 20” elevation. Ball- 
bearing casters lock to 
assure stability. 








with the New 


Post-anesthesia recovery rooms are being 
used by more and more progressive hos- 
pitals all over the country. Patients are 
under the supervision of experts in post- 
operative care—with blood pressure units, 
gas tank and suction pump at hand in 
case of emergency. 


One nurse can now take care of 8 to 12 


4 








Post-Anesthesia 
STRETCHER 


post-anesthesia patients—a substantial 
savings in time, money and labor. 


Latest thing in post-operative care, new 
Colson Post-Anesthesia Stretchers are of 
sturdy tubular construction, easy to keep 
clean and easy to operate. They are fully 
equipped to provide the utmost in safe, 
comfortable and convenient care of post- 
operative patients. 


ELYRIA, OHIO 


WHEEL CHAIRS + WHEEL STRETCHERS + INHALATORS + TRAY TRUCKS + CASTERS + INSTRUMENT TABLES - FOOD CONVEYORS 
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im St. Joseph‘s Infirmary, 
= in Atlanta, Georgia, 
uses “Revere” pattern 

of VINATRED 


4 ® 
y Y vinyl carpeting 


will solve your 


— flooring problem 


INATRED is the revolutionary 
new floor covering of clear em- 
bossed vinyl] plastic, fabric- 


VINATRED is sanitary. It is easy to maintain, requires 





no waxing. 
VINATRED is quiet...it muffles the sound of footsteps. 


VINATRED is safe...its embossed surface is skid- 
resistant. 


backed, laid over sponge rubber. 
It comes in attractive patterns, in 
36-inch rolls. It has been 


VINATRED is resilient...its sponge rubber underlay 
thoroughly tested under actual 


bail prevents fatigue of constant walking and standing. 
use conditions by such labora- VINATRED is durable. Continuing tests show it will 
tories as the U.S. Testing Co. and : outwear other hard and soft floorings; it will not 
the York Research Laboratory. "chip, flake or crack; it has excellent indentation 
ae recovery and dimensional stability. 

And because VINATRED is handsome as well, it is 
adaptable to all areas of today’s hospitals from 
lobbies and reception rooms to corridors and wards. 


eee aaa: REE EBS Mage | 2 
VINATRED i is now in use as ‘aie in hospitals, hotels, stores, executive 
offices, schools and restaurants. It has coast-to-coast distributors. We invite 
you to write for our VINATRED HOSPITAL BOOKLET and for the name of the 
Sates, ms the installations, in your vicinity 


470 FOURTH AVENUE + NEW YORK 16 
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POSITIONS WANTE 


ANESTHETIST — Nurse; 
perienced in use of all 
Sodium and Curare 
MW 18, The Moderr 
Avenue, Chicago 11 


AANA member ; 
vases Pent 
prefer east or 


Hospital, 919 N. Mich 


ANESTHETISTS 
ates; desire work on 
singly or in group; any ic conside 
MW 17, The Modern Hospital, 919 N. Mich 
Avenue, Chicago 11 


Group nurse 
contract or fee b 


DIRECTOR OF NURSES 
B.S.; M.A 
schools of nursing and 
MW 15, The Modern Hospital, 919 N 
gan Avenue, Chicago 11 


Single; Protest 
experience in administratior 
nursing serv 


LIBRARIAN—Medical record; registered, 
perienced ; can set-up and manage departm 
thorough knowledge, standard nomenclat 
desires preferably in St. Louis 
charge of department. MW 7, The 
Hospital, 919 N. Michigan Avenue, Chicag« 


position, 


PHYSICIAN~— Wishes association with a ge 
tric institution in New York 
area; will invest. MW 16, The 
pital, 919 N. Michigan Avenue, 


metropol 


Chicago 


THE MEDICAL BUREAU 
Burneice Larson, Director 
Palmolive Building 
Chicago 11, Illinois 
ADMINISTRATOR 


stration, 


M.B.A., 
year’s administrative 
three years, assistant administrator, five ye 


director, 200-bed hospital init 


roup 


ADMINISTRATOR Assistant: B.S. Degre 
Education; Master's Degree in Hospital 
ministration; several years with large me 
hotel; three 


partment, large teaching hospital 


politan years’ in accounting 
three ye 


administrator, 125-bed hospital 


ADMINISTRATOR~ Medical 


dministrator, university 


five years, 
sistant hosp 
dministrator, teaching hosp 


FACHA 


eight years, 


teaching experience 


ADMINISTRATOR Nurse; Master of Scie 
Hospital Administration 


residency ; three year ery is ft te 


year’s administre 


ng experience before 
superintendent, small 


PHYSICIAN 


culosis work 


1ined in tu 


Espec 
nd internal medicine Fe 
Physicians Diplon 
Internal Medicine, 


diseases 


American 
Americar 
specialty 
successful private | 
tutional work 
administrative nd clinical medicine 
DIRECTOR OF NURSES B.S., M.A., eas 
schools; twels years’ executive exper 
including six s dean of irsing, unive 


prefers collegiate 


schoo! school 
PATHOLOGISI 
ogy, Anatomical 


dency, 


liplomate, Clinical Pat 
Pathology 


pathology, university 


three-year 
medical cer 
pathology, 225-bed 


years, director 


FCAP 


Terms: 
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several yea 


years, ins 


ex- 


thal 


mid-west 


igan 


AANA affili- 


asis 
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igan 


ant 
1 of 
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Mich- 


ex- 
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ire; 
. in 


Modern 


» il 


itan 


Modern Hos- 


Hospital Admin- 


residency 


ars 


university 


© it 
Ad- 
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1Sc a word—minimum charge of $3.00 regardless of discounts. 
per cent discount for two or more insertions without changes of copy. 
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MEDICAL BUREAU—Continued 


RADIOLOGIST Diplomate, Diagnostic and 
Radiology radiology 
medical center; six years, on fae- 


Therapeutic trained in 
university 
ulty department of radiology, university med- 
cal center prefers directorship hospital de- 


partment. 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 

Miss Elsie Dey, Director 

332 Bulkley Building 
Cleveland, Ohio 

DIRECTOR OF NURSING--Age, 43 
Western Reserve University 10 
years’ instructor nursing arts and educational 
director: 4 
Pennsylvania hospital 


years 
graduate 
director, large 


years’ assistant 


RUSINESS MANAGER _ B.S. Degree, Business 
North Dakota; 3 
administrator, 100-bed western hospital 


Administration, university, 
years’ 
free for appointment 

ADMINISTRATOR— Graduate, Columbia Uni- 


versity 10 years’ assistant director and ac- 
260-bed 


150-bed hospital, 


countant, eastern hospital 5 years’ 


director Ohio 
SUPERINTENDENT. _R.N 
ministration ; 20 years’ administrator, 
Pittsburgh; 


courses in = ad- 
125-bed 
desires change 


hospital, vicinity 


EXECUTIVE DIETITIAN 


housekeeping; 7 


hotel 
years’ housekeeper, 115 300- 


Courses in 


bed hospitals, eastern states: east or central 


state 


WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) 


Ann Woodward, Director 
185 North Wabash Avenue 
Chicago 1, Illinois 


ADMINISTRATOR ~ Lay or 


ence neludes 10 years’ 


medical; experi 


general practice 6 
commanding medical officer, large Cana 
hospitals with Lieu- 
since 1946, administrator, 850- 


hospital 


years 


dian military rank of 
tenant Colonel 
bed Canadian teaching 


ACHA 


available 60 days 


nominee 


requires warmer climate; age 49 


ADMINISTRATOR | Lay 
Masters in Hospital Administration 


woman ; ime 41 
experience 
head large 


includes several years’ department 


eastern general hospital; one years’ hospital ad- 
ministrative residency years’ administrator 
fairly large Illinois general hospital ; interested 
available 


Chicago area or east mmediately 


PERSONNEL Woman wwe 25 


single 


DIRECTOR 
year’s hospital administrative residency 
years’ personnel director, 600-bed general 


voluntary hospital; immediately available; will 


consider assistantship large eastern hospital 


PATHOLOGIST 


excellent 


both 
nternship and residency in patholoyy 
United States 
is pathologist l year as ir 

Army Institute of 
nstructor, pathology 


Diplomate branches 
university hospital 5 
Army, Majo 
structor in 
Pathology 


teaching 


years 


pathology 
presently, 


hospital and director, laboratory 


large hospital; reasonable notice 


(Continued on page 226) 


No charge for ‘key’ 


WOODWARD—Continued 


DIPLOMATE, AMERICAN BOARD OF PHY- 
SICAL MEDICINE AND REHABILITATION 

Also full credits for certification in internal 
medicine; 5 chief, physical medicine 
and rehabilitation; Commander; 15 months’ of 

years’ Mayo fellowship spent in rheuma- 
tology, largely devoted to development of Cor- 
tisone and ACTH in treatment of rheumatic 
diseases: one of the best trained young men 
in the country; available 


years’ 


in physical medicine 


10 days 


RADIOLOGIST —34; both 
excellent residencies and teaching 
5 years’ United States Army Med- 
year chief of department, 
Hospital; immediately available 


Certified in 
branches 

fellowship 
ical Corps past 
Veterans 


POSITIONS OPEN 


ANESTHETIST Registered nurse; for 75-bed 
A.H.A. and A.C.S. approved hospital; salary 
and working conditions among the best. Ap- 
ply Director, Harford Memorial Hospital, 
Havre de Grace, Maryland. 


ANESTHETIST~—-Nurse; small general hos- 
pital in Wisconsin; percentage ar- 
rangement with guaranteed minimum of $400; 
near several large cities. MO 79, The Modern 
Hospital, 919 N. Michigan. Avenue, Chicago 11 





southern 


ANESTHETIST 
four anesthetists now on service 
Apply, D. W. Hartman, Superintendent, The 
Williamsport Hospital, Williamsport, Penn 
sylvania 


Nurse; for 300-bed hospital ; 
salary open 


ANESTHETIST For 40-bed hospital located in 
a city of 4500, only 80 miles south of Chicago; 
good transportation to Chicago; good salary, 
two weeks vacation, ten days sick leave, meals 
and laundry furnished. Send full particulars 
when applying to Administrator, Lroquois Hos- 
pital, Watseka, Illinois. 


ANESTHETISTS—Nurse; for 340-bed AMA 
and ACS approved hospital; department 
headed by physician anesthetist: rooms avail- 
able in residence. Mount Sinai Hos- 
pital, 2750 W. 15th Place, Chicago 8, Illinois 


nurses 





DIETITIAN— For 100-bed hospital; salary de- 
pends on experience and qualifications; for 
apply Soldiers’ 
Memorial Hospital, Campbellton, New Bruns- 


wick 


particulars Superintendent, 


DIETITIAN — Registered 
150-bed 

sant surroundings 
Maryview Hospital, 


wanted for a fully 
salary and 


Mother Marie, 
Virginia 


hospital wood 
Apply 


Portsmouth 


approved 


DIETITIAN For new 70-bed hospital situated 
on the Lake Erie, in the beautiful 
Niagara Peninsula in the Province of Ontario; 


wiven to 


shore of 
preference will be post-graduate 
lovely living- 
available top salary will 
qualified applicant; hospital 
mately 3 months with duties 
month's time, to assist 
state full 
reference and salary re 
Apply, R. Ray Copeland, Adminis- 
Port Colborne General Hospital, Port 
Ontario 


work and hospital experience 
n snecommodation 
be paid to fully 
opening approx 
to commence in one 
in organization of this department ; 
qualifications giving 
quired 
trator, 


Colborne, 


number. Ten 
Forms close 15th of month. 





Want Advertisements " 


INSTRUCTORS—Science; excellent oppor- MISCELLANEOUS—-Nurse administrator and 
p 1] 5 I T ] 1] * S tH] P E A tunity: clinical; immediate vacancy; for ap- two General duty nurses; for Valley Hospital, 
proved school of nursing; 400-bed general Palmer, Alaska; Director of school of nursing 
hospital, vacation and sick leave policy. For Instructor in nursing arts and Public health 
DIETITIAN Srna 240-bed hecpitel — apply Personnel Director, The Christ nurse for Ganado Mission, Ganado, Arizona: 
Montana; 5'4-day week ; therapeutic, teaching ; ospital, Cincinnati, Ohio. General duty nurse for Embudo Hospital, Em- 
A. D. A. member required Write Adminis- budo, New Mexico Graduate, single nurses 
trator, Montana Deaconess Hospital, Great INSTRUCTOR—Clinical; with degree for ap- with college degrees required for most posi- 
Falls, Montana proved school of nursing; 200-bed general hos- tions; candidates must be in good health, in- 
pital; desirable working and living conditions; terested in church affiliated hospitals, and 
attractive personnel policy; salary open, with willing to participate in religious program 
or without maintenance; excellent opportunity Write, Presbyterian Beard of National wt 
dictation, covering a twelve weeks period to continue with university work. Apply, Di- scons Room ge 156 Fifth Avenue, New Yor 
salary $250 and meals. The Methodist State rector, School of Nursing, Franklin Square 10, New York 
Hospital, Mitchell, South Dakota Hospital, Baltimore 23, Maryland. 
NURSE—-Suture; $250 per month plus full 
DIRECTOR— Managing; for the Jamestown INSTRUCTORS—Science and Clinical; for ac- maintenance; no night calls; western Penn- 
General Hospital, Jamestown, New York; credited school of 50 students; new educational sylvania college town. MO 98, The Modern 
applications will be received now for vacancy unit under construction to be supplied with all Hospital, 919 N. Michigan Avenue, Chicago 11 
to be filled January 1 1951 Address com- modern teaching equipment; liberal personnel 
policies; 44-hour week; salary $3360 to $3600, NURSES—General duty; for 300-bed hospital 
depending on experience, less $50 a month located 45 miles from New York City on Long 
maintenance Apply, Directress of Nurses, Island Sound; salary $185 with two meals and 
Lock Haven Hospital, Lock Haven, Pennsyl- laundry; $200 nights, $205 evenings; full 
DIRECTOR OF NURSING— Associate for vant maintenance available at minimum rates; 40- 
200-bed hospital post-graduate course and hour week; paid vacations and health benefits 
nstitutional experience required: opportunity LIBRARIAN—Medical record; registered; the Apply Mrs. Sylvia Walters Mertin, Director 
for advancement; apply, stating qualifications Kingston General Hospital, medical teaching of Nursing, Stamford Hospital, Stamford, 
and salary expected Director of Nursing, hospital for Queen's University Medical School, Connecticut 
Great Niagar: General Hospital Niagara has an opening for a registered record librar‘an 
— in the senior position. Address inquiries to NURSES—General duty; for 360-bed general 
R. Fraser Armstrong, Superintendent, Kings- hospital; starting salary $175 per month with 
ton General Hospital, Kingston, Ontario maintenance; $200 per month with partial 
maintenance; rotating shifts; two weeks’ va- 
and one eation; 30 days’ sick leave; 6 holidays yearly 
with pay; 44-hour week; college courses avail- 
local university 


DIETITIAN For 115-bed hospital; dietitian 


teaches two student courses, nutrition and 


munications to the Chairman of the Health 
and Hospital Board, J. Harold Swanson, 46 
Stewart Avenue, Jamestown, New York 


DIRECTOR— Educational; for progressive 100- 
bed general hospital with 50 student nurses 
attractive personnel policies; salary open, de- MISCELLANEOUS One Supervisor 
pending upon experience and qualifications General duty nurse meals while on duty and 
laundry of uniforms Apply Business Man- able through night classes at 
Apply Director of Nursing, Greenville General 
Hospital, Greenville, South Carolina 


maintenance. For further information write, 
Director of Nursing Lutheran Hospital ager, Floyd County Co-Operative Hospital; 
Vicksburg, Mississippi Lockney, Texas 


(Continued on page 228) 
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POWERFUL WETTING AGENT AND DETERGENT 


CLEANS AND BRIGHTENS Laboratory Glassware, Surgical and Operating 
Instruments, Porcelain, Metal and Plastic Equipment. 


ELIMINATES Tedious Scrubbing and Loss of Time. 

PREVENTS AND REMOVES Rust in Sterilizers and Instruments. 
BLOOD SOLVENT AND PENETRATOR—ALCONOX Penetrates Irregular 
and Inaccessible Surfaces Containing Dirt, Grit, Blood, Tissue, etc., with 
Amazing Thoroughness and Ease. 


Consider these ALCONOX aducntages: 


REMOVES DIRT, BLOOD, TISSUE FROM GLASS AND PORCE- ECONOMICAL—a spoonful makes a whole gallon of active 
LAIN WARE OR SURGICAL INSTRUMENTS — makes them  ¢clegner. 

sparkling clean, film-free and streakless 

WORKS EQUALLY WELL IN HARD OR SOFT WATER—dirt, 
grime, grease, etc., lift right off 

SAVES TIME, SAVES ENERGY—simply wash and rinse; towel- 
ling practically unnecessary equipment 


RECOGNIZED AND ACCEPTED—for over 10 years in leading 
hospitals, surgical clinics and scientific laboratories as the 


scientifically correct cleaner for all types of instruments and 





ALCONOX is available in the following con- 
tainers: 


SEND FOR — free sample and literature. Box of 3-Ib. $1.75 Carton (22,3"'": $16.20 
50-ib. Bag 36c ib. 300-ib. Barrel 33c ib. 


(Slightly higher on Pacific Coast) 


SS Ge acon ox, ine. 


61 Cornelison Ave., Jersey City 4, N. J. 


ee hs Matter Cleaner—for all cleaning 
Rie TE 
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Thousands of Hospitals 


use AMERICAN STANDARD man-sized wet- 
mops, sweep mops and applicators exclu- 
sively. Ordinary household types are too 
fragile in construction, too slow in use, too i 
costly in labor. . 


MONEY-BACK GUARANTEE 


The new DURA-SORB mophead is rev- 
olutionary! Order some and discover 
for yourself that spun-cellulose DURA- 
SORB is vastly superior in performance 
to any other wet-mop—or your money 
back! .. . An independent laboratory re- 
port proves DURA-SORB's overwhelm- 
ing advance over all other mops, regard- 
less of price, material and form . . . Ask 
for illustrated DURA-SORB folder of 
details. 





“BIG X” SWEEP MOP 


This sweep mop is our leader. Snatches 
up dust on contact. It’s nationally 
famous. A durable giant—avail- 

able in widths up to 5 feet! 

Can be removed from the 

block for washing... 

Once you try BIG X, 

you'll use no other. 





: UNIFORMITY IN SIZE AND SHAPE 
assured by precise 
manufacturing techniques 


e4 Th of maint € 
e men will use no other. 


Heavy-duty, quality yarn Order AMERICAN STANDARD products 


VICTORY WET MOP 


For years our biggest seller. 
P 





--- Your best bet, if you from your regular supplier. He has them 
sur eons gece €5 —r a cotton mop of ex-  __o¢ can get them for you. If not, write 
ag raordinary durability, di 
performance and economy. rect, 
Order from your hospital supply dealer. Catalog on request. AMERICAN STANDARD MFG COMPANY 
THE TORRINGTON COMPANY, Torrington, Conn. sede: 
Speciolists in Needles since 1866 CHARLES E. KREBS and WALTER O. KREBS 
2511 S. GREEN STREET * CHICAGO §&, ILL. 
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NURSES-—-Graduate; for new 50-bed general NURSES—-Registered; for general duty at St 
L 0 S I T | 1] | S 0 P E i hospital in thriving village, Catskill Moun- Michael's General Hospital, Lethbridge, Al- 
8-hour lay, six-day week, time-and- berta; initial salary $1800 per annum plus $180 
r overtime after 40 hours, rotating cost of living bonus payable annually; statutory 
nreera _f - . » and $210 average gross cash salary $200 to $210 holidays, sick leave; two weeks’ holiday after 
NURSES-—General duty; starting salary 5< month; full maintenance available for $10.50 1 year’s continuous service increasing to three 
per month ; to staff new section opening Cee week Apply Superintendent Nurses, Mar- weeks’ in 2nd year: Blue Cross coverage on a 
ber Ist; uniform laundry furnished; quarters garetvilie Hospital, Margaretvilile, New York [0% employe contributory basis: Ist class 
available for $18 per month Apply Director Phone Margaretville 50 railway fare to Lethbridge refunded after 18 
of Nurses, Doctors Hospital, 12345 Cedar Road. J 
Cleveland, Ohio NURSES—General staff; 2; for hospital in Meee “SeateEanne “Serveee ,. — 
gold mining community in Cariboo District 
NURSES Staff; for convalescent orthopedic minimum salary, $175 per month; Registered NURSES-—Staff; for pediatric hospital; salary, 
and cardiac children; pleasant working and Nurses’ Association of British Columbia pol- $210 for 40-hour week; liberal 1 mnel pol- 
living conditions send for free illustrated icies in effect; after 6 months service trans- icies. Apply Super:ntendent, Doernbecher Hos- 
booklet. Rainbow Hospital, Cleveland 21, Ohio portation refunded from anywhere in British pital, Portland, Oregon 
Columbia Apply Placement Adviser, Regis- 
NURSES— Registered; » tuberculosis tered Nurses’ Association of British Columbia, NURSES. Operating room, 2; for new 140-bed 
nursing, men and women, for state hospital 1101 Vaneouver Block, Vancouver, British hospital, ready for occupancy December | 
assignment as Head nurse at $230 to $297 per 
month, or Supervising nurse at $230 to $319 
per month; nurses with special qualifications NURSES—General staff; for 150-bed general 


trator 


Columbia 1950; to begin work in present location; 45- 
hour week; liberal personnel policies; Staff 
nurses, Pediatric and Obstetric head nurses 


“ Pend with advanced preparation for new hospital 
opportunity for advancement; excellent re mum salary $205 plus laundry of uniforms; six MO 100, The Modern Hospital, 919 N. Michigan 


may be started above the minimum range hospital in city of 100,000 population; mini- 


tirement and insurance plan; meets approved legal holidays annually; two weeks’ paid vaca- Avenue, Chicago 11 
employment standards of State Nurses’ As tion, generous sick leaves, increases when “ 

sociation W rite Division of Personnel Serv- merited. Write, Director of Nurses, Northwest NURSES—Staff: for 250-bed approved hospi- 
ice, Department of Public Welfare, Springfield Texas Hospital, Amarillo, Texas tal; 40-hour week; $200 base pay: additional 
Illinois NURSE y $20 for the evening shift; $10 for nights; $5 
- SES—General duty; for 28-bed hospital increase every six months until $50; month 
NURSES—General duty—Serub nurses; ; salary $160 plus full maintenance; $170 for 
salary $200; extra remuneration for call; per- night duty; salary increase to $175 in two 
manent night nurses for medical and surgical months; pleasant working and living condi- 
wards; 2; salary $215 meals and laundry tions. Write Superintendent of Nurses, Eureka 
in addition to salary quoted; 44-hour week Community Hospital, Eureka, South Dakota. NUTRITIONISTS~— For public health program 
$10 increase after 60 days; living accommoda- university graduates in foods or nutrition with 
tion if desired; attractive new nurses resi- NURSES—-For operating room; registered; 80- 
dence to be opened in November; 210-bed bed general hospital; starting salary $ plus 


paid vacation a year Director of Nursing 
Service, St. Elizabeth Hospital, Yakima, Wash- 
ington 


post-graduate course in an accredited hospital 
or one year’s graduate study; forty-hour week 
general hospital in residential suburb of Chi- extra for call time; systematic increases, sick with liberal vacation, sick-leave and pension 
eago. Apply to Director of Nursing, MacNeal leave, vacations and social security. East Oak- provisions; salary $3300 to $3618 per year 
Memorial Hospital, 3249 S. Oak Park Avenue land Hospital, 2648 East 14th Street, Oakland Write, Detroit Civil Service Commission, 73 
Berwyn, Llinois 1, California Randolph Street, Detroit 26, Michigan 


(Continued on page 230 


The MODERN INFANT INCUBATOR 


‘vor? 


ONLY LIVSEY HAS RADIANT HEATING 
AND WITH IT GOES 


e Uniform heating throughout the incubator, no hot or 
cold zones. @ Retains heat with lid open. e Easy 
to clean. e Long lasting heating elements entirely con 
cealed e Garment warming compartment @ Storage 
compartment @ One control. e Lowest priced com 


plete incubator using an electrical heating element 


Approved by Underwriters’ Laboratories and 
Canadian Standards Association 


LIVSEY EQUIPMENT COMPANY, Dept. 11 
Box 830, Warrensville Station 
Cleveland 22, Ohio 


Please send free brochure on LIVSEY radiant heated infant in 
cubator 





Name 
Hospital 


Street 
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Evenflo — ideal For Premature and Normal Babies 


@ <—4-O:. Hospital Size Evenflo Nurser 


For New Born and 
Premature Babies 


Evenflo Nurser is the happy answer 
to the problems posed by artificial 
feeding. It promotes the healthful 





ANCHOR 


/ 


LAST LONGER, 


Anchor All-Nylon 
Surgeon's Brushes have 
long been accepted as 
the finest on the market. 
They are guaranteed to 
withstand a minimum of 
400 autoclavings. Design 
features include sawtooth 
or chisel trim bristles for 
a better scrubbing job 
and handle grooves 

for a firmer grip. 


sucking so necessary to infant develop- 

, ment. Yet the milk flows as readily 

Nu from the Evenflo Nipple as it does 

at the breast. Even premature and 

weak babies can finish their Evenflo bottles before 
exhausting their limited strength. 

The excellent nursing action of the Evenflo 
Nipple is due to the patented twin air valves found 
only in genuine Evenflo. These valves automatical- 
ly admit air as the baby nurses and keep normal air 
pressure within the bottle. For a smooth start in 
life, it’s — 


Oven lo 


Amasieo*s boiling without damage. 


Most Popular Nurser Se Their wry S fo apts 
i a they are stain resistant. 
Wl : Tumblers can be furnished in 
translucent white, pastel blue, 
Kcea . INELIVES Pink or green—(pastel colors 

are not as stain resistant as white.) 


Cy, 2 ORDER ONLY THROUGH 
| SELECTED HOSPITAL SUPPLY FIRMS 


For information write 


ANCHOR BRUSH COMPANY 
AURORA, ILLINOIS 


| EXCLUSIVE SALES AGENT 
| THE BARNS COMPANY, 144A Merchandise Mart, Chicago 54, Mlinois 


NEW ALL-NYLON TUMBLER 


The Anchor All-Nylon 
Tumbler is the latest 
addition to the Anchor Line 
of quality products for 

the hospital trade. These 
convenient size (full 7 oz.) 
tumblers are practically 
indestructible—they will 
stand autoclaving or 





I THE PYRAMID 


ust as extra I " 
Mice (an admits air ana 
et Vai un rat 
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Want Advertisements 


POSITIONS OPEN 


OCCUPATIONAL THERAPIST 
to direct own program, as resident for adult 
cardiac home near New York 
City: salary plus maintenance $2500 or more, 
depending experience attractive sur- 
roundings, living Write, 
1440 Broadway, New York City, Room 2202 


Registered, 
convalescent 


upon 


pleasant quarters 


PATHOLOGIST—110-bed general hospital, 28 
bassinets; sea shore city of 20,000 located 55 
service area, 40,000 
full time basis three 
technicians: modern laboratory facilities Ap- 
ply, Director, Portsmouth Hospital Ports- 
mouth, New Hampshire 


miles north of Boston 


percentage gross income 


SUPERVISOR— Pediatric large general hos- 
pital maintaining %30-bed pediatric 
good personnel policies; advanced preparation 
Apply Director of 
Hospital, Dayton 9, 


service; 


salary 
Miami 


necessary; 
Nursing 
Ohio 


open 
Valley 


SUPERVISOR— Assistant operating room; 
large general hospital maintaining active 
surgery schedule; good personnel policies; sal- 
ary open. Apply Director of Nursing, Miami 
Valley Hospital, Dayton 9, Ohio 


SUPERVISOR—Night; for 125-bed accredited 
general hospital with school of nursing; salary 
experience Apply, Director 
Columbia Memorial Hospital, Hud- 
York 


open necessary 


of Nurses 
son, New 


SUPERVISOR 
bed general hospital with 50 student nurses 
advanced preparations; salary open, mainte- 
For further information write, Director 
Lutheran Hospital, Vicksburg, 


Surgical; for progressive 100- 


nance 
of Nursing, 
Mississippi 





SUPERINTENDENT—Medical; wanted to di- 
rect the care of medical patients and indigents 
in the Wayne County General Hospital and 
Infirmary located at Eloise, Michigan; salary, 
$8800 to $10,000 per year; candidates must 
be citizens of the United States; applicants 
must have had extensive administrative ex- 
perience in hospitals of 50 or more beds. 
Write for announcement and application to 
Wayne County Civil Service Commission, 2200 
Cadillac Tower, Detroit 26, Michigan. 


THERAPIST 
hospital; 5' 4-day 
department; experience required 
ministrator, Montana 
Great Falls, Montana 


reg.stered 240-bed 
complete charge of 
Write Ad- 
Hospital, 


Physical; 
week; 


Deaconess 


INTERSTATE HOSPITAL 
AND- PERSONNEL BUREAU 


Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


DIRECTORS, NURSING SERVICE--(a) 50- 
bed hospital for 
city, west (b) New 
beds, Michigan (ec) 
southern 


cancer research iniversity 
modern hospital; 100- 
50-85 bed hospitals 
working nd 


cities ideal living 


conditions 


Continued on page 232) 


CONTINUOUS OR STANDBY POWER 


costs you less 


per KW now 


Big savings in first cost are combined with low fuel and maintenance 
bills in Witte’s new Series AD Dieselectric Plant. Improvements have 
nearly doubled the power output of this plant . . . have cut the cost- 


per-KW almost in half. 


The new Series AD Dieselectric Plant is rated for continuous 24- 
hour service at 5.25 KVA-AC (4.2 KW-DC) for tank-cooled models 
and 5 KVA (4 KW) for radiator-cooled models. Its low cost-per-KW 
makes it an outstanding source of standby as well as continuous 


power 


This new plant consists of Witte’s improved Series AD Power Unit 
now designed for speeds up to 1800 RPM—and a belt-driven direct 


or alternating current generator. 


Bulletin 5519 gives complete details on this new Witte Dieselectric 


Plant 


WITTE ENGINE WORKS, 


Write for your copy or see your Witte dealer. 


KANSAS CITY 3, 


MO. 


Division of Oil Well Supply Compeny 


INTERSTATE—Continued 


NURSING— (a) 


DIRECTORS, SCHOOL OF 
r $350, 


Ohio hospital; 100 students 
maintenance. (b) 200-bed hospital, Pennsyl- 
vania, (c) New England; $325. (d) Florida 
$300, maintenance 


175-bed 


general and tu- 


SUPERVISORS.3-11; 11-7 


berculosis sanatoriums, Virginia to $225, 


maintenance 
EDUCATIONAL DIRECTORS (a) $250-3300, 
Nursing arts $250- f 
psychiatric teaching pr 


maintenance tb) 
(ec) Director, 
east $350 


DIETITIANS (a) New hospital, North Caro- 
lina. (b) 115-bed hospital, Florida. (c) 150- 
bed Ohio hospital; $275. (d) Chief; 185-bed 
hospital, Illinois (e) Therapeutic 275-bed 
hospital, Connecticut ; $200, maintenance 
LABORATORY 
bed hospital 
(b) 50-bed Ohio hospital; $250. 


X-ray technicians (a) 100- 


southwest, $250, maintenance 


RECORD LIBRARIANS —- (a) 150-bed hospital, 
near Cincir t $235 (b) 100-bed new hos- 
pital, Florida ‘c) 140-bed hospital, Pennsy!l- 


vania 


EXECUTIVE HOUSEKEEPERS. (a) 150-bed 
hospital, New York. (b) Large New England 
hospital; $250 (e) 


nurses’ home 


Assistant 


Director, 


Sisters’ hospital, mid-west (d) 


housekeeper 400-bed Ohio hospital 


ASSISTANT 


Large 


MEDICAL 


teaching hospital, east; 


DIRECTORS (a) 
administrative 
experience (b) Contagion hospital, mid-west 
$2000. 


Witte Dieselectric Plant Model ADRBA 


WITTE DIESELECTRIC PLANTS and DIESEL POWER UNITS 
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NEW Approved Medical 


DIATHERMY 


Designed to deliver adequate power for the 
heaviest duty and extraordinary flexibility of 
application, projects a new standard in Dia- 
thermy equipment. Can be used with any of 
the approved types of applicators—air spaced 
pads, induction cable, drums or special drum 
applicators, cuff electrodes and for minor elec- 


tro surgery. 


EASY TO USE 


A single pair of outlets 
provides connection to 
any applicator, simplify- 
ing contrcl, avoiding con- 
fusion and operating dif- 
ficulties. 


FINGER TIP CONTROL 


Easy to tune—the tuning 
adjustment requires only 
the slightest attention for 
use with any given ap- 
plicator Output power 
is controlled independ- 
ently of the tuning. 


NEW LOOK 


Modern design. Beauti- 
fully finished in  acid- 
proof baked enamel, en 
hancing the appearance 
of any office 


details on re 
Send for them to 


Further 


Cat. No. 273008 quest 
day. 


HANOVIA Chemical & Mfg. Co. 


DEPT. 315-K NEWARK 5, N.J. 
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new catalog Sa iust released give 


tested 


Here, compiled under one cover, is everything you 
want to know about floor treatments, building 
maintenance, sanitation, custodial training. MODERN 
MAINTENANCE, Hillyard’s new catalog contains a 
gold-mine of practical guidance, latest information 
available, in the field of ceiling to floor maintenance. 
This book was designed to HELP YOU plan a 
low-cost maintenance program—to keep your buildings 
in “better than ever’ condition at all times, 
Destined to become a “bible” of the industry .. . 
MODERN MAINTENANCE by HILLYARD will 
prove to be a profitable slanenae. 


Contains “how-to” guidance on every 
phase of building maintenance, 
floor treatment, sanitation 


++. how to save 50% on cleaning costs 
.+»how to reduce slipping accidents in your building 


++.how to select proper machines, equipment, to speed 
particular jobs. 


++ehow to keep down dust 


++show to remove paint and varnish without tedious 
sanding and scraping 


«+how to refinish a gym for non-slip, no-glare play 


«+show to protect your investment in expensive floor 
installations 


. +». how to treat wood floors for traffic safety 
++» bow to reline a basketball court 


--. how to seal terrazzo and cement against water, dirt, 
traffic wear. 


4x 


MAIL COUPON For your FREE COPY 


Dear Sirs: Please send me a copy of Hillyard’s new cata- 
log, “Modern Maintenance”, just off the press. I under- 
stand there is no charge. 


Building Address 
ND i settininheitintiiass 








os ee 
cae * 
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BUSINESS AND MEDICAL THE MEDICAL BUREAU 


P 0 S | T | 0 N S 0 P E N REGISTRY—Continued Burneice Larson, Director 


CHIEF NURSE—Small community hospital in Palmolive Building 
INTERSTATE—Continued Nevada; must be able to scrub for surgery Chicago 11, Illinois 
and obstetrics, do some x-ray and give minor 
ASSISTANT SUPERINTENDENTS (a) 2 anesthetics; $325, maintenance ADMINISTRATORS—Nurses. (a) New con- 
r Pa valescent crippled children’s hospital to be 
DIETITIANS—(a) For 100-bed county tuber- constructed in university medical center; pref- 
culosis hospital in the mountains northeast of erably woman with degree and orthopedic or 


bed hospital, Ohio; administrative training 
experience building ro m planned 

Accounting experience $00-bed ospits Los Angeles: $245, full maintenance, 40-hour pediatric experience; should be qualified to serve 
as consultant during construction (b) To 
take charge of home for older persons, men 
or women; $5000-36000, maintenance univer- 
sity city (c) New hospital, general, 70 beds 
nearing completion: preferably one qualified 


Pennsylvania. (¢) 175-bed hospit week (b) County hospital, 100 beds, small 


town north of Los Angeles; $250; 40-hour 

ADMINISTRATORS (a bed hospital week. (c) Assistant Administrative Dietitian 

southern Ohio ib) 120-bed hospital, south outstanding hospital in Los Angeles area; 330i 

west. (c) 50-bed hospital, Indiana. (d) 60-bed 40 hour week to combine duties with those of superintendent 

hospital, Tennessee graduate staff _ as ees — of nurses; residential town near university 

DIREC TOR OF NURSES—Private genera! counter tinleam 83606. (4) Se. Meet ext- 

hospital, 50 beds, Los Angeles; $300; 40-hour patient department, separate corporation, large 

week general hospital; Pacific Coast. (e) Executive 

director; nursery caring for needy children of 

BUSINESS AND MEDICAL REGISTRY FLOOR SUPERVISORS—Two: for small gen- pre-school age: staff of fifteen employes; enst 
eral hospital center of Los Angeles: $275, 40 MH10-2 

(Agency) hour week 

Elsie Miller, Director PHYSIOTHERAPY TECHNICIAN _.. Privat ANESTHETISTS— (a) Two; large teaching 

hospital: university medical center of south 


general hospital of 100 beds, beach city near 
553 South Western Avenue substantial salaries including maintenance (ob) 
Los Angeles; must be registered or eligibk 
Los Angeles 5, California $250 New hospital, beautifully located in Alaska 
should be experienced in giving anesthesia for 
\ NESTHETISTS— (a oe - SURGERY (a) Serub for operating room and thoracic surgery; $360-$420, maintenance, trans- 


beds, near San Francisco; $300 base salary fo 


first-aid; mining company hospital of 20 beds portation from Seattle (ce) Twenty-man 
central Nevada; $320, maintenance, including clinic, principally American Board specialists 
10-hour week, extra for call and overtime, re- comfortable living quarters. (b) Surgery and operating own hospital rollege town, south 
sults in attractive monthly remuneration. (b) obstetrics; small maternity hospital of very west. (d) General, 300-bed hospital operated 
For obstetries only; Catholic hospital, Sar good standing, located in city of 75,000 inland under American auspices in foreign country 


icciin tinea icine tenia northeast of Los Angeles: $275; 40-hour week $4800. MH10 


Continued on page 234 








Stainless Steel 
Equipment 


a 
H U pate, n Li fe : assures the utmost in Sani- 


tation and lifetime service 


* ‘ . . 
: because of its stain-and- 
is  @ |  @ | e ; rust-resisting surfaces and 





heavy gauge construction. 


Every hospital administrator knows that where Supply and Sterile Storage rooms of the HOTEL 

human life is at stake, Sanitation must be given DIEU, New Orleans, La., one of the finest hospitals 

first consideration. That's why leading hospitals 1 the South. 

: Regardless of what your requirements may be, send us your speci 
fications. Our Engineers will gladly cooperate with you in 

Line Stainless Steel Equipment. developing your plans and supplying estimates. 


An example of the latest types of modern sani- . e (1, 
tary equipment is the installation of JUST Line e 
Stainless Steel Sinks and Cabinets in the Central y 


and hospital architects prefer and specify JUS 


4610-20 W. 21st Street, Chicago 50, Illinois 
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Buffalo 


MODEL 120 
FOOD CUTTER 


Prepares Hundreds of Standard 
Dishes Better, Faster, Safer... 
at LOWER COST 


Any institutional, hotel, or restaurant kitchen can save 
enough time and eliminate enough waste with this machine 
to write off its cost many times. At the same time, menus 
can be more varied; food will be more attractive in appear- 


ance and ric her In flavor. 


In just a few seconds this powerful cutter will blend and cut 
a twenty pound batch of food ingredients to any degree of 
fineness. There is no mashing or burning, no squeezing or 
drying. All natural juices are retained in raw or cooked vege- 
tables, meat, fish, clams, nuts and similar constituents. 


A special self emptying device saves additional time and 
prevents waste. Above all it assures safety, for the operator 
never needs to reach into the bowl. All parts in contact with 
food are heavily tinned to prevent corrosion and facilitate 
cleaning. Many special attachments are available to add to 
versatility and usefulness. Write for complete details or call 
your Kitchen Equipment Dealer 


Other BUFFALO Kitchen Equipment... 


Bench or pedestal food cutters with 7 pounds to 25 pounds 
bowl capacity. Bench or pedestal vegetable slicers and 
slicing attachments for food cutters. Bread slicers—hand 
or electrically operated Ice-Cream Slicers and Potato- 
Chip Slicers 


WRITE FOR ILLUSTRATED LITERATURE 
ON BUFFALO EQUIPMENT 


a “ 
o . 
“race macwie® 


JOHN E. SMITH’S SONS CO. 


50 BROADWAY e ¢ BUFFALO 3, NEW YORK 


Sales and Service Offices in Principal Cities 
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PROBLEM 


of Desucila for Didbehit 


SOLVED 


by the makers of JELL-O 








@ It’s always a problem to satisfy the natural des- 
sert craving of patients on diabetic and reducing 
diets. D-Zerta, a truly delicious gelatin dessert, is 
a welcome answer for patients on these low-carbo- 
hydrate and low-calorie diets 

To add appetizing variety to diets, you can 
serve saccharin-sweetened D-Zerta with confi- 
dence. It has been accepted by the A.M.A. Coun 
cil on Foods and Nutrition. Available in assorted, 
delicious flavors and in packages of 6 and 20 one 
portion envelopes . . . di- 
rections and analysis of 
contents on each envelope 
Use coupon below for 
FREE professional sample 
and recipe booklet 


enc w cee ce een eeeseeessessessccstencensesssasey 
General Foods Corporation—Jell-O Division 
Dept. MH-10, 250 Park Ave., New York 17,N. Y. 
Please send me 2 free professional sample 
of improved, sugar-free D-ZERTA 


Name 
Address 


Town om State 
Over expires October 1, 1951 
eccccensasensancccanes 


=-ZERT 
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MEDICAL BUREAU—Continued MEDICAL BUREAU—Continued 


P 0 sy I T I i) N S i) P E N 350 beds; large city, southwest; must be mem- university medical center; midwest; $400, main- 
ber of FACHA. MH10-1 tenance. (h) Hospital group; new units being 
. completed, approximately 5000 beds; training 
MEDICAL BUREAU—Continued and teaching program; university medical cen- 
DIETITIANS~— (a) Director of dieteties; volun- ter. (i) Director of nursing service; general 
ADMINISTRATORS—(a) Medical; teaching tary hospital, 450 beds; staff of eight dietitians, hospital, 200 beds, United States dependency; 
hospital; position carries faculty appointment ten students: university medical center. (b) although tropical country, climate mild. MH10-5 
university medical center (b) Medical; to Nutrition consultant; duties consist of work- 
direct bureau of hospitals and medical care ing with lay and professional groups, state EXECUTIVE DIRECTOR—Federation of four 
duties consist of planning, directing state-wide department of health, university medical cen- nursing organizations founded to promote bet- 
program for licensing of hospitals, surveying ter; middle west (c) New sixty-bed general ter nursing service and welfare of nurses 
planning construction of new hospitals. (c) hospital to be opened late in Fall; southeastern 10,000 members; degree, administrative experi- 
Medical; field appointment with one of the town of 4,000. (d) Preferably Master of Arts ence, familiarity with several fields of nursing 
national associations; considerable travel. (d) n Foods, Nutrition or related fields, minimum including public health and nursing education 
Assistant medical director; voluntary hospital, of Bachelor of Arts: supervisory position, uni- required. MH10-6 
100 beds; east (e) Medical; general, fairly versity hospital, west (e) Assistant food 
large hospital, fully approved; Pacific Coast service director, college for young women, uni- 
(f) Lay: voluntary hospital, 400 beds; consid- versity town. MH10-4 


FACULTY APPOINTMENTS (a) Instructors 
for nursing arts and for teaching nursing edu- 
cation courses to graduate nurses; collegiate 
program, Pacific Coast (b) Directors, ad- 
vanced psychiatric nursing program and, also 
public health nursing: coeducational institution 
2200 students, approximately 200 in school of 
nursing. (c) Educational director, modern hos- 
pital operated under American auspices, Asia 
(d) Clinical instructors in obstetrics, surgery 
and neuropsychiatry: 700-bed teaching hospital 


erable experience required; east. (g) Lay; new 

hospital; 125 beds: town of 20,000, midsouth 

(h) Assistant administrator physician pre- DIRECTORS OF NURSES— (a) Director of 
ferred; forma! training unnecessary, but ad- school; large teaching hospital; university town 
vantageous; teaching hospital, university med- of 100,000, east. (b) To direct schools of nurs- 
ical center (i) Administrative assistant; lay ing, two hospitals; university center, east (ce) 
400-bed teaching hospital; east (j) Business State director of practical nurse training: eight 
manager, 150-bed hospital; newly created posi established regional schools; outstanding op- 
tion; New England (k) Administrator; new portunity (d) Director of nursing service and 


hospital around 100 beds, patients chiefly tuber- school; 300-bed general hospital; preferably one “ 
i (e) Educational director and, also, science in- 


structor; general hospital, 150 beds; town of 
10,000 near Chicago; $300, maintenance. MH10-7 


ilar; competent organizer required. (1) Man whose primary interest is care of patients anc 
or woman to direct outpatient department willing to delegate nursing school duties to 
large general hospital teaching affiliations educational director; Master's Degree desirable 
eastern metropolis (m) Assistant adminis- university center, south. (e) Director of nurs- 
trator: Master's Degree in Hospital Adminis- ing service; hospital and clinic now under con- MISCELLANEOUS~— (a) Infirmary nurse to 
tration, year’s internship required; 300-bed hos- struction; units of university medical center take charge of dispensary and direct program 
pital, college town, east (n) Assistant admin- outstanding opportunity (f) Associate direc- in school for boys; Chicago area. (b) Indus- 
istrator; general hospital; formal training, ex tor in charge of nursing service: general 300- trial nurse to direct health program for em- 
perience plus accounting background desirable bed hospital, medical school affiliations; mid- ployees of fashionable resort hotel; duties in- 
$7500 increasing to $10,000. (o) Administra- west (gz) Director of nursing service; new clude operating dispensary; outstanding oppor- 
tor: lay or medical; voluntary general hospital tuberculosis hospital, unit of teaching group tunity. MH10-8 


(Continued on page 236) 


Get This New Builetin! 


It has nearly 70 photographs and 


drawings of equipment you can use in 





solving your cooling problems. And 
eee a complete check list of ALL the items 


Let ws saben 
qcapment! Let 


a econ stwemseents ee ie oe you may need. 


4 mutans experience 
tocrunng and « 


Tre 


samen: This has been wanted for a long 
time. Designers, owners, and opera- 
tors are enthusiastic about it. Get your 
complimentary copy now: it will help 
you order equipment wisely. Write, 


wire or phone 








Ask for Bulletin No. 195-A 


Also Builders of Power Farming and Sawmill Machinery 
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WHITEY MOPZUM SAYS: | fr WEW buildings or 


MODERNIZATION PROGRAMS... 





TO MOP YOUR FLOORS 
RIGHT... AND QUICK 
BE SURE THAT. 


1S OW THE STICK! 





Top-kicks in mop sticks! Yes, these 
handsome, hard-working WHITE 
mop sticks are the acknowledged 
leaders in the field. They never 
shirk the toughest duty — stay on 
your job years longer. See WHITE 
mop sticks at your jobber’s — put 


them to work for you! ee <= 1 UNITS 


WHITE MOP WRINGER CO. 


(WHITE > FULTONVILLE 9, N.Y. FOR NEW CONSTRUCTION 


4 «+ « THE RUSCO PRIME WINDOW UNIT (vertical slide)— 

M '@) P S S A durable, factory-assembled, rust-resisting, Armco 

| Metal window unit that includes glass, screen, 

weather stripping, wood or metal installation mem- 

bers, self-storing insulating sash (optional). Reduces 

building costs on any type construction .. . can be 

installed in less than 50% of the time required by 

ordinary window units. A QUALITY PRODUCT, 

COMPETITIVE WITH THE LOWEST PRICE 
WINDOW UNIT ON THE MARKET. 


FOR MODERNIZING 


» + » THE FAMOUS RUSCO ALL-METAL, SELF- 

| STORING COMBINATION WINDOW— Easily 

No. 937 installed without alteration to existing 
windows. Provides screens, storm sash 


No. 937 — Steel Handle and weather stripping in one perma- 
A heavy duty mop stick for hos- nently installed unit. Patented Thermo- 
pitals, hotels, etc. — yet light | 

enough for easy handling. No lok* Closure Frame assures perfect 

Samm doce ane TC aaa alignment with existing windows. 

No. 98 — Ezefill 

Malleable i 7” head P 

Pie ne A AM ne ay iy ig RAINPROOF, DRAFT-FREE, FILTERED-SCREEN 
Free from slivers. Rust- f 

finish. Chane ease “auth a 2 VENTILATION... A FEATURE OF BOTH 

ew seconds. 





No. 90 — Tymsaver In any weather or season, occupants can enjoy this 
Curved head of malleable iron. Rusco benefit. Both lock in any ventilating or closed 
Sanded and waxed hardwood | <s " P * . 
handle. Simple adjustment. position. They're necessities for air-conditioned 
Choice of handle lengths on all ; 

WHITE mop sticks, buildings. 


Send for Catalog No. 150 THE F. CS. RUSSELL co. 


DEPARTMENT 1-MH 100 
CLEVELAND 1, OHIO 


It’s RIGHT... If it’s 


WORLD'S LARGEST MANUFACTURER OF 
COMBINATION WINDOWS 


A COMPLETE LINE OF FLOOR CLEANING EQUIPMENT | “neo. U. 8. PAT. OFF 


Vol. 75, No. 4, October 1950 





MEDICAL BUREAU—Continued SHAY—Continued 


STAFI New hospital, general, 150 beds, sched- HOSPITAL ACCOUNTANT. Southeast; 10 
iled to open in 1951, needs complete staff, i.e., bed general hospital, just completed; hospital 
director of nurses, supervisors for all depart- is well planned and complete in every detail 
ments, dietitians, record librarians, anesthetist with all modern equipment located in beau 
pharmacist, staff nurses; fashionable winter re- tiful city of 24,000 in highly industrialized 
RECORD LIBRARIAN a) To take charge o sort town, south. MH10-12 rea: must have good background in hospital 
department, general hospital, 1 accounting this is a fine opportunity $3600- 
town, short distance from New Y« y b) $4800 to start 
Chief; staff of seven; fairly large college towr 
Macs Westend (e) To elebital a. Mined SHAY MEDICAL AGENCY 


medical record department general hospit 


NURSE ANESTHETIST East; general hos 
+ pital, fully approved M.D. anesthesiologist 
150 beds recently opened for operation; medical Blanche L. Shay, Director 1 charge of department hospital located 
stall of exceptionally wel Bed JOURS ape 55 East Washington Street within easy commuting distance of New Y« 
town of 15,000, resort area, sout (d) ead City ; $350-$400 plus full maintenance 
by chief of department, one of lead- Chicago 2, Illinois 
Sas: S0ORee ponerse hospital: ect EXECUTIVE HOUSEKEEPER South 
Midwest MHI 9 DIRECTOR OF NURSING South; 200-bed IVE s uth 
host ] beautiful southern city of 
15,000; university affiliation: Degree in Nurs 
SOCIAL AND HEALTH DIRECTOR--Du vy Education preferred but degree n any 


include directing student health program, cour 0 r field will be considered; nursing school 


100-bed hospital ist completed located 

city of 25,000 with many cultural and recrea 
tional facilities take complete charge of 
department and install system salary will 


es depend on ability and exper 
seling, guidance 00-bed general hospita ast ell organized having 1€ students at pres 
MH10-10 ent; $6000 to start plus maintenance 


nelude full maintenance 


DIRECTOR OF NURSES--Middle west; 260 DIETITIAN Middle 
SUPERVISORS (a) Operating roon 04 " bed general hospital, fully approved new losis sanatorium 


irses’ residence has just been completed tion is under co 


teaching hospital; staff of 70 specialist 
esidents: service predomina as to classrooms, et« ure of the and food service 
ib) Administrative supervisor ; unusually liberal personnel policies revamped; dietary 
tal s located t beautift residentia with excellent 


aide program s00-bed teaching hos; . 
of 130,000; B.S. Degree essen- ADA 


sity town, midwest fe) Obst 
nedlntvle susetelente: S06-Rel gene a ; SHOOK lus maintenance tiar 
operated by group clinic; town of 20,000 over SUPERINTENDENT OF NURSES — South 
looking ocean; southeast. (d) Operating room ‘ 50-bed hospital located ir iniversity THERAPEUTIC DIETITIAN South: 250-bed 
general, 300-bed hospital; busy department el f 8000, a very pleasant community hospita deally located in heart of winte 
staffed, university town, middle we i vital is modern in every respect having resort area; must be well trained and qualified 
mum $4000. (e) Operating room oder os ist been constructed; excellent medical staff to reorganize department; experience in hos 
pital operated inde American u S ar nd climate $4800 plus ful pital with pay cafeteria is preferred; $300- 
MH10-11 naintenance $400 plus maintenance 


Se 


(Continued on page 238 


HERE IS THE LATEST ADVANCE IN 
o* myth 


re) 
Bracelet 
be FOR YOUR HOSPITAL! 
se aaa gia SOFT PLIABLE plastic BRACELET OR ANKLET 
se seet etc Sage Contains Mother’s name and other desired information in Pink, Blue or 
White colors 





| 
| 
. 
| 


MAKES NURSE’S JOB EASIER 
ALSO AVAILABLE IN QUICKLY APPLIED 
CANNOT COME LOOSE OR SLIP OFF 
. LARGE SIZES FOR ELIMINATES INVENTORY OF INITIALED BEADS, ETC. 
te: ADULTS EASY TO CLEAN IN WATER OR ALCOHOL 
May be used on Adult Patients A BEAUTIFUL KEEPSAKE FOR THE MOTHER 
as additional Identification in 


Multiple bedrooms, — Surgical COMPLETE KIT MAKES 144 BRACELETS 
Cases, blood transfusion cases 
morque, etc 








A plastic kit contains all necessary materials: 144 bracelets 
(72 Pink and 72 Blue) or all White if desired 





For ORDERS contact any one of these distributors: 
A. S. ALOE COMPANY MEINECKE & COMPANY, INC. 
1831 Olive St., St. Louis 3, Mo. 225 Varick St., New York 14, N. Y. 


AMERICAN HOSPITAL SUPPLY CORP. WILL ROSS, INC. 
2020 Ridge Ave., Evanston, Hil. 4285 N. Port Washington Rd., Milwaukee 12, Wisc. 
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as a hot drink... 


as a basis for cooking 


BOUILLON STIMULATES 


CONVALESCENT APPETITES 


Rich in beefy flavor, Maggi's Granulated 
Bouillon Cubes made into a delicious ‘‘broth"’ 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 
and more institutions use Maggi's Granulated 
Bouillon Cubes in the handy, economical one 
and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 

Mage palatable. 
RANULATED 
8ounton-cuBes 


Order from your supplier today. 
2 OTHER MAGGI FLAVOR FAVORITES 


Granulated 
BOUILLON CUBES 


*® Maggi’s Seasoning 
*® Maggi's Gravy Powder, Chef Style 








lCORKOLA| 


Bulletin Boards 








To help you in Trustee duties 


You may obtain a free copy out your responsibilities, 


Every hospital can use several of these 
long life attractive bulletin boards. To 
post notices to busy help—for messages 
to doctors—to instruct kitchen workers 
—and many others 


Corkola Bulletin Boards are made of a cork composition 
with a life many times longer than sheet cork. Can be 
had in natural cork color or attractive Litegreen 


Framed 


of the booklet prepared by 
Insurance Company of 
North America to assist 
you in the discharge of your 
duties as a Trustee. 

It quotes court decisions 
defining Trustee responsi 
bility for the preservation 
of properties, funds and as 
sets. It explains the impor- 
tant role insurance plays in 
protecting you as you carry 


both legal and moral. It also 
explains the services you 
may expect from Insurance 
Agents and Brokers. 

For your copy of this 
booklet, see the local Agent 
representing any one of the 
North America Companies. 
If you don’t know who he 
is, write us, and we'll see 
that he gets in touch with 
you 


and either with or without glass doors. Available in 11 
sizes from 12''x18" to 36'x60” 

Your supply house can get them for you or we will ship 
direct. Write for prices, giving specifications 


Insurance Company of 


North America 


Companies, Philadelphia 


Equipment Division 


BECKLEY-CARDY CO. 


1632 S. Indiana Ave. Chicago 16, Ill. 


Insurance Company of North America 
indemnity Insurance Company of North America 
Philadelphia Fire and Marine Insurance Company 
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“Want Advertisements 


POSITIONS OPEN 


MEDICAL PERSONNEL EXCHANGE 
Nellie A. Gealt, R.N., Director 
4707 Springfield Avenue 
Philadelphia 43, Pennsylvania 


ANESTHETIST New England; $350, mainte- 


nance 


DIRECTOR OF NURSING~—Research hospi- 


tal; graduate staff; $4200-$4800 


DIETITIAN ADA 


maintenance 


qualified to teach; $3000 


EDUCATIONAL DIRECTOR 


eral salary 


Maryland; li 


INSTRUCTORS—-(a) Clinical (b) Nursing 


Arts $200, maintenance 


SUPERVISORS— (a) Surgery; small hospital 
winter resort; $2400 plus maintenance (ib) 
Central supply oom; $200, plus meals and 


laundry 


REGISTERED RECORD LIBRARIANS— (a) 
East $200, plus meals (b) Pacific coast 
$245, plus full maintenance 


LAUNDRY 


hospital 


MANAGER~—-500-bed 


university 


No charge for registration 


g 


WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) 


Ann Woodward, Director 
185 North Wabash Avenue 
Chicago 1, IIlinois 


ADMINISTRATORS—Lay. (a) 300-bed, fully 
approved southwestern general hospital; co- 
operative staff; excellent training school for 
requires ACHA status. (b) 150-bed 
general hospital, largely industrial in scope 
very desirable city, 25,000; southwest; about 
$7000 (c) Outstanding opportunity for ca- 
pable, Spanish speaking, preferably Catholic, 
man; important, large, psychiatric sanatorium 
tropical 
150,000. (d) Brand new 100-bed general, open- 
ing soon; city of 16,000; east central. (e) New 


nurses 


American island dependency: city, 


small general hospital with excellent facil- 
ities including fine laboratory and x-ray depart- 
ments; Pacific northwest coast. (f) Well 
equipped, fully approved, medium size genera! 
voluntary hospital; pleasant Pennsylvania com- 
munity (g) Fairly large hospital opening, 
three months; scenic southern area; will serve 
population 33,000; requires individual with hos- 
pital administrative residency 


A DMINISTRATORS— Medical th) Fairly 
large, entirely charity county hospital, general 
in type; California community 7000; excellent 
house on hospital grounds; $9000-$12,000. (i) 
s00-bed west-coast general hospital; should have 
some formal didactic training in hospital ad- 
ministration; duties chiefly administrative (j) 


(Continued on page 240 











WOODWARD—Continued 


Assistant, large southern teaching general hos- 

al; Degree in Hospital Administration de- 
sirable. (k) Clinical director and administrator 
small tuberculosis hospital; about $10,000 plus 
maintenance for superior doctor; large New 
England metropolis. (1) Long established con- 
valescent home now broadening scope to in- 
clude long term illness; approximately 50 pa- 
tients; requires doctor capable of assuming full 
charge of changing over; about $6000 plus 
maintenance. (m) Chief of staff who will be 
primarily interested in clinical aspects of out- 
standing western group of 24 men; should be 
experienced surgeon or internist; every medical 
advantage; about $15,000. (n) Large eastern 
general, adding 350 beds; excellent staff and 
equipment; may be recent medical graduate in- 
terested in administration. (0) 360-bed eastern 
hospital predominately orthopedic in scope, re- 
quires assistant. 


PLACEMENT BUREAUS 


ZINSER PERSONNEL SERVICE 
Anne V. Zinser, Director 

Suite 1004--79 West Monroe Street 

Chicago 2, Hlinois 

We have many good openings for Directors of 

Nurses, Instructors, Supervisors, Dietitians, 

Medical Technicians, Record Librarians and 

Staff Nurses If you are looking for a posi- 


tion, please write us 


Note: Arrowheads 
indicate 
threaded joints. 
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YOU DON’T NEED A 


id 


MUC/LOFCOPEe 


TO DETECT HIGH 


| FLOOR 
i MAINTENANCE 
f (@ COSTS! 


Floor maintenance costs loom large on your monthly budget, 
if you now use expensive hand-mopping or an old-fashioned 
floor machine. A free demonstration of the new, modern, 
Lincoln machine designed especially for your floor areas 
will prove that BIG SAVINGS await you! 


Lincoln RUG and 
CARPET SCRUBBER 


Truly a revelation to see the frothy shampox 
restore the true color and lustre to your 
rugs and carpets. Yes—this Lincoln does 

Single 
the complete job without removing rugs Dise 
or carpeting. Add disinfectant to the 
solution to promote sanitation. Also 
available without tank and fittings 
as a single disc Lincoln Scrubber 
and Polisher. Write for details 


Lincoln Portable 
VACUUM CLEANER 


Quiet operation. Has powerful wet or dry pickuy 

Eleven (11) accessories extend its use for cleaning 
walls, drapes, venetian blinds, upholstery, machinery 
Best method of open 

ing clogged drains 

and sinks. Needed 

everywhere. Try it 


Floor 
Serubber 
and 


Polisher 


’ 


Lincoln AUTO SCRUBBER 


Easy to try. Easy to 
buy on convenient 
terms (like rent) if 
you choose. Imagine! 
One man and a Lin 
coln Auto Scrubber 
will scrub and vacu 
um up to 400 sq 
ft. per minute! If 
you have large cor 
ridors and want a 
machine that will 
do the work of four 
hand moppers in 
much less time, 
write tor a_ tree 
demonstration 


WRITE DEPT. 10 FOR REPRESENTATIVES IN ALL PRINCIPAL CITIES 


FLOOR MACHINERY COMPANY 
1256 WEST VAN BUREN ST. CHICAGE tuIN 


Wortd’s Manufacturer of the Most Complete Line of Fileor Maintenance Equipment 
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FULLY AUTOMATIC 


Improperly washed silverware 
can spread diseases: 


VINCENT’S ANGINA (trench mouth) 
STREPTOCOCCI (septic sore throat) 
B type—scarlet fever 
L type 


TUBERCULOSIS 
DIPHTHERIA 


The above are on the highly probable list of diseases 
that can be transmitted with silverware as the vehicle. Other 
disease organisms found in feces, urine, and infected genital 
organs may be transmitted by hands to silverware because of 


poor personal hygiene. 


TYPHOID 
DYSENTERY 
SYPHILIS 


PARATYPHOID 
(bowellary) 
GONORRHEA 


SALMONELLA 
DYSENTERY 


(amoebic) 


That's why it's so important 
to use a FOLEY. 


WHY? 


Only a 
give you absolute 


Foley can 
sanitation on volume 
production of clean 
silver! . . . up to 


4,500 pieces per 
hour. 


CLEANS 
STERILIZES 
DETARNISHES 
DRIES SILVER 
SPOTLESSLY ! 


With bacteria counts ranging from 5 down to zero. 


The Foley sterilizes so completely that no board of health 
Furthermore it DRIES, 
lt detarnishes. 


has ever questioned it. eliminating all 


toweling and towels. Eliminates detarnishing 


compounds and the labor of detarnishing. If you value clean 


silver service and saved labor, write at once for information. 


FOLEY-IRISH CORP. 


3! Washington Street 


Brooklyn |, N 








_ Want Advertisements 


PLACEMENT BUREAUS PLACEMENT BUREAUS FOR SALE 


PERSONNEL BUREAL ALLEN AGENCY NURSING AND MEDICINE 


MEDICAL-DENTAL 
We have in stock every nursing or medical 


512 Kales Bldg. ' 
OF SPOKANE book published. Lowest prices wtih unexcelled 


Detroit 26, Michigan service. Write Chicago Medical Book Company 

Congress and Honore Streets, Chicago 12 

We have good opportunities in Michigan and Illinois 

the mid-west for medical personnel in all 20-BED WELL EQUIPPED HOSPITAL; pri- 
vately owned; member of A.H.A.; Blue Cross 

fields. Our service is confidential and carefully senewvell nestten' eteilt seutieiies Steiandl 


Many Good Positior n All Medical Spec Ities 

county seat town; serving large trade terri- 
supervised by Esther Allen, Owner. 
tory; reason selling, settlement of estate; 


terms cash. Mary Newman, M. D., Cassville, 


FOR SALE — 
inne etnies Sa 


BROWN’S MEDICAL BUREAU ) a ee ee ee ee INSTRUCTION 


East 42nd Street 
hospital and laboratory. Write for hat you JERSEY CITY MEDICAL CENTER SCHOOL 
New York City 1 OF NURSING offers to qualified graduate 
seeking position or personnel want or Deve cnr sole nurses a four-month course in operating room 
technic Full maintenance and stipend 

Gladys Bro Owner-Director , . 
" ; bs seas HARRY D. WELLS vranted Apply to Director of Nurses, Jer- 


Not Charge ley ‘ 400 East 59th Street, New York City sey City Medical Center, Jersey City, N. J 


Continued on page 242) 


Yes, the “right angle” shape has much 
to do with the popularity of WITT 
CANS. The straight sides assure extra 


that ma kes resistance to rough handling and are 


' further strengthened by the deep rolling 
the difference \ corrugations, which run the full length 
of the body, rugged heavy gauge steel, 
and top and bottom structural steel 
bands. Rust proofing is insured by a 
hand hot dip galvanizing process. The 
pinch-proof handles and sturdy one-piece 
top completes the WITT CAN except 
for the famous Quality Assuring Guaran- 
tee—WITT CANS outlast ordinary 
Cans 3 to 5 times. 





: WITT CANS 
STRAIGHT SIDES provide rugged strength. . . greater re- aoe the Aight ting, 


sistance to rough handling . . . longer wear 


en en ee ee ee 
wel se ath nls Milian ht i ee hla 


THE WITT CORNICE COMPANY 
Cincinnati 14, Ohio 


“Originators of the Corrugated Can” 
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Send for your Copy today 


This new Hill-Rom catalog presents an entirely 
new and modern line of hospital furniture, built of 
both wood and metal and incorporating many new 
ideas in design, construction and finish, with im- 
provements and refinements that make for better 
service, greater convenience and easier cleaning. 


New, Modern Room Groupings—Two new room group- 
ings, one in Pencil Stripe Walnut, the other in Rift Oak, 
with beautiful new designs in beds, bedside cabinets, 
dressers, flower tables, overbed tables, arm chairs, 
straight chairs, ottomans—in fact everything needed in 
the modern hospital room. Frames and legs are of satin 


finish aluminum 


New Trendelenburg Springs—T wo new Trendelenburg 
Springs—a two-crank model and a crankless automatic 
model, both of which are mechanically as perfect as the 
popular Hill-Rom Gatch Spring and are easily adjusted 
to any desired position 


Your copy of this new catalog will be sent on request 


HILL-ROM COMPANY, INC. « BATESVILLE, INDIANA 


@ HILL: ROM 


* turuttura for lhe Molen . Hoirdad 
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J J 
No. | in Operating Ease! 
It’s the industry's most perfectly 
balanced floor machine — distrib- 
utes weight most efficiently for 
fatigue-free operation! 


No. 1 in Cost-Cutting! 


Generals are famous for doing the 
toughest jobs fastest! They’!! slash 
your maintenance bills! 


No. | in Durability! 


Engineered for continuous duty 
over long hours! Careful selection of 
finest materials plus high-precision 
tolerances assure you of trouble 
free service! 


REFINISHES! 
= CLEANS) 
sSMPags 


tes, 


J 
No. I in Economy! 
All brushes built and designed in 
General's own factory—fully packed 
with the best long trim bristles for 
longer life, extra economy! 


No. | in Versatility! 


Works wonders on wood, asphalt 
tile, marble, rubber, linoleum, cork 
— beautifies and preserves any kind 
of floor! 


No. 1 in Value! 


With over 30 years of floor machine 
experience, our engineers have 
made General the ultimate in floor 
machines — by far your greatest 
value and No. 1 buy! 


GENERAL'S LONG RECORD OF FLOOR SUPREMACY 


assures you of the finest floor machine for your money. What's 
more, you get the Industry’s most complete line to choose from. 
Sizes for every need and budget—from 12” to 18” brush spread 
—twin-brush or single-brush models 


GENERAL 
World’s Finest Floor Machines for Homes, 
Business, Industry, Institutions 


FREE DEMONSTRATIONS 


| ¥O OBLIGATION—WRITE TODAY! 
« REPRESENTATIVES COAST-TO-COAST! 


ee eee ae eran enemas enanassnenenapenenenenanas 
GENERAL FLOORCRAFT, INC., Dept. 1110, 421 Hudson $t., New York 14,N. Y. r 


i Without obligation, Nae—— 
show me on my own 
floors how General O8GsNIZATION 
con cut my floor main 


tenance bills Anson 


Crv— 


Tisansemannesememnetecinamamanamationnmemnenainemaminanee 
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SCHOOLS—SPECIAL 
INSTRUCTION 


‘he PROVIDENCE LYING-IN HOSPITAL 
iTer t qualified graduate nurses a four 
months supplementary clinical course in Ob- 
stetrics. Full maintenance and a stipend of 
$60 a month is provided. For full information, 
apply to the Director of Nurses, Providence 


Lying-in Hospital, Providence 8, Rhode Island. 


SCHOOL FOR LABORATORY TECHNICIANS 

Duration of course, 1 year. Tuition, $100.00; 
approved by the American Medical Agsociation. 
Laboratories, Barnes Hospital, 600 S. Kings- 
For further information, write the Director of 


highway, St. Louis. Mo 


THE CHILDREN’S MEMORIAL HOSPITAL 
offers a six months’ course in Pediatrie Nurs- 
g to qualified registered nurses. Classes en- 
rolled in July and January. Full maintenance 

provided For complete information write 


yn Ave 


Photo Courtesy 
Brooklyn Hospital 


The MARGARET HAGUE MATERNITY 
HOSPITAL, The largest hospital in the coun- 
try offers the following to registered, profes- 


sional nurses of accredited schools: 


Four Months’ Course: 

Included are obstetric lectures, nursing 
classes, techniques, laboratory science, nutri- 
tion, mothers’ health and socio-economic as- 
pects. Supervised experience is given in ante- 
partal, intrapartal, postpartal and newborn 
infant care with a minimum of twenty-five 
hours of clinical instruction. Students may 
elect one month’s experience in premature nur 
sery, formula room, isolation, antepartal or 


elinie and field service 


Six Months’ Course: 

Following the above program, a two months 
course is offered to students who have demon 
strated potentialities for head nurse responsi 
bilities. It includes instruction in principle; 
and methods used in clinical teaching progrin 
und ward management. Students plan and con 
duct their program of clinical instruction wit! 
the head nurse and serve as assistants. The 
are directed and supervised by the instruct 


of the course. 


Classes admitted « r other month begin 
ning February. Maintenance and stipend ot 
$75.00 per month granted. Write for catalozue 


Address Rose A. Coyle, R.N., 


Nurses, 88 Clifton Place, Jersey City 4, New 


Director of 


Jersey 


Continued on page 238) 


—-NO DOUBT 


ABOUT ir! 


There’s no chance of a baby mix-up 
when DEKNATEL “Name-on” Beads 


are sealed on at birth. These attractive, 


sanitary identification beads carry the 


C 
¢ 
Sy 


baby’s surname indestructibly. Not 
affected by washing or sterilizing, they 
stay on until cut off when the baby 
leaves the hospital. Used for a quarter 


century by leading hospitals through- 


out the country. 


DEKNATEL 


THE ORIGINAL “NAME-ON” BEADS 


Made in U.S.A. by 
J. A. DEKNATEL & SON 
Queens Village 8, (L.1.) N.Y. 
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FRACTURE APPLIANCES | So flire 7 


° ° “To protect the floors and simplify 

De Puy Pe VIC S { n Gg maintenance,” would be a leatell an- 
swer. However, these purposes can 

: ‘ be served, and still the frequency of 

Fits Over Any Hospital Bed waxing can be reduced, by using The 


Finnell Hot-Wax Process. In this 


“Two Positions in One” process, Finnell-Kote Solid Wax is 

- 4 used, and it is applied mechanically 

A heavy single bar, with notches with Finnell Equipment. ‘ 
to accommodate the safety tri- | NH : 

| ot-waxing affords greater penetration, and 

angles to suspend and balance thoroughly utilizes the wax solids. Hot- 


the weight of the patient as it | waxing with Vinnell-Kote, whose genuine 
ts hans on the sling | wax content is three to four limes greater 

F than average wax, produces a finish unique 
in wearing and protective qualities. Shows 
substantial savings in labor costs, on a year- 
to-year basis, as a result of fewer applications 
required. Finnell-Kote is heated ina Finnell- 
Kote Dispenser attached to a Finnell 
Machine. The melted wax is fed to the floor 
through the center of the brush ring, and is 
uniformly and rapidly spread by the revolv- 
ing brushes. Sets in less than ten seconds. 
Polishes to a beautiful, non-skid finish, Con- 
tains genuine Carnauba. The machine shown 
below is a Motor-Weighted Finnell that can 
be used to apply wan, polish, wet- and dry- 





serub, scrub rugs, steel-wool, sand, and grind! 


For consultation or literature, phone or write 
One of the most y : , a nearest Finnell Branch or Finnell System, 
practical pelvic : ~ k - | Inc., 1410 East Street, Elkhart, Indiana, 
slings on the “ ied Branch Offices in all principal cities of the 
init United States and Canada. 


FINNELL 
Various adjustments in height, due to the tubing 


of the fabric, can be made by slipping the safety ; ; 

triangles in proper position. The sling may be \F 3 THE Fénwell 
hung in a vertical position or crisscross to produce HOT-WAX PROCESS 
lateral pressure on the pelvis. A coil spring is ' is 

placed on the suspension loop to avoid shock to 

the patient. 


No. 306 A 
No. 306 B 


Write for fracture catalog. 
Over Fifty Years of Service to Hospitals. 


De Puy 


MANUFACTURING COMPANY 


Warsaw, Indiana 


FINNELL SYSTEM, IMC. \ 


Pioneers and Specialisls in PRINCIPAL 
FLOOR - MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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what does your patient think? 


That you treat him well, do every- 
thing | in your power for him, 
charge him little indeed for what 
you give? He will think so if he 
understands all he gets from your 
hospital in professional competence 
in facilities and in general good 
care. Place the little booklet, “Hos 
pitality,” in his hands—make him 
appreciate everything your hospital 
does and is prepared to do to help 
him get well quickly. Used as pub 
lic relations tool No. 1 by hospitals 
serving over 800,000 patients 
per year. Annual printing for 
1950-51 just off the press—a 
limited supply available 


nore we 


. > 
ky RS 


“¢ 
i wouritast WIRE FOR SAMPLE—PRICES 
oe - —_ ~ 


MCGUIRE JOHNSON AND ASSOCIATES 


Chicago 10, Illinois > 
. 


1406 North LaSalle Street 








K\FA 


Swedish Stainless Steel 


SURGICAL INSTRUMENTS 


Durability-Balance-Strength 


These quality instruments are now available 
to surgeons and hospital buyers from stocks 
in New York City through selected hospital 
and physician supply dealers 


KIFA 


Instruments are handcrafted by Swedish in 
strument makers who have devoted their 


lives to this work 


KIFA 


Instruments recognized as of the highest 
quality in Europe for 39 years now stocked 
in quantity and distributed in the U. S. by 
A. JOHNSON & COMPANY, INC. 
Sole distributors U.S. and Canada) 
630 FIFTH AVENUE, NEW YORK 20, N. Y. 
Visit our booth at the Clinical Congress 


of the American College of Surgeons 
to see our full line 








Despatch 


ELECTRIC STERILIZERS will 
provide thermostatically con- 
trolled temperatures to 400° 

. reinforced body with 
double-steel walls and doors 

easy-loading adjustable 
shelves 3-heat switch for 
fast or slow pre-heating 
low operating 
cost 


Positive sterilization guaranteed. Heat pene- 
trates rapidly to destroy bacteria on instru- 
ments, glassware, needles. Designed to meet 
the usual requirements of hospitals, labora- 
tories and medical depots. Easy to operate 
—just turn the switch and set at the desired 
heat. Six capacities, 110V or 220V AC are 
available for quick delivery. 


Ask for 


BULLETIN NO. 110 


3 


earthed | ITI 
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ESPATC 


ate 333 DESPATCH BLDG 
fz) neck MINNEAPOLIS 14, MINN 


The ONLY fully guaranteed 
tear-resist plastic 
bedding protectors made 
WITHOUT A SINGLE STITCH! 


(Even the zippers are welded on plastic!) 


ONLY 100% ELECTRONICALLY WELDED 
VINYLITE PLASTIC 


«MATTRESS COVERS 
*PILLOW COVERS 
«SURGICAL APRONS 


Write for Price List and Samples 


PHILMONT MANUFACTURING CO 


HOSPITAL DIVISION ENGLEWOOD, N. J 
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aDONd ever tit ‘ HERRICh 


STAINLESS STEEL REFRIGERATORS 


EQUIPMENTS aranrecy | © PERFORMANCE-PROVED 


SUPPLIES FOR YOUR HOSPITAL 


No matter what you need — from front door to 


. 7 o 7 
oe Louisiana State Universit 
Ranges — furniture — linens — utensils — janitor y 

supplies — dishes — silverware — glassware — 

see goods — chinaware — uniforms — plastic IN BATON ROUGE 

ware, etc. — yes, everything INCLUDING the kit- 

chen sink (we've got that, too!) Everything required 

where people eat, sleep, drink or play — and 

each item sold on a guarantee of satisfaction or 

money back. Please check up! — Surely you need 

something NOW. 


if a DON salesman isn’t around to- 
day, write us direct. Or—in Chicago 


PH thd Fay 
- ram | 


A 
— phone us (CAlumet 5-1300).When s - 
it's DON— it's DONE! “ie ny e a 48 ir: ‘ 


= 
oi 


eowarv DON « company. 
Peete 14 | 2201 S. LaSalle 
CHICAGO 


Above: General view of Louisiana State University. 
Below: A section of the L. S. U. kitchen showing one of 
three HERRICK Stainless Steel Refrigerators installed 
there. This modern kitchen contains two 10-door and 
one 8-door double-front pass-through HERRICKS. 


Buy Qu ality 


“N e, 
bor SCONOMY 


The Longer-lasting linens you 


get at B AKER are expressly tt ty Hearty appetites at L.S.U. are satisfied by an abundance 
: , iain oe of food from a modern kitchen designed to handle some 
woven for service. They pay 7 : . - 

6,000 persons per meal. To maintain the required volume 
at peak flavor, three HERRICK stainless steel Refrigerators 
stay constantly on guard. These versatile HERRICKS chill 
and purify the air surrounding the food...hold it at 
correct humidity. Whether you serve large numbers or 
cater to a select few, you'll find HERRICK unequalled for 


superb performance. Write for name of nearest supplier. 


off in lower linen costs. 


HERRICK REFRIGERATOR CO. « WATERLOO, IOWA 


DEPT. M. COMMERCIAL REFRIGERATION DIVISION 


HERRICh 


Vol. 75, No. 4, October 1950 








JOSEPH 
GODER 
STEEL 
ENCASED 
DESTRUCTOR 
for 


Cremation of pathological material, 
animal carcasses, cage cleanings, etc. 


Specified by Ellerbe & Company, 
Architects and Engineers, for 
Mayo Foundation Institute 
of Experimental Medicine 
Rochester, Minnesota 
d and | 





Manufactured, D talled by 


JOSEPH GODER INCINERATORS 
Plant and Office 
5121 N. RAVENSWOOD AVE. 
CHICAGO 40, ILL. 


(NOT ASSOCIATED WITH ANY FIRM OF SIMILAR NAME) 

















Another safety feature 

















End Guard Rail 


Quickly attached to any round o1 square tube bed the 
Hall End Guard Rail prevents a patient crawling out 
the foot. When combined with High Sides it affords 
the utmost security. Swivel fasteners have wing thumb 
screws and are leather lined, as is the center support. 
For detailed information on the End Guard Rail 
and other approved hospital furniture write 
FRANK A. HALL & SONS 
Since 1828 
200 Madison Avenue, New York 16. N.Y 
Factories at 120 Baxter Street. New York and Southfields. N. Y. 
HALL BEDS WEAR LONCEST—CIVE BEST SERVICE 





HEPAKD 


HIGH DEPENDABILITY 
GREATER ECONOMY 
LESS MAINTENANCE 


Built up to a quality—not down 
to a price. SHEPARD Eleva- 
tors offer you high dependable 
service at low maintenance 
costs. For that new elevator 
you're planning or tie od one 
you're modernizing — consult 
SHEPARD Engineers. Write 
for 58-page Elevator Planning 
Book. 


t 


KK 








; THE SHEPARD ELEVATOR CO. 
2441-J Colerain Ave., Cincinnati 14, O. 


CLEVATOKS 


Give the 
VOLUNTEER ForuM 


TO THE MEMBERS OF YOUR 


Governing Board 


The ‘Volunteer Forum” contains a group 
of carefully selected articles (taken from 
current issue of The MODERN HOSPITAL) 
that have been briefed and digested to 
save time of the trustee. 


Price: The charge is five cents a copy per month. 


Minimum order is for five copies monthly. 


Published by 


The MODERN HOSPITAL PUBLISHING CO., Inc. 
919 N. MICHIGAN CHICAGO 11, ILL. 


The MODERN HOSPITAL 





Send for this Helpful Bulletin wm? for shade 


where 
you want it 





it) mes 


FURNITURE 
and 


Loom 


Layouts 


\\ 


it 


Pe The shade for COMPLETE LIGHT 
CONTROL—provides shading and pri- 
vacy, without eliminating light and air. 
Not only this, but ATHEY shades will 
mean savings to you, for they need 
practically no maintenance and will last 
from 15 to 20 years. Flameproofed, too, 
if desired. For full particulars, write... 


Mihey. SHADE CO. 


FICHEN LAU Bh ' 372 East 162nd St., New York 56, N. Y. 


For Better Furniture affiliated with Bronx Window Shade and Awning Co., nc 


(established 1897) 
3501 eae te 1, PA. manutacturers of Venetian Binds & Bamboo Window Shades 


~ 
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SELF 


OPERATING | usr te STOP 
pasion HOT WATER 
COMPLAINTS! 


Prevent danger of OVERHEATED 
- water. Use a POWERS No. 11 Tem 
YOUR perature Regulator on water heaters 


Fuel savings alone often pay back 


copy of The MODERN HOSPITAL : their cost 3 to 5 times a year. Often 
: : r ay give 10 to 25 years reliable service 
with your associates! ’ imp Overheated water also speeds up 


lime deposits in pipes, increases 


Those responsible for the efficient m repair bills. Powers Regulators 


operation of the various services 
within the hospital will appreciate 
an opportunity to see The MOD- 


will help 
reduce this 


| trouble 


WRITE FOR 


ERN HOSPITAL with its many Siz “oo : women BULLETIN 329 
helpful suggestions. : ae THE POWERS REGULATOR CO. 


2770 GREENVIEW AVE., CHICAGO 14 #4 
Pass it around—share your copy of ; me \./ NEW YORK © LOS ANGELES @ TORONTO 


The MODERN HOSPITAL with Offices in over 50 Cities * Established 189! 
those who like yourself want to 





make your hospital even better. 





No. 11 REGULATOR for Steam-heated Water Heaters 
Hot Water Line Control @ Dishwashers, Steam Tables, Cooking 
Kettles, Coffee Urns @ Storage Rooms @ Drinking Water Cooling 
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The Means to 


All Ends... 


The new HARD Trendelberg Gatch Spring offers 
you the means of fitting the finest and newest 
contribution to patient-comfort to many different 
styles and types of HARD-made bed ends. 
It brings into your hospital the most modern 
convenience, both for the patient and for easy 


operation by your nursing personnel. 





















































































































































With the new TG Gatch 
16 treatment posttions 
are quickly attainable. 
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} WANUPACTURING 00. 


Founded 1876 Buffalo 7,.N. Y, 
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“Nite-Glowing” Thermostat 


Thermostat 
that 


The Honeywell Hospital 
has “Nite-Glowing Dials” can be 
total 


and 


adjusted with 


The 


thermometer 


read and Case m 


darkness. temperature setting 
with 


high intensity radium so that numerals 


scales are painted 


and indicators are clearly visible without 


other light. Special plastic magnifiers 
mounted in both scale openings improve 
their legibility and avoid errors in set 
ung. 

With the new thermostat room tem 
peratures in private rooms, wards and 
nurseries can be read and changed easily 
with minimum disturbance of patients. 
\ specially camouflaged knob, almost 
the the 
cover, provides a simple, toolproot way 
lock 
type adjustment isa atlable if preferred 
the adjustment 
knob discourages tampering. Minneapo- 
lis‘ Honeywell Regulator Co., Dept. MH, 
2820 Fourth Ave. S., Minneapolis 8, 


Minn. (Key No. 729) 


completely recessed in end of 


to change temperature settings \ 


but new design of the 


Holcomb Seal Remover 


\ new method of removing old seals 
the Hol 


includes a 


from wood floors is offered in 


comb Seal Remover which 
chemica 


“pick-up 


Use of the product 


non-toxic, non nflammable 


seal remover and a_ special 


ibsorbent material. 
involves three simple operations: apply 
ing the chemical seal remover, spreading 
the absorbent material and sweeping the 
loosened seal off the floor. 

Holcomb Seal Remover is effective on 
any wood surface on which there 1s a 
finish of varnish, lacquer, shellac or seal 
It may be used repeatedly without dam 
age to the floor, | 


used on old 
whether 


may be 


tloors smooth or irregular in 


surface, requires only a wire brush tor 


the scrubbing machine for application, 
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and is safe, fast and economical to use 
J. I. Holcomb Mfg. Co., Dept. MH, 
Indianapolis 44, Ind. (Key No. 730) 


X-Ray Timer 


Picker Darkroom Reminder 
made of a 


The new 
Timer is one-piece heavy 
casting, making it heavy enough so that 
it will not tip easily. It is made to resist 
corrosive chemicals and has sunken nu 
merals in bold face yellow-orange on 
an etched stainless steel dial, thus mak 
ing it a dim light. A 
handy chart on the dial indicates the 
correct development graduation for any 
temperatures from 62 to 74 degrees. 


easy to see in 


The the 
pointer is set to the desired developing 
The 


that the technician can get a 


timer winds itself when 


time pointer 1s larg 


e enough so 
firm grip 
It turns easily and has a quick-stop ad 
justable stop. Picker X-Ray Corp., Dept. 
MH, 300 Fourth Ave., New York 10. 
(Key No. 731) 


Glassware Marker 


\ new carbide 


marking glassware permanently is now 


tungsten pencil for 
available. Only slightly below the dia 
the 


carbide is less expensive and comes to ; 


mond on hardness scale, tungsten 
definite point. The point is permanently 
mounted in a knurled steel pencil shaft 
and is protected by a cap for carrying 
in the pocket. The pencil can be used 
laboratory chores, in 
cluding marking and scoring. Fisher 
Scientific Co., Dept. MH, 717 Forbes 


St., Pittsburgh 19, Pa. (Key No. 732) 


for a variety ol 


Chest Respirator 


A new type portable respirator has 
been introduced as the Fairchild-Huxley 
Chest Respirator. It is designed spe 
cifically to produce artificial respiration 
for cases of respiratory paralysis such 
as sometimes occurs in poliomyelitis and 
drug or gas poisoning. The cuirass, or 
plastic vacuum chamber which fits over 
the available in two 
short and long. The short cuirass cov 
from the clavicle to the 
diaphragm. The longer model extends 


chest, is models, 


ers the chest 


from the clavicle to the pubic region. 
The respirator is adjustable by means 
of a turn-buckle control bar so that the 
flexible edges of the cuirass are fitted 
to the contour of the body of each pa 
tient. The cuirass is supported on either 
side by two legs which rest on the bed 
and absorb the additional weight of at 
mospheric pressure on the patient while 
helping to reduce the weight of the 
cuirass itself. The cuirass is ventilated 
by means of a specially developed sponge 
rubber edging to minimize perspiration 
irritation of the skin 
under the rubber edging. The unit ts 
light weight and transparent, quick and 
and in normal 
An electric tachometer 
on the pump permits setting and main 
taining the respiratory cyclic rate. Safety 
features include an oversized bellows and 
an automatic bell which sounds 
in the event of power failure. An emer 
gency hand crank permits operation of 
the unit in the absence of power. Both 
sizes can be adapted tor use on patients 
from infants through all adult sizes. 


and consequent 


easy to fit, use has no 


bands and straps. 


alarm 


Fairchild Camera & Instrument Corp., 
Dept. MH, 88-06 Van Wyck Blvd., Ja- 
maica, N. Y. (Key No. 733) 
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Airvent Canopies 


LL 


Slanting type and de luxe type Air 
vent Canopies are available for installa 
8 and 12 roll Super-Sylon 
or Streamline Flatwork 
Super-Sylon and Streamline Ironers and 
over most other makes of flatwork iron 
ers of equivalent size and type. They are 


tion over 4, 6, 


Ironers, over 


designed to remove steam vapors and hot 
humid air liberated by the machines, thus 
reducing operator fatigue and encourag 
ing increased production. Mounted over 
the rolls of the Hatwork ironer, the Air 
vent Canopy protects padded rolls trom 
dust and lint and acts as a safety guard 
rolls. 

\ large 
driven by 


for 
multi-blade fan, 
a ball bearing motor, draws 

the dratt, 
ventilating the entire area around the 
Air canopy 1s 
discharged through an exhaust connec 


capacity, 


air toward ironer without 


ironer. drawn into the 
tion at the top to an exhaust duct leading 
\irvent Canopies 


roll ironers have two individually 


outside the building. 
tor 12 
motor driven fans and separate discharge 
outlets. A special power-operated de 
vice raises and lowers side and end panels 
of the de luxe type Airvent Canopy for 


rolls and for maintenance ot 


the 
raised and lowered 


access to 


ironer and those of slanting type 
\irvent Canopy are 
Both types of are 
supported by framework. The 
American Laundry Machinery Co., Dept. 
MH, Cincinnati 12, Ohio. (Key No. 


734) 


manually. canopies 


steel 


Pumps 


Two new pumps have recently been 
announced. The newly designed vacuum 
pump has been introduced to save space 
The Dunham Model C 
Vacuum Pumps are extremely compact 


in boiler rooms 


and are so designed as to give increased 


protection trom surface water and splash 
Inlet 
enabling 


of floor cleaning operations con 
level, 
tank to be built into 
tank. The Model ¢ 


unit with a 


nections are at a low 
the 


the air 


accumulator 
separating 
is a self-contained unified 
control panel on the front of the pump 
The CHV 
densation Pump is also a 
which 
stall. 


two bolts, eliminating the 


new type Dunham Con 


compact unit 


Saves space and is easy to in 


It is anchored to the floor with but 


} 
need tor bed 


plates and bars. The pump ts rigid and 
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sturdy with electric motor units 
ported by the heavy gauge copper-bear 
ing steel tank. Motors are mounted well 
above floor level for protection. The 
pumps are available in single or duplex 
units. C., A. Dunham Co., Dept. MH, 
400 W. Madison St., Chicago 6. (Key 
No. 735) 


sup 


Multi-Purpose Cart 


baskets set in a frame of 


rolled 


Two wire 
%, inch 18 gauge 
tubing, chrome plated 
maintenance, with 3 inch composition, 


cold welded 


steel for easy 
swivel type casters, provide a handy cart 
for practical use in most hospital de 
partments. Known as the Wilro Multi 
Purpose Cart, the unit has a handle 
for easy and the _ baskets, 
which are finished with bright zinc plat 
ing, are 14 inches wide, 24! 
and 6 inches deep. It is also available 
with aluminum baskets, with anodized 
handles, 14144 inches wide, 23 
and 6 inches deep. 


propulsion 


inches long 


finish 
inches long 


The cart is sturdy and strong so that 
it will hard usage and will 
It is light in weight 

easily and maneu 
It should 
especially useful in central supply, sur 


withstand 
1 

give long service. 

moved 


and can_ be 


vered in small space, prove 
gery, stock room, dietetic department, 
and many other areas in_ the 
hospital. Will Ross, Inc., Dept. MH, 
4285 S. Port Washington Rd., Milwau- 


kee 12, Wis. (Key No. 736) 


nursery 


Utility Window 
Hot 


used in the new Fenestra utility window 


rolled steel casement sections are 
which has been entirely redesigned. The 
open-in sash does not protrude over lot 
lines when used along drives, alleys or 
street fronts. In restrooms, the top open 
ing sash with pri 
The a weather-tight 
unit and comes completely packaged. It 


prov ides ventilation 


vacy. window is 
teet 
inches 


s standardized in one size only, 


43, inches wide by 3 feet 6% 


20 inches 


high, with two lights 15 by 
and two lights 15% by 19% inches. It 
is especially designed to fit concrete 


block construction. Detroit Steel Prod- 
ucts Co., Dept. MH, 2250 E. Grand 
Bivd., Detroit 11, Mich. (Key No. 737) 


Speedy Binder 


A quick, easy, economical way to keep 
paper covered pamphlets from being 
mutilated is offered in the new Speedy 
Binder. It consists of smooth finish, light 
green, durable Pressboard covers with 
dark green binding cloth covering a 
hinge strip made of a special material for 
easy stapling. The pamphlet is placed 
between the binder covers and stapled 
Thus it is ready for immediate use and 
is protected during repeated handling 
The Speedy Binders are supplied in all 
standard sizes and will hold pamphlets 
up to % inch in thickness, Gaylord 
Bros., Inc., Dept. MH, Syracuse 1, N. Y. 
(Key No. 738) 


GloveMaster 


Drying and powdering surgical gloves 
can be accomplished automatically with 
the new GloveMaster. Up to 100 gloves 
can be dried in 30 minutes, after which 
the cylinder is easily removed for ex 
amination. When dry, the gloves are 
placed in the powdering cylinder where 
they are powdered both inside and out 
side in The powder is 
cenfined to the cylinder and cannot get 
into the air. 

The GloveMaster is simple to operate 


five munutes, 


and is entirely controlled by a timer 
switch which shuts off all current when 
the gloves are ready tor use or storage. 
The machine is completely encased in 
aluminum, is easily kept clean, and the 
anodized cylinders 
only 9 pounds. The unit occupies only 


aluminum weigh 


18 inches of wall space, has a_ rigid, 


welded frame which supports the com 
and the special ball 
and 


plete mechanism, 


bearing geared head motor main 


shaft bearings are packed with a three 


year supply of lubricant. E. M. Rauh & 
Co., Inc., Dept. MH, 2 Parker Ave., 
Buffalo 14, N. Y. (Key No. 739) 
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Card Record Desk 


Use and filing of card records are facili- 
tated with the new “Super-Carder” Card 
Record Desk recently introduced. Cards 
slant to the rear, fitting in trays which 
slope at the front and back to permit 
better accessibility, thus permitting faster 
operation. For tabulating cards a 2 posi 
tion front plate compressor is included. 
This locks the cards to them 
from curling or being damaged when 
the compressor is in the rear position, 

The desk has a large capacity and is 
available with eight drawers for filing 
rows of 3 by 5 inch, ten rows of 
by 3 inch and three rows of tabulat 
ing cards, and with five 
hling four rows of 4 by 6 inch and three 
rows of 5 by 8 inch cards and six rows 
of microfilm. The drawers glide smoothly 
on ball bearing suspensions. The Gen- 
eral Fireproofing Co., Dept. MH, 
Youngstown 1, Ohio. (Key No. 740) 


prevent 


hve 
a1 


drawers for 


Maintenance Unit 


The Shopsmith is a mainte 
unit which can be converted into 
inch circular with 
table, a 15 inch vertical drill press, a 33 


inch 


power 
nance 
an 8 


saw extension 


inch lathe, a 12 disc sander or a 
horizontal drill 


18 by 60 inches of floor space 


press. It occupies only 
Accessories 
can be added to convert the Shopsmith 
into a jointer, shaper, drum sander, mor 
tiser, jigsaw or other power tool. Magna 
Engineering Corp., Dept. MH, 417 
Montgomery St., San Francisco 4, Calif. 
(Key No. 741) 


Plastic Tableware 


Prolon Ware is a new line of plastic 
Melmac, 
synthetic 


said to 
The 


ac-tic 


dinnerware made of 
be the hardest 


dishes are molded by the Pro-phy 


known. 
| 
Brush Company and are designed to re 
duce breaking, cracking, chipping and 
staining to a Study and re 
search resulted in the development of a 
“Prolon Glaze” which 


minimum. 


new is used on 


the line to resistance to 


chipping and discoloration as well as 


increase wear, 


to provide a smooth, high luster finish. 
The Prolon Ware 


' 
ine contains sev 
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enteen items most used in food service. 
Cups, bowls and other pieces are made 
in the thickness and weight determined 
as most satisfactory by a series of serv 
ice tests in colleges and hospitals where 
the dinnerware was in experimental use 
for six months. Prolon Ware is avail 
able in green, blue, yellow and buff and 
is distributed by Parker D. Perry, Inc., 
Dept. MH, 729 Boylston St., Boston 16, 
Mass. (Key No. 742) 


Improved Sanderplane 


The model American Sander 

plane has a new type handle incorporat 

ing a safety type trigger handle switch. 

Improvements have also been made in 
I 

gear ratio ball bearings and in general 

machine make the Sander 


plane more efficient and more easily 


new 


features to 


operated. 

The machine is a portable, electrically 
driven belt sander mainte 
nance and reconditioning. Because ot 
the high speed of the sanding belt, the 
Sanderplane is adaptable to metal, mar 


suitable for 


ble, 


to wood and brings the material down 


stone and other surfaces as well as 


to a new clean surtace easily and quick 
ly. The machine does the whole job, an 
open coat abrasive being used for the 
first cut and a fine abrasive for the fin 
ish. It is available with or without a 
dust collector bag. The American Floor 
Surfacing Machine Co., Dept. MH, 
Toledo 3, Ohio. (Key No. 743) 


Water Cooler 


Model GC is a new bottle type electric 
water cooler with a refrigerated storage 
compartment. The refrigerator 
partment is of stainless steel, has facilities 
for freezing over three pounds of ice 
cubes and nearly a cubic foot of storage 


com 


space. The umit accommodates a standard 
5 gallon water bottle and serves 50 de- 
gree F. drinking water. The unit is 
fully sealed 
refrigeration system and is finished in 
neutral gray with black recessed base. 
Cordley & Hayes, Dept. MH, 443 Fourth 
Ave., New York 1. (Key No. 744) 


equipped with a hermetic 


Lab-Count Denominator 


The new 9 unit Lab-Count Denomina 
tor has been developed for hospital and 
laboratory use in making differential 
blood counts, segregating the different 
types of blood cells in separate registers. 
The Denominator is simple to operate, 
the dials recording the count when the 
spring-actuated covers of the individual 
units are depressed. It totals each ele 
ment in the separate registers and in 
stantly and automatically determines its 
relative percentage. 

Denominators of and 
types are also available for all counting 
food control, order 
con 


various sizes 
and record uses in 
control, stock 
trol and other areas. 


control, inventory 
The device is used 
to tabulate and segregate figures and to 
simplify counting and tabulating. The 
Denominator Co., Inc., Dept. MH, 261 
Broadway, New York 7. (Key No. 745) 


Insect Control 


The new Vaposector-Mistorizer com- 
bination for insect control features an 
improved 25 ounce AC-DC electric Mis 
torizer sprayer, adaptable to either area- 
fogging or direct contact use, and West's 
Vaposector insecticide. The new portable 
Mistorizer dispenses one ounce of insec 
ticide per minute when used for fogging 
and one and one half ounces a minute 
for contact spraying. A simple nozzle 
adjustment makes the change from fog 
ging to contact spraying. Vaposector fluid 
is an effective, quick-acting insecticide 
which involves no danger of contamina 
tion or staining when used as directed. 
West Disinfecting Co., Inc., Dept. MH, 
42-16 West St., Long Island City 1, N. Y. 
(Key No. 746) 


Can Dolly 


A new all-steel dolly for moving the 
heaviest garbage, ash or waste can por 
table, has been developed by The Witt 
Cornice Company. The dolly — has 
brackets which center and thus prevent 
tipping of all cans. It is designed to ac 
commodate No. 1, 2 and 3 Witt cans but 
will also hold any can from 16 to 21 
inches in diameter and most cans with 
capacities from 20 to 33 gallons. The 
unit is hot-dip galvanized after fabrica 
tion to prevent rust. Either iron wheel 
or rubber wheel casters can be used. The 
Witt Cornice Co., Dept. MH, 2144 
Winchell Ave., Cincinnati 14, Ohio. 
(Key No. 747) 
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Bread Slicer 


Cutting speed is controlled automati 
S. Model 
MB bread slicing machine so that hard 
shattered 


The 


saw type 


cally in the new improved l 


crust loaves are not and _ soft 


breads are not crushed new slicer 


has electric powered, blades 
which cut down through the loaf from 
the top. A single control starts the slicer 
The 
The 


slicer handles all kinds ot soft and hard 


which then operates automatically. 
motor stops when the loat is sliced 
crust breads of any length up to 15 
inches. It is finished in white enamel 
U. S. Slicing Machine Co., Inc., Dept. 
MH, La Porte, Ind. (Key No. 748) 


Disposable Creamer 


The 


small, one use, disposable container for 


new Ruby Pourite Creamer 1s a 


serving coflec 


The 


pouring lid so that cream can be poured 


cream on patients trays 


low-cost container has a_ vented 


smal] 
Che 


wide mouth makes hilling easy and the 


without removing the lid [wo 


holes in the lid make this possible. 
lid is easily inserted with a special cap 


The 


nates spilling, breakage and washing, is 


per alter hiling creamer elimi 
sanitary, and can be prefilled and stored 
ready tor use. Ruby Products Co., Dept. 
MH, 430 N. Water St., Milwaukee 


Wis. (Key No. 749) 


Varsity Fluorescent Fixture 


Using tubes from 48 to 96 inches 
long, the new Varsity Huorescent fixture 


| 
illuminate large areas at 
operating The 
Series 0 ~ aliyvn | 


is designed to 
and 
N\ 


coupling holes, optional reflector 


| 
ow fixture costs 


new Varsity 


creased downliy knockouts prov ded 


} 
for completely mounting 


rib insiucent 


rangements, 
' 


plastic side panels, upw ird 


which provides 4 


hinges 


illumin ition 


lamping and servicing, no couy 


continuous rows ins 


baked enat 


quired tor 
ind high 


flector 


re tle tion 


Phe 


pauye 


hixture is construc 


sturdy 20 steel finished in whit 


| \ , 
baked enaine with satin finish al 
num gray trim 


Dept. MH, 3500 N. Kedzie Ave., Chi 
cago 18. (Key No. 750) 
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Leader Electric Co., 


Brown Electro Dermatome 


Exclusive and distribu 
the 
for cutting skin grafts with speed and 


Zim 


The in 


manutacture 


tion of Brown Electro Dermatome 


accuracy have been taken over by 
mer Manutacturing Company 
strument is easy to operate and the cut 
ting blades are sufhiciently low in cost 
that they can be discarded after use, thus 
eliminating the necessity of having dull 
The thickness of 
is selected by the use of two 
knobs which 
the cutting of the thinnest split graft 
up to a full thickness gratt. Graft thick 
the 


knives resharpened. 


the gralt 


micro adjustment permit 


ness 1s uniform once mstrument 1s 


set 


The cutting blade operates at ten 


thousand cutting strokes a minute, thus 


providing a smooth gratt and leaving 
the donor area in good condition \ 
simple adjustment selects the graft width 
to the the 
edges of the graft are sharp 
and straight. The length of the gratt 
is limited only by 


The 


light in weight and extremely maneuver 


desired up width of instru 


ment, and 
the donor area. 


Brown Electro Dermatome is 


able. It is held in one hand by the opera 


tor and the graft is cut by firmly pressing 
the the skin 


sliding it forward. instrument is 


down on and 


The 


constructed of stainless surgical steel with 


instrument 


precision craftsmanship and it is sturdy 
The 


transmits the powel will operate on any 


ind durable. electric motor which 


standard 110 volt light circuit and 1s con 
trolled by a ll toot switch. Zimmer 


smal 
Manufacturing Co., Dept. MH, War- 
saw, Ind. (Key No. 751) 


Mophead Assembly 


Special bolts studded to the lower ch 
| 


ne of a new 


mophead assembly 

Perfection Mar-Proot mops greater rign 
ty, strength and permanence. The square 
shank ot the 


channel acts as a 


bolt embedded in the metal 


wrench when wing nuts 


| 


| 
ire tightened or loosened Thus fillers 


in be removed and replaced speedily 


ind the interchangeable tubular metal 


handle can be reversed or secured quickly 
without possibility of the bolts creeping 
Dimensions of the mophead and handle 
remain unchanged, thus permitting pres 

it users to incorporate this new feature 
n their equipment if desired. Perfection 


Mop Co., Dept. MH, 6004 Walker Ave., 
Maywood, Calif. (Key No. 752) 


Colored Rubber Mat 


I'red is a new colored rubber link 
mat designed for use in entrances, lobbies 
The link size is *% inch 
The links are 


tramework of rust-resisting 


zy 


and corridors 
1 ¥% 


woven on a 


wide by nches long 


galvanized spring steel wire. Corruga 
tions in the links act as a scraping sur 
face to remove dirt trom foot trafhic. 
Ezy-Tred links are made in 
mats ol pattern of 
The trafhic 
silencer and afford a high safety factor 
in preventing slipping and falling. Amer- 
ican Mat Corp., Dept. MH, 1719 Adams 
St, Toledo 2, Ohio. (Key No. 753) 


several 


colors for varied 


design. mats provide a 


Focal Pointer and Camera Stand 


All elements of the photographic art. 
including triped, conventional, magni 


fication, copying, enlarging, specimen 


ind motion picture photography, are 


combined to operate im a single unit 


when employed in conjunction with 35 


mm. miniature camera equipped with 
a 50 mm. lens. as the Markle 
Focal Stand, the 


unit was developed as the result of re 


Known 
Pointer and Camera 
search by an oral surgeon 
The device has been designed to | 
the 


moderate means by eliminating the 


amateur clinical photographer of 
Lisc 
the 


proper lens, by eliminating the use of 


of measuring devices to acquire 


focal frames and applicators and exten 
sion tube lenses and tripods, by per 
mitting the use of photo-flash bulbs, al 


lamps 


used 


the 
numer 


may be 
with 


though photo-flood 


if desired, and by dispensing 


trial and error method wherein 


ous nade and recorded 


Vhe 


tion 


exposures are 


device works as eflectively in mo 


conventional or may 
photography. | 


veloped by the Tareadu Company and is 


pictures as 1n 


nification was ce 


being distributed by Carman & Co., Inc., 
Dept. MH, 70 Summit St., Brooklyn 31, 
N. Y. (Key No. 754) 
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Office Machine Stand 


stand that can_ be 
floor by turning a 
When the lever is 
DeLuxe Cramer Ofhce Ma 


chine Stand can be rolled silently on ball 


An ofhce machine 
locked to the 


Is now available. 


lever 
raised, the 


bearing casters to any desired location. 
When a heavy machine is placed on the 
to the Hoor, the 
cannot be 


stand and it is locked 


stand is firm and solid and 


swayed or tipped. It will hold office ma 
chines of any weight, is ruggedly con 


structed of steel and aluminum and is 
finished in gray, green or brown enamel. 


The locking 
Tt lockin; 


through a safety dome 


achieved 
When the lever 


retracte d, leav- 


feature 1S 


Is turned, the casters are 


ing the stand resting upon the domes. 


Rubber the bottom edge 
stand to the floor 
When _ the 


a 300 pound ma 


extrusions on 
of the domes secure the 
in working position le ver 
iS raised, it can elevate 
chine on the stand as readily as a type 
writer. Cramer Posture Chair Co., Inc., 
Dept. MH, 1205 Charlotte St., Kansas 


City 6, Mo. (Key No. 755) 


Oxygen-Air Pressure Lock 


\ new method of and 


oxygenation of the asphyxiated newborn 


resuscitation 


infant is offered in the Oxygen-Air Pres 
h and tested by the 


sure Lock 
Maternity 


developed 
obstetrical staff of St. Joseph's 
Texas, under the 
Auto 
lock 


pressure 


I louston, 
Allan 


pressure in 


Hospital in 
Bloxso n 


the 


direction ol Dr 
matic cycling of 


reproduces the 


phy iological 
intra-uterin ind the 
} 


comecrdes with the timing 


found timing ol 


the pressure 


of pains during the second stag 
The 
tained in a 


dition in 


€ oO la 
lock Is designed to be 


heated 


bor. main 


and humuihed con 


the delivery room to be ready 


the 


It supplies warmth, humidity 


to accept infant without any loss 


ol time. 
ind Jack of handling while providing 


resuscitation. Expansion of air removes 


secretions and promotes bronchial drain 


ige and conditions tavor the diffusion 
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from the blood of the infant of excess 
carbon dioxide. 

Temperature in the lock may be ad 
between 90 and 110 
and 65 per cent 
is provided with air and oxygen flow 
ing into the lock at eight liters each 


per minute. The lock is simple to op 


justed degrees 


Fahrenheit humidity 


erate and has a safety valve which opens 
automatically if pressure should increase 
\ red light and warn 
ing buzzer go on if air flow falls below 
six liters per minute. All switches and 
controls are in full view and are easily 
operated. Loewenstern Corporation, 
Dept. MH, 1006 Chapman, Houston 2, 
Tex. (Key No. 756) 


above 3.5 pounds. 


Overbed Table 


The new “Wood Steel” overbed table 
is ot rigid, welded construction with 
adjustable stand from 26 to 41 inches 
It has quiet alloy gears and 


op 


in height. 


is precision machined tor ease ot 


erating. A reading rack, which can be 


raised to 38 degrees by simple pressure 


| 


or one hand, has a large book ledge 





The top of the storage space is backed 
by a very highly shatter 
proof metal mirror which is turned up 
The vanity 
and the top is of Formica or wood, as 


polished 


for use. tray is replaceable 


desired. The table is finished in scuff 


resistant enamel and can be furnished 
with a swivel caster. Wood Steel Prod- 
ucts Co., Dept. MH, Kewaunee, Wis. 


(Key No. 757) 


Pot and Pan Washer 


Larger institutions will find the DAS 
Lazy Boy Pot and Pan Washer a 
and effort saver. Powered with a 4% h.p. 


time 


motor, the washer has suthcient power 


It is turnished 
with one general purpose brush but a 


for heavy duty scrubbing 


wide variety of quickly interchangeable 
brushes and polishing wheels is readily 
available as are accessories for perform- 
ing routine kitchen tasks. The 
Defiance Automatic Screw Co., Dept. 
MH, Ft. Wayne Rd., Defiance, Ohio. 
(Key No. 758) 


many 


500 MA Multicron 


An addition to the Keleket line of 
pedestal type controls is the newly de 
signed X-ray 500 MA Multicron type 
The new unit is designed 
all of the developments ot 
desired for 


generator. 
to embody 
styling and convenience 
Hexible, economical x-ray equipment for 
high speed technics as well as for con 
ventional radiography, fluoroscopy and 
therapy. In addition to encompassing 
more than the normal scope of radi 
ography and fluoroscopy, the new Mul 
ticron is designed to furnish additional 
facilities for superficial and medium 
therapy procedures. 

Fixed milliamperage reduces the op 
the new generating unit to 
its simplest form. Instant synchroniza 
correlated 
achieved by technic 
\ single kilovoltage control switch pro 
vides a total of 96 steps of KV in 1 KV 
steps each for all radiograph work. The 
unit can be arranged to energize one, 
two ofr three single or double focus 
tubes of the stationary or rotating anode 
type. The Kelley-Koett Mfg. Co., Dept. 
MH, Covington, Ky. (Key No. 759) 


eration olf 


tion of many factors 1s 


automatic selection. 


Gypsum Wallboard 


\ new type of gypsum wallboard de 
signed to meet code requirements for 
fire-resistant has been an 
Known as Firestop Bestwall, 


construction 
nounced. 
the product is designed for new con 
struction or remodeling. It is 
rigid, dimensionally stable and will not 
crack, warp or buckle. 
for use for interior walls or partitions, 
It can be ap 
with ordinary 


strong, 
It is designed 


bearing or non-bearing 
plied without difficulty 
tools. 

The hre-retarding proper 
ties of Firestop Bestwall are achieved 


increased 


by adding certain incombustible ingredi 
to the core of the 
which substantially alter its characteris 
heat. A single layer of % 
inch thick Firestop Bestwall board ap 
a load-bearing 
wood stud partition proved to have a 
hour in a 


ents gypsum board 


tics under 


plied on both sides ot 


hire-resistance rating of one 
standard fire test conducted by the Un 
derwriters’ Laboratories. Certain-teed 
Products Corp., Dept. MH, 120 E. Lan- 


caster Ave., Ardmore, Pa. (Key No. 760) 
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Steel Desks and Tables 


The new 5000 desks 
tables has many new and improved fea 
tures. The new low desk height of 29 
inches makes for greater comfort. The 
Sight Saving desk top developed by 
lighting authorities is of linoleum in a 
mist green. The center drawer and 
sliding trays are not a part of the mov 
able pedestal but are built into the deep 
roll of the top, thus affording more ver 
tical knee space. The sliding trays have 
a lift out pan which is reversible, pro 
viding either a smooth writing surface or 
a tray for storage. The new locking mech 
permits individual locking of 
center drawer or general locking of all 
drawers. Desk pedestals are interchange 
able left or right and size of drawers may 
be varied as to position in each pedestal. 
Berger Mfg. Div., Republic Steel Corp., 
Dept. MH, Canton, Ohio. (Key No. 
761) 


series of and 


anism 


Wall Sealer 


The problem of painting dry wall con 
struction can now be solved with the new 
pigmented wall primer-sealer recently in 
troduced after ten years of research. De 
signed for interior walls of plaster and 
masonry or composition wallboard, the 
new product is said to seal with one coat 
even highly porous surfaces. It can also 
be used as an undercoat in refinishing 
work or as a primer coat for combination 
masonry and plaster and wood. It is 
made in a non-blued white but can be 
tinted with toner oil colors or 
with the finishing paint. Devoe & Ray- 
nolds Co., Inc., Dept. MH, 44th & First 
Ave., New York 17. (Key No. 762) 


colors, 


Lightweight Floor Machine 


Designed for use in small or medium 
Lite-12 floor 
machine is a versatile unit for scrubbing, 


sized buildings, the new 


waxing, polishing and steel wooling all 
kinds and types of floors by attaching 
one of several quickly interchangeable 
The lor 


easy operation and maneuverability and 


brushes. machine is balanced 


the brush speed is regulated at 175 r.p.m. 


to ensure proper polishing and non 


splatter scrubbing. The brush spread is 
12 inches. 
The 


height of only 


} 


has an over-all 


the 


machine 
10 


new 
gs inches when 


brush is attached, thus its 


permitting 
use under desks, beds and other turni 
ture. A rubber bumper around the base 
of the machine furniture and 


baseboards as well as the machine itself. 


protects 


The handle swings in a 90 degree arc 


for easy storage. The machine is light 


in weight, powered by a quiet, 13 h.p 
motor and operates on 115 volt AC, 
Multi-Clean Products, Inc., Dept. MH, 
2277 Ford Pkwy., St. Paul 1, Minn. 


(Key No. 763) 
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Pharmaceuticals 


Litrison Capsules 


Litrison ‘Roche’ is a_liver-protecting 
dietary supplement indicated for the pre 
vention and treatment of those liver dis 
eases which are responsive to lipotropic 
factors and fat and water-soluble vita 
mins. Each easy-to-swallow capsule pro 
vides twelve nutritional factors of im 
portance in the management of liver 
diseases. They are provided in bottles 
of 100 and 500. Hoffmann-La Roche Inc., 
Dept. MH, Nutley 10, N. J. (Key No. 
764) 


Choducell Tablet 


Choducell Tablet is a new combina 
tion of methylcellulose and cholic acid 
Maltbie. The non-irritating non 
antigenic hydrophilic colloid promotes 
normal peristalsis and the addition of 
small amounts of cholic acid - Maltbie 
gently stimulates bile flow. Each tablet 
contains methylcellulose 0.5 Gm. and 
pure cholic acid-Maltbie 0.04 Gm. The 
tablets are supplied in bottles of 100, 500 
and 1000. Maltbie Laboratories, Inc., 
Dept. MH, Newark 2, N. J. (Key No. 
765) 


and 


Solu-Plastin 


Solu-Plastin is a stabilized thrombo 
plastin solution derived from horse tissue 
and designed for use in determining 
blood prothrombin activity. It gives ac 
curate, reproducible prothrombin times 
when the other coagulation factors of 
temperature, calcium, fibrinogen and ac 
celerator-globulin are properly controlled. 
Each batch of Solu-Plastin is standard 
ized against normal human plasma be 
fore being released and the prothrombin 
time so obtained is given in each pack 
age. Schieffelin & Co., Dept. MH, 16 
Cooper Square, New York 3. (Key No. 
766) 


Mol-Iron Supplemented 


White’s Mol-Iron is now available in 
forms: Mol-Iron with Calcium 
and Vitamin D in capsule form and 
Mol-Iron Liver and 
capsule form. Mol-Iron is a molybden 


two new 


with Vitamins in 
ized ferrous sulfate for iron therapy. 
In combination with dicalcium phos 
phate and vitamin D, the product is 
supplied in bottles of 100 capsules as 
i dietary supplement for pregnant and 
lactating patients. In combination with 
dried whole liver, vitamin By. and the 
B complex vitamins the product is sup 
plied in bottles of 100 capsules for the 
ot 
ficiency anemias complicated by exces 


prevention and treatment iron de 


sive on reserves. 


MH, 


demands nutritional 
White Laboratories, Inc., Dept. 
Newark 7, N. J. (Key No. 767) 


Blood Typing Serum 


A new blood typing serum is now 
available. Made from pooled blood from 
healthy selected donors, the serum is of 
fered in a convenient 2 by 5 cc. dropper 
stoppered package and is said to be free 
from non-specific agglutinins. To speed 
up blood typing, the labels are colored 
the same as the serum in the bottles, blue 
for Anti-A and yellow for Anti-B. Cut- 
ter Laboratories, Dept. MH, Berkeley 10, 
Calif. (Key No. 768) 


Ammivin 

Ammivin brand of Visammin (Khel 
lin) is a coronary vasodilator indicated in 
angina pectoris, in the treatment of acute 
or chronic coronary insufficiency and for 
the relief of spasm of the collateral ves 
sels. It is supplied in 20 mg. Salol coated 
tablets, in bottles of 40 and 100. The 
National Drug Co., 4663 Stenton Ave., 
Philadeiphia 44, Pa. (Key No. 769) 


Ensolbec-C 


Ensolbec-C is indicated for intensive 
parenteral treatment of vitamin C 
B complex deficiencies where rapid tis 


It provides, 


and 


sue saturation is desired. 
in therapeutic amounts, the major crys 
talline components of all the important 
water-soluble vitamins. It is supplied in 
a combination package containing one 
22 ce. size vial of Lyophilized Vitamin 
B Complex with Ascorbic Acid and one 
20 cc. vial of sterile diluent, for intra 
muscular or intravenous administration. 
The Harrower Laboratory, Inc., Dept. 
MH, Jersey City 6, N. J. (Key No. 770) 


Orestralyn 


Orestralyn is a new oral estrogen de 
scribed as being useful in the treatment 
of manifestations of estrogen deficiency, 
including menopausal symptoms and dis 
turbances the 
also as useful for the palliative therapy 
of prostatic carcinoma. It is available in 
three dosage forms: tablets 0.02. mg., 
(sugar coated blue), tablets 0.05 mg., 
(sugar coated red), and a highly palatable 
elixir containing 0.12 mg. per 30 
(colored red). McNeil Laboratories, Inc., 
Dept. MH, Philadelphia 32, Pa. (Key 
No. 771) 


of menstrual cycle, and 


ac. 


Lipocaps 


Lipocaps are lipotropic capsules, eac h 
containing 450 mg. choline bitartrate, 


150 mg. dl-methionine and 100 mg. 
inositol. The product is indicated in 
cirrhosis and other liver disorders, dia 
betes, arteriosclerosis, infertility and dis 
turbed fat metabolism, It is supplied in 
bottles of 100 capsules. Lakeside Labo- 
ratories, Inc., Dept. MH, Milwaukee 1, 
Wis. (Key No. 772) 
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Product Literature 


e A complete 28 page catalog, “Ele- 
ments of the General Hospital,” has been 
issued by the Ohio Chemical & Surgical 
Equipment Co., Madison, Wis. Known 
as Catalog No. 2060, the booklet contains 
layouts of every room in the hospital as 
well as recommended equipment. Illus 
trations and keyed diagrams simplify in 
terpretation of the layouts and text. (Key 


No. 773) 


e Catalog sections on Utility Matting, 
Perforated Matting and Runner Matting 
have been prepared by The B. F. Good 
rich Co., Akron, Ohio. Data and spe 
cifications on the various types of mat 
tings available from the company 


included. (Key No. 774) 


are 


e R-1 Bulletin is the first complete pub 
lication on the Cannon line of In-and- 
Out Registers for hospitals, other medical 
institutions, clinics and offices. Issued by 
the Specialty Sales Department, Cannon 
Electric Development Co., 3209 Hum 
boldt St., Los Angeles 31, Calif., the 8 
page bulletin carries data, illustrations, 
tables, dimensional sketches, photographs 
and isometric drawings of standard staff 
registers. Five styles of register name 
plates are illustrated. (Key No. 775) 


e A comprehensive catalog of “Incan- 
descent Unified Lighting” has been pub 
lished by The Art Metal Co., 1840 E. 
40th St., Cleveland 3, Ohio. The catalog 
contains full data needed to specify and 
use incandescent lighting equipment. In 
addition to illustrations of each product, 
there are cross section details, light dis 
tribution curves, coefficient of utilization 
tables and complete product specifica 
also care 
fully indexed for quick reference. (Key 
No. 776) 


tions. The 46 page catalog is 


e A new 16 page catalog has been pub 
lished by The F. J Stokes Machine Co., 
5900 Tabor Rd., Philadelphia 20, Pa., 
covering *‘Stokes Automatic Water 
Stills.” The describes Stokes 
water stills from to 100 gallons per 


(Key No. 777) 


catalog 
hour capacity 


e Uniform portions of foods in desired 
weights and sizes can be prepared with 
the Automatic Food Shaping Machine 
described in a folder recently published 
by the Automatic Food Shaping Co., 
Inc., 58 New St., New York 4. Designed 
to help make food budgets go farther, 
the food shaping machines pictured in 
the folder can be used with many types 
of foods, especially meat and fish; operate 
depend 
regulate 
are built 


automatically at various speeds, 
ing upon the type of machine; 
the weight of each portion, and 
to conform to sanitary health standards. 
The folder gives detailed information on 
the various models. (Key No. 778) 
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@ Detailed construction specifications on 
the complete line of overbed tables, drop 
leaf attachments and folding food trays 
offered by Hard Mfg. Co., Buffalo 7, 
N. Y., are given in a new two color 
brochure recently published. Included are 
information on Hard’s special Hardalyte 
and Formica table tops and details of the 
new Model 5600 overbed table and the 
C-6-L drop leaf attachment. Eight items 
are illustrated and described, together 
with information on the company. (Key 


No. 779) 


e A diagrammatic drawing illustrates 
the operation of continuous pressure 
breathing apparatus in a folder on “The 
New O.E.M. Heli-Ox Apparatus” re 
cently released by the O.E.M. Corpora 
tion, Fitch St., East Norwalk, Conn. 
Full descriptive information is provided 
regarding the apparatus, which is now 
available in a compact, portable unit. 


(Key No. 780) 


e The complete line of Mills Compress- 
ors and Condensing Units is illustrated 
and described in a revised 60 page Cata 
log 204-1 released by Mills Industries, 
Inc., 4100 Fullerton Ave., Chicago 39. 
Charts, drawings, illustrations and de 
scriptive text on air-cooled 4% to 3 h.p., 
water-cooled ; to 10 h.p. and combina 
tion air and water-cooled 4 to 3 h.p. 
units are presented to assist in the proper 
selection of units for cooling, refrigera 
tion and air-conditioning. (Key No. 781) 


e The new Catalog No. 211 of “Crown 
institutional Equipment” has recently 
been published by the Crown Institu 
tional Equipment Co., 218 S. Wabash 
Ave., Chicago 4. The 52 page book has 
1 section on expendable supplies, includ 
ing school and ofhce furniture. It also 
introduces an adjustable typewriter desk, 
wood and steel duet student desks and 
filing and 
pages 
bedroom 


combination 
Two 


steel storage 
illustrate the 


furniture. 


units. color 
company’s line of 


(Key No. 782) 


e A booklet entitled “Improve Record 
Controls and Reduce Costs” has been 
issued by Herring-Hall-Marvin Safe Co., 
Hamilton, Ohio. The 20 page treatise is 
a well illustrated exposition of the nat 
ural filing facilities provided by the new 
line of H-H-M Rotary Record Files and 
holds to the practical theme of improv 
ing record controls and reducing costs. 


(Key No. 783) 


e Recent improvements in the Sarco- 
therm Modulating Outdoor Controls for 
heating systems are discussed in Supple- 
mentary Bulletin ST-501 to their general 
catalog recently Sarcotherm 
Controls, Inc., Empire State Bldg., New 
York 1. A revised chart for enlarged 
capacity, double seated valves is also en 


closed. (Key No. 784) 


issued by 


e A new means for high-speed low-cost 
production of printed lists, catalogs, di 
rectories and similar material has been 
developed by Remington Rand Inc., 315 
Fourth Ave., New York 10. Called 
Flexoprint, the new system is described 
in a 24 page booklet giving full in 
formation on how it works—from the 
first step of typing cards through the 
final production of the list. All copy can 
be set by regular typists with the new 
method and lists may be maintained as a 
daily, routine operation, ready for publi 
cation at any time. One section of the 
booklet, KD-499, is devoted to answering 
nine of the questions most frequently 


asked about Flexoprint. (Key No. 785) 


e Metal furniture built to specifications 
indicated by a survey of professional seat 
ing requirements of hospitals is illus 
trated in a booklet, “The Royal Hospital 
Seating Guide,” published by the Royal 
Metal Mfg. Co., 175 N. Michigan Ave., 
Chicago 1. Complete hospital seating 
charts, showing use and recommenda 
tions for departmental use of seating for 
the various departments in 50, 100 and 
200 bed hospitals, are also available. 


(Key No. 786) 


e “Your Lighting Simplified” is the title 
of a new booklet recently issued by The 
Edwin F. Guth Co., 2615 Washington 
Ave., St. Louis 3, Mo. This “buyer's 
guide” gives information on proper se 
lection and purchase of lighting equip 
ment and outlines a new type of lighting 
system with reduced maintenance costs 


(Key No. 787) 


e Kaylo Laminated Panels, a “san’ 
wich” product inches thick with 
faces of cement-asbestos board and an 
inorganic core of Kaylo insulation, are 
illustrated and described in a new 12 
page booklet recently published by the 
Kaylo Division, Owens-Illinois Glass Co., 
Toledo 1, Ohio. Designed to provide ef 
ficient, permanent curtain walls or in 
terior partitions, the new panel material 
is light weight, strong, insulating and has 
an incombustible core. The booklet il 
lustrates use of the material and carries 
four pages of detail drawings. (Key No. 
788) 


two 


e Catalog No. 450, “Weisway Cabinet 
Showers,” is a most attractively presented 
24 page booklet issued by Henry Weis 
Mfg. Co., Inc., Elkhart, Ind. Color and 
black and white illustrations are used to 
present Weisway Cabinet Showers as 
units and as part of the completed room 
while color chips show the colors in 
which the showers are available. Blue 
print type drawings illustrate layouts, in 
stallation details, roughing-in measure 
ments and dimensional data. Full de 
scriptive information on the various 
types of shower cabinets available and 


on accessories is included. (Key No. 789) 
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e A new 16 mm. sound motion picture 
entitled “Scientific Floor Sealing” is avail 
able from Huntington Laboratories, Inc., 
Huntington, Ind. It is offered on a loan 
basis, at no cost, to maintenance staffs 
and describes and illustrates step-by-step 
scientific methods for sealing and caring 
for wood floors. (Key No. 790) 


Book Announcements 


Ball, “The Compounding and Hyphena 
tion of English Words,” 256 pp., $4. 
Funk & Wagnalls, Dept. MH, 153 E. 
24th St., New York 10. (Key No. 791) 


Smith, “Plastic and Reconstructive Sur 
gery, 895 pp., $15. W. B. Saunders 
Company, Dept. MH, West Washington 
Square, Philadelphia 5, Pa. (Key No. 
792) 


“Cerebral Palsy Equipment,” a loose-leaf 
manual of equipment and aids for the 
care and treatment of the cerebral pal 
sied, sponsored by Zeta Tau Alpha, Na 
tional Fraternity for Women, 268 pp. 
$3.75, prepared and published by The 
National Society for Crippled Children 
and Adults, Inc., Dept. MH., 11 S. La 
Salle St., Chicago 3. (Key No. 793) 


TO HELP YOU get information quickly on new products we have provided 
this convenient Readers’ Service Form. Check the numbers of interest to 


you and mail the coupon to the address given below. 


If you wish other 


product information just list the items and we shall make every effort to 
supply it. If you read the hospital copy or the administrator's copy of The 
MODERN HOSPITAL or for any other reason do not wish to clip the maga- 
zine itself, upon request we shall be glad to send you regularly a reprint 
of this department containing the coupon. 


Bessie Covert 
Editor, “What's New for Hospitals” 


"“Nite-Glowing” Thermostat 
Holcomb Seal Remover 
X-Ray Timer 

Glassware Marker 

Chest Respirator 

Airvent Canopies 

Pumps 

Multi-Purpose Cart 
Utility Window 

Speedy Binder 
GloveMaster 

Card Record Desk 
Maintenance Unit 

Plastic Tableware 
Improved Sanderplane 
Water Cooler 

Lab-Count Denominator 
Insect Control 

Can Dolly 

Bread Slicer 

Disposable Creamer 
Varsity Fluorescent Fixture 
Brown Electro Dermatome 
Mophead Assembly 
Colored Rubber Mat 
Focal Pointer and Camera Stand 
Office Machine Stand 
Oxygen-Air Pressure Lock 
Overbed Table 

Pot and Pan Washer 

500 MA Multicron 
Gypsum Wallboard 

Steel Desks and Tables 
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Wall Sealer 

Lightweight Floor Machine 
Litrison Capsules 

Choducell Tablets 

Solu-Plastin 

Mol-lron Supplemented 

Blood Typing Serum 

Ammivin 

Ensolbec-C 

Orestralyn 

Lipocaps 

“Elements of the General Hospital” 
Matting Catalog 

R-! Bulletin 

“Incandescent Unified Lighting’ 
Water Still Catalog 

Automatic Food Shaper 

Color Brochure 

"O.E.M. Heli-Ox 

Catalog 204-1 

“Crown Institutional Equipment” 
“Improve Record Controls” 
Bulletin ST-50! 

Flexoprint 

“Royal Hospital Seating Guide" 
“Your Lighting Simplified" 
Laminated Panels 

"“Weisway Cabinet Showers" 
“Scientific Floor Sealing” 

Book 

Book 

Book 


I should also like to have information on the following products 
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MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 


919 N. Michigan Ave.., 


Chicago 1], Ill. 


Suppliers’ News 


American Hospital Supply Corporation, 
Evanston, Ill, manufacturer and dis 
tributor of hospital equipment and sup 
plies, announces the acquisition of Don 
Baxter, Inc., Glendale, Calif., pharma 
ceutical manufacturer serving the med 
ical and hospital fields with bulk intra 
venous solutions and other products. 


The American Laundry Machinery Co., 
Cincinnati 12, Ohio, manufacturer ot 
laundry machinery, announces acquisi 
tion from the stockholders of the 
Huebsch Mfg. Co., Milwaukee, Wis., of 
certain assets, together with the patents, 
good will and business of this manutac 
turer of equipment for the laundry and 
dry cleaning industries. The Huebsch 
Co. becomes the Huebsch Division of 
The American Laundry Machinery Co. 
and will continue to function, without 
change of policy, in Milwaukee. 


Excel Metal Cabinet Co., Inc., manufac 
turer of metal cabinets, announces re 
moval of its offices from 101 Park Ave., 
New York, to 122 E. 42nd St., New 
York 17. 


The Kny-Scheerer Corp., manufacturer 
of surgical instruments, announces 
change of address from 483 First Ave., 
New York 16, to 35 E. 17th St., New 
York 3. 


Maple Flooring Manufacturers Assn., 46 
Washington Blvd., Oshkosh, Wis., a na 
tional organization of Northern Hard 
wood Flooring manufacturers, announces 
that headquarters and offices of the asso 
after October 1, 1950, will be 


35 E. Wacker Drive, Chi- 


ciation, 
located at 
cago l. 


The Puritan Compressed Gas Corp., 
2012 Grand Ave., Kansas City 8, Mo., 
manufacturer of “Puritan Maid” medical 
gases, announces the opening of its newly 
constructed offices and plant at 1125 
Levee St., Dallas, Tex., which will be 
under the managership of C. Henry 


Arnett. 


Shampaine Company, 1920 S. Jefferson 
Ave., St. Louis 4, Mo., manufacturer ot 
metal institutional furniture and equip 
ment, has acquired the controlling in 
terest, formerly held by Will Ross, Inc., 
Milwaukee, Wis., in Carrom Industries, 
Inc., Ludington, Mich., manufacturer ot 
wood furniture for institutions, 

Turco Products, Inc., 6135 S. Central 
Ave., Los Angeles 1, Calif., manufac 
turer ol cleaning compounds, announces 
the opening of a large eastern plant at 
120 Lister Ave., Newark, N. J. Sidney E. 
Smith of Los Angeles has been appointed 
general manager in charge of the Atlantic 
Division factory at Newark. 





Hall China has all the qualities essential to good 


coffee service —a heavy, fireproof body that 
cannot absorb flavor or aroma; glaze that is pure, 
leadless and tasteless; thick walls that hold the 
heat. All Hall coffee pots are made by an exclusive 


process that inseparably fuses body, glaze, and 
color. Reasonable first cost and exceptional durability 
keep replacement at the lowest possible level 

Write on company letterbead for Catalog 48 which lists 


almost 1,000 different Hall China items and contains a color 
chart of the 26 beautiful underglaze colors that are available, 


THE HALL CHINA COMPANY ° EAST LIVERPOOL, OHIO 


The World's Largest Manufacturer of Fireproof Cooking China 


Hall coffee pots are 
carefully hand- 
finished by expert 


craftsmen. 


SAF-MANOLE 


Hall Coffee Pots are 
available in sizes rang- 
ing from individual to 
banquet service. 





..a Champion! 


Outstanding Quality is the Plus Gumpert Gives Hospitals 


Food specialties to delight the eye and appetite — at a cost within the 
most economical feeding budget — that’s the big PLUS VALUE 
Gumpert gives hospitals everywhere. 

This outstanding quality is assured in four ways: Finest, top-of-the- 
crop ingredients in every product — tested and proved. Easy, fool- 
proof, time-saving methods. Accurate cost control to protect your 
budget. Perfect standardization for uniform results. 

Why not make your food service department outstanding this year? 
See the Gumpert Man on his next call. 


S. CUMPERT CO., INC. OZONE PARK 16, N. Y. 


CHICAGO SAN FRANCISCO 


GUMPERT 


OUTSTANDING QUALITY FOR 
HOSPITALS 


300 Products to Aid Restaurant Operations 


Gelatine Desserts Soups—(Liquid and Dehydrated) 
Cake Mixes 


Hot Chocolate Powder 


Cream Desserts 

Fruit Drinks—(Liquid and 
Dehydrated 

Extracts and Colors 

Spaghetti Sauce 


Soda Fountain Toppings 
Complete Line of Bakery 
Specialties 





